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ANTIGRAVITY: FROM 
DREAM TO REALITY 


11 * TRAVELING TO THE STARS 


Interstellar space travel has long captivated the imagination and longing 
of humankind. Indeed, we have penetrated the cosmos and walked on 
the moon, while breakthroughs in long-range exploration, such as the 
Hubble Space Telescope, bring the farthest reaches of space tantalizingly 
close rekindling our desire to travel beyond our galaxy. As of yet, we are 
bound by the frustrating limits of conventional propulsion technology. 
Skeptics remind us that a spacecraft powered by even the most advanced 
chemical rockets would need to carry so much fuel that travel over inter 
stellar distances would be out of the question. Alternatively, vehicles 
equipped with nuclear-powered ion thrusters would have a much greater 
range. However, the fuel requirements would be such as to make a jour- 
ney of even a few light-years quite impeactical- basic physics tells us 
that a rocket- powered spacecraft would need а fuel mass that would far 
exceed the mass of the vehicle itself. 

Is there a way to free ourselves of this fuel problem, using а totally 
different means of propulsion, one that does not require large quanti- 
ties of mass to be jettisoned rearward for the craft to move forward? 
Imagine а spaceship that could akter the ambient gravitational field, 
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artificially producing a matter-attracting, gravity potential well that 
was just beyond the ship's bow. The gravity wells attractive force 
would tug the ship forward just as if a very massive, planet-sized body 
had been placed ahead of it. The ship would begin to “fall” forward 
and, in doing so, would carry its self-generated gravity well along with 
it. The gravity well would continually draw the ship forward, while 
always staying ahead. Through such a carrot-and-stick effect, the ship 
could accelerate to nearly the speed of light, or maybe even beyond, 
with essentially no expenditure of energy other than that needed to 
generate the gravity well 

Is such gravity control possible? Would it be possible to construct a 
spaceship with small enough propulsion power requirements that inter- 
stellar travel could be achieved? The answer is yes. For the past several 
decades, highly classified aerospace programs in the United States and 
in several other countries have been developing aircraft capable of defy- 
ing gravity. One form of this technology can loft a craft on matter- 
repelling energy beams. This exotic technology falls under the relatively 
obscure field of research known as electrogravitics 

The origins of electrogravitics can be traced back to the turn of the 
twentieth century, to Nikola Tesla work with high-voltage shock dis 
charges, and somewhat later to T. Townsend Brown's relatively unpub- 
licized discovery that electrostatic and gravitational fields are closely 
intertwined. Unfortunately, the electrogravitic effect has for the most 
part been ignored by mainstream academics, because the phenomenon 
isn't anticipated by cither classical electrostatics or general relativity, 
effectively preventing it from being taught in university courses such a 
physics and electrical engineering. Rather, to unlock the secrets of elec- 
Irogravitics, one must delve into popular science articles, patents, and 
relatively obscure technical reports that once held a classified status. 
Perhaps the best place to begin is to review some of Brown's seminal 
жой. 


1.2 ©THE BIRTH OF ELECTROGRAVITICS. 


"The American physicist and inventor Thomas Townsend Brown was 
born in 1905 to a well-to-do Zanesville, Ohio, family. At an early age, he 
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Figure 1.1. Thomas Townsend Brown at 
fifty-three years of age. (Photo courtesy 
of the Townsend Brown Family and 
Qualigh, L.L.CJ 


displayed a keen interest in space travel and dreamed of one day journey- 
ing into space himself, His discovery of the eectrogravitic phenomenon 
occurred during Һа high school years, when his interest in space travel 
led him to toying with a Coolidge tube—a high-voltage X-ray-emitting 
vacuum tube similar to that found in modern dental X-ray machines. 
Brown had the insight to mount the tube on a delicate lance to inves 
tigate whether it might produce any thrust. To his surprise, the tube 
moved every time it was turned on. Ruling out X-rays as the cause of this 
mysterious force, he traced the effect to the high voltage he was applying 
to the tubes plates. He concluded that the tube had moved because it 
gravity field had somehow become affected by the plate's high-voltage 
charge. 

Мес ———— ÁO 
tric capacitor device that he termed а gravitator (or, alternately, gr 
tor). These units were very heavy. One version consisted of a wooden 
box, 2 feet long and 4 inches square, that contained a series of mas 
sive, electrically conductive plates made of lead and separated from one 
another by electrically insulating sheets of glass, which served as the 
capacitr’s dielectric medium (a dielectric is a substance that does not 
conduct electric current). Another version used a dielectric molded from 
a mixture of lead monoxide and beeswax encased in Bakelite. The dia 
Bram in figure 1.2, which is reproduced from Brown's 1928 patent, 
shows yet another version made with aluminum plates and paraffin. 

‘When energized with up to 150,000 vols of direct current (DC), 
Brown's gravitator developed a thrust in the direction ofits positively 
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Figure 1.2.А cellular 
gravitator shown in. 


[Ез 
perspective together with 
re end. and side-view details 
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== B AW ofits plates. (Brown, 1928) 


charged end. One such graviator, which weighed 10 kilograms, was 
observed to generate a maximum thrust of 0.1 kilogram (1 newton), а 
force equal to about 1 percent of its weight." When oriented upright 
‘on a scale and energized, it proceeded to gain or lose that amount of 


tm 


lighter when its positive end faced up and heavier when 
faced up. 

Brown entered the California Institute of Technology in 1922. Не 
spent a good part of his freshman year attempting to win the friend- 
ship of his professors and to convince them of his abilities as a 
class "lab man." However, when he began mentioning his ideas about 
clectrogravity, no one would listen, At the end of the year, he had his 
laboratory equipment shipped from Ohio, set it up in his quarters, and 
sent invitations to several of his professors, including the renowned Dr. 
Robert Millikan, to witness a demonstration of the new force he had 
discovered. No one came. Some time later, one of Brown's friends tested 
Millikan by asking him whether he knew of anyone who had ever found 
a way of modifying or influencing the force of gravity. Mi 4 
to have relied brusquely, "Of course not; such а thing is impossible and 
ош of the question." 

His feelings deeply hurt by the incident, Brown transferred to 
Kenyon College, in Gambier, Ohio, and the following year he trans- 
ferred to Dennison University, in Granville, Ohio. One of his physics 
professors at Dennison, Dr. Paul A. Biefeld, had also been interested in 
the movement of electric capacitors. Brown had frequent conversations 
with Biefeld and came to refer to the electrogravitic phenomenon as the 
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Bicfeld-Beown effect, perhaps in respect t Biefeld's own interest in the 
subject. Still, iti not clear that Biefeld actively collaborated with Brown 
on his research, 

For one of his experiments, Brown arranged а pair of gravitators, 
‘one ateach end of an arm that was suspended from the laboratory ceiling 
by а long cord attached to the arm's central fulcrum (figure 1.3). When 
‘energized with between 75,000 and 300,000 volts DC, the connecting 
arm rotated as each gravitator moved in the direction of its positive 
pole. This force occurred in the same fashion even when the capacitor 
was immersed in a tank of ой, thereby ruling out the possibilty that 
the effect was produced by a wind of electric ions. Brown's gravia- 
tors could produce this motion with а power input of jst 1 wart, With 
cach gravitator generating 100 grams of thrust, for a total thrust of 2 
newtons, the theustto-power ratio of Brown's clectrogravitic thrusters 
calculates to 2,000 newtons per kilowatt. This is 130 times the thrust 
to-power ratio of a jet engine, or 10,000 times the thrust-to-power ratio 
of the space shuttle main engine. 

Brown determined that the clectrogravitic effect he observed 
depended on the amount of charge stored in his capacitors. As the 
applied voltage was increased and a greater amount of charge was stored, 
the capacitors would respond with a greater amount of electrogravitic 
force. Moreover, because the intensity of the effect depended upon the 


а 
к i 


Figure 1.3. Am experimental setup. 
designed to measure the thrust 
produced by Thomas Townsend 
Brown's graviators (Photo courtesy 
of the Townsend Brown Family 

and Qualight, LLC.) 
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capacitor's mass, he concluded that the induced motion must be due to 
the capacitoe’s ability to generate a localized gravitational field. 

After he left Dennison, Brown conducted astrophysics research for 
four years, from 1926 to 1930, working at a private laboratory in his 
hometown of Zanesville and also at Ohio's Swazey Observatory, where 
he was in contact with Dr. Biefeld. In a variation of his rotating gravia- 
tor experiment, Brown suspended a single gravitator from his labor 
tory ceiling by two wires (figure 14). The gravitator was hung so that it 
‘would stay immersed in a tank of oil, so as to reduce the production of 
ions. When energized, the pendulum would swing toward the gravia- 
тогу positive pole. Brown characterized this electrogravtic phenomenon 
as an impulse.” He noted that less than five seconds was required for the 
pendulum to reach the maximum amplitude of its swing, but then, even 
while he maintained the high-voltage potential, his pendulum would 
sradually retur to its plumb position, taking from 30 to 80 seconds to 
return. He noted further that on йз return from maximum deflection, 
his pendulum would hesitate at definite levels or steps, but repeated tri: 
aly showed that there were no consistent positions to these steps. 

Brown also noted that he would have to give his gravitator a rest 
after each test to sce the effect repeat once again. He had to remove his 
charging potential for at least five minutes to allow his gravitator suf- 
ficient time to "recharge" itself vo that it might regain its “former gra- 
vitic condition." He did not mention what might have been happening 
during this recharging process, probably because at that time he had 
по clear idea himself. He saw that when the duration of the gravitic 
impulse had been greater, mote time was needed off-line по allow the 
gravitator to refresh itself, 

We may gain an understanding of why his gravitator would not 


Figure 14. Thomas Townsend 
‘Brown's gravatar hung in 
pendulum fashion and ae 
ssubmersed та tank орой, 
(Brown, 1929) 
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hold is initial graviic force by analyzing what was happening inside 
its dielectric. Initially, before high voltage was applied, the dielectric 
‘would reside in an unpolarized state. With the application of voltage, 
current would begin to flow and the gravitator's plates would progres- 
sively charge up. The electric field between the plates would exert an 
electrostatic force on the diclectri's molecules, causing them to displace 
slightly—the positive molecular charges being tugged in the direction of 
the gravitator's negative pole and the negative molecular charges being 
tugged toward its positive pole. Аз a result, the dielectric would become 
polarized (see figure 1.5), its electric dipole moment pointing in a direc- 
tion opposite to the direction of the applied electric field. 

The dielectric does not polarize instantaneously in response to the 
applied voltage; it takes some time to reach full polarization. This time 
lag is a common property of dielectrics known as dielectric relaxation. 
It is analogous to the property of hysteresis observed when a trans- 
former core is magnetically energized. Most capacitor dielectrics used 
today have very short dielectric relaxation times—less than micronec- 
fonds. However, Brown's capacitor must have had a very slow relaxation 
time, probably because it was rather long from end to end and because 
of the nature of the waxclitharge mixture of which it was composed. 
"The 30 to 80 seconds or so thatthe gravitator took to gradually return 
to its plumb postion from its maximum deflection was likely the dura- 
tion of its dielectric relaxation, the time required for its dielectric to 
become fully polarized. 

During the first few seconds thatthe voltage was applied, the slowly 
responding dielectric, for the most part, would have remained unpolar- 
ined, Hence the applied electric field, along with its associated graviic 
field effect, would have extended with full intensity throughout the 
Bravitator, exerting a maximal gravitic thrust on the dielectric in the 


Figur 1.5. The polrand 
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gravitator dielectric when 
voltage is applied to the zl ж 
gravitator plates. Arrows 

Indicate the direction of the 


lectrogravitic force. 
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direction of the gravitator's postive pole. However, as the dielectric 
became increasingly polarized, its oppositely directed electric dipole 
moment field arising within the dielectric would have progressively 
increased in strength, progressively canceling out the gravitic effects 
induced by the externally applied electric field. Thus the thrust pushing 
the gravitator in the direction of its postive pole would have progres- 
sively subsided. Moreover, when the dielectric reached its fully polarized 
state with its opposed dipole moment field at its maximum, this thrust 
‘would have become almost entirely canceled out, leaving the gravitator 
to return to its plumb position. 

As the dielectric became progressively polarized, the gravitator 
capacitor plates would have been able to hold an increasing amount of 
electric charge as an increasing number of polarized molecular charges 
moved adjacent to the plates to attract additional charges. As а result, 
throughout this polarization interval the gravitator would have been 
charging up and a current would have been flowing to its plates. Charge 
would have been accumulating most rapidly in the beginning and the 
charging rate would have progressively dropped off as the full charged 
state was approached. Similarly, the reverse gravitic thrust generated by 
the polarizing dielectric would have caused the overall gravitic thrust 
to decline most rapidly at the beginning of the pendulum swing and 
to subside more slowly as the fully charged state was approached. The 
‘observation that the gravitic force subsided in steps may be an indica 
tion that the dielectric experienced a succession of abrupt mechani 
shifts in its approach to the fully polarized state. 

"The need to recycle the gravitator between test runs, to discharge it 
and let it rest so as to "regain its former gravitic condition,” is under- 
standable if we realize that it was necessary to allow a sufficiently long 
rest period for the dielectric to completely depolarize. After the DC 
voltage supply is shut off, a residual charge wil initially remain on the 
capacitor plates, kept there by the фийеси residual polarization. 
Engineers refer to this remnant charge as dielectric absorption. It is 
particularly important in capacitors that are capable of storing а lot of 
charge. As the dielectric progressively relaxes, this charge is gradually 
released. Once the gravitator dielectric had relaxed to an unpolarized 
state, new charges would be able to rapidly accumulate оп йз electrodes 
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during the next charging cycle. Once again, a steep gravity potential gra- 
dient would have been able to form across the gravitator and temporar- 
ily exert a net thrust on its massive dielectric until it was again opposed 


by the dielectrics progressively increasing dipole moment field. 


1.3 «А THEORY OF ELECTROGRAVITICS. 


To August 1927, Brown fled for а British patent on his gravitator idea, 
‘which was issued to him in November 1928 (British patent 300,311). In 
the patent's text, Brown clearly proclaims that the propelling force he 
has discovered is of an unconventional nature: 


"The invention also relates to machines or apparatus requiring бес. 
trical energy that control ос influence the gravitational field or the 
‘energy of gravitation; also to machines or apparatus requiring electri- 
cal energy that exhibit linear force or motion which is belived to be 
Independent of all frames of reference save that which ts at ret relative 
ло the universe taken as а whole, and said linear force or motion is 
furthermore belived to have no equal and opposite reaction that can 
be observed by any method commonly known and accepted by the 
physical science to date." 


Here he describes his belief that clectrogravitic force operates rela- 
tive to а unique reference frame that is at rest in relation to the universe, 
эп idea that challenges special relativity's notion that a force should 
operate in the same manner relative to any frame of reference, Moreover, 
he suggests that this force is reactionless when producing its forward 
‘thrust—that is, it produces Из forward thrust without any back-directed 
recoil. He is in effect suggesting that it violates Newton's third law of 
motion—that every action should produce an equal and opposite reac- 
tion. Dr. Patrick Cornille who repeated Brown's high-voltage pendu- 
lum experiment, came to the similar conclusion that Newton's third law 
of motion was indeed violated (see chapter 12). 

‘On October 28, 1928, jst prior to receiving his patent, Townsend 
submitted to the physics journal Physical Review a paper titled 
“Tapping Cosmic Energy.” which described his gravtator experiments 
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Figure 1.6. A gravitator configured within an evacuated envelope reproduced 
from Воот patent. In this version, the negative electrode or cathode (left) 
is heated to incandescence, thereby encouraging the thermionic emission of 
electrons, whereas the positive electrode or anode (right) is cooled by circulat 
ng air or water. This configuration mimics тану of Ње design features of an 
X-ray tbe (or Coolidge tube, lke the ones that Brown used when be first 
‘observed the electrogravitic phenomenon. (Brown, 1928) 


Unfortunately, the journal rejected his paper, apparently because of its 
unconventional nature. For one thing, his ideas challenged Einstein's 
theory of gravitation, which had by then become staunchly accepted by 
the physics community. One year later, Brown published a less technical 
version of his findings in Science and Invention Magazine" and suc- 
ceeded in impressing a large number of people with his work. 

In 1930 one of Brown's colleagues wrote about the gravitator to 
Colonel Edward Deeds, who was one of Brown's longtime acquain- 
tances. In his letter he wrote, “I have had a number of scientists view 
the gravitator and they have all been absolutely amazed at its action, 
frankly stating that whereas they sce the results and the movements of 
itis absolutely unexplainable by any laws of physics that 


At that time, Brown had no theory to explain electrogravity. It 
would not be until twenty years later that he sketched out a theory of 
sorts, which he made notes about in one of his lab notebooks. But а 
theoretical methodology that actually predicted charge-mass coupling 
and that could begin to make some sense out of clectrogravitics in a 
unified-field-theory context did not begin to emerge until the late 1970s 
‘with the development of subquantum kinetics.“ Ie is useful to review 
ıa bit about this theory here, as it will help us interpret the novel results 
that Brown was geting. 
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Subquantum kinetics offers an explanation for gravity that is sub- 
stantially different from Einstein's relativity theory. Whereas general 
relativity postulates that masses exert an attractive gravitational force 
on other bodies by warping the space-time dimensional fabric around 
‘themselves, subquantum kinetics proposes that masses have no such 
effect on the geometry of space or time. Subquantum kinetics assumes 
that space is geometrically flat, or Euclidean; hence, it conforms to the 
geometrical rules most everyone learns in high school math class. It 
predicts that a mass creates а classical gravity potential field and that 
a gradient in such а field exerts а force on a remote body by affecting 
how that body's constituent subatomic particles regenerate their physi: 
«al form. (Details of how potential fields are generated and how they 
accelerate material particles through form regeneration are further dis 
cussed in chapter 4.) 

Subquantum kinetics also differs from general relativity in its pre- 
diction of gravitational field polarity. According to general relativity, 
masses only attract other masses, never repel them. Although Einstein 
did introduce the notion of a matter-repelling effect whose magnitude 
he symbolically represented by a quantity called the cosmological con- 
stant, this was not part of his general relativity theory, but was an ad 
hoe correction factor added to his field equations so that they would 
not predict a universe that was spontaneously contracting due to self 
Ple had attempted to expand his relativity theory to encom. 
pass both electromagnetism and gravitation, but he was unsuccessful. 
Relativity was unable to predict any connection between charge polar- 
ity and gravitational field polarity 

Subguantum kinetics, on the other hand, predicts that gravity 
should have two polarities. It permits the creation of either а matter- 
attracting gravity potential well or a matter-tepelling gravity potential 
hill and predicts that these two gravity polarities should be directly cor- 
related with electric charge polarity. That is, positively charged par- 
ticles such as protons would generate gravity wells, whereas negatively 
charged particles such as electrons would generate gravity hills. When 
protons and electrons combine to compose electrically neutral atoms, 
the gravitational polarities of the protons and electrons for the most 
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part would neutralize one another. However, because a proton's gravity 
‘well is theorized to marginally exceed an electrons gravity hill, elec- 
trically neutral matter would produce a small, residual matter-attract- 
ing gravity potential wel, thereby generating the gravity we commonly 
experience pulling us to Earth. 

Subquantum kinetics predicts that a matter-repelling gravity poten- 
tial hill should form on the negatively charged side of a capacitor and 
that a matter-attracting gravity potential well forms on the positively 
charged side. The intervening gravity potential gradient would produce 
a gravitational force on the capacitors massive dielectric that would 
act to pull it in the direction of the positively charged plate (figure 17). 
‘The more prominent the gravity hill and well, the steeper the gravity 
potential gradient and the stronger the produced gravitational thrust. 
While this force was present, the capacitor would behave as if it was 
being tugged forward by a very strong gravitational field emanating 
from an invisible planetary mass situated ahead of ts positive pole and 
as if it was being pushed forward by an equally strong repulsive gravi- 
tational force emanating from behind its negative pole. Ifthe capacitor 
жаз placed with its positive pole facing up and was energized such that 
it generated a sufficiently steep vertical gravity gradient, theoretically 
the downward pull of gravity could be entirely overcome. (For a more 
detailed mathematical analysis of how this electropravitic force might 
be quantified, sce the text box on pages 13-16.) 

At present there is no easy way to check the prediction that an indi- 
vidual electron. might have negative gravitational mass because any 
matter-rpelling gravitational force it might produce would be greatly 


СЯ 
“ + 
Figure 1.7. The electro-gravtational 
force effect produced by charging a 
— capacitor to a high voltage. 


(P. LaViolete, © 1994) 
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overpowered by its electrostatic force interactions with surrounding 
matter, That is, no one has found a way tn screen out these clectro- 
static forces sufficiently to allow an accurate measurement of a single 


particle's gravitti 


al mass. However, when large numbers of electrons 


and protons are differentially accumulated, as at the opposite poles of 
a charged capacitor, the cumulative effect of the negative gravitational 
potentials of the electrons appears to be great enough to produce an 
observable macroscopic force. That force is the clectrogravitic effect 


that Brown observed. 


‘Quantifying the Electrogravitic Effect. 
Subquantum netics, then, predicts that» charged body should gener- 
ate a gravitational mass, mp that scales directly with the magnitude of 
из electrical charge. Ther proportional equivalence п expressed by the 
{allowing electrogravite coupling relton: 
знайома mass] s тогоктон то [electric charge] 
or with symbol 

җар % 

Thus, a body that has a fourfold crease im poste electric charge 
should produce а fourfold greater postive gravitational mas. Also, a 
fourfold increase in negate lect charge should produce а fourfold 
grestecnetve (mass repeling) gravtatoral mass. Moreover because 
electric charge comesin ether a postive or negative polar, £4, gra- 
tation mass would sisi be induced ın either of two polarities сог. 
related with the charge polarity. 

The same lecrogravt rule holds when expressed n terms of elec 
үс charge density, pe. and grawtatoral mass deri. pe quantities that 
refer o the amount of charge or gravtatioral mass per unt volume. 
Ther proportional equivalence s expressed as 
аво mass dena] а чолоом. so [decine charge derit] 

or with symbole 
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We may also expres hs charge-mass correspondence in terms of 
‘energy potentials or, to use another phrase, m terms of field potentials. 
For example, a positively charged body hat а characterized by а pos: 
ive charge density. py would create а positive electric potential within 
"sel, Та elevated potential would create an electric potential field, 
‘Gal? that would appear as an electric potential hil having its maxi- 
mm centered on the charged body and a magnitude that progressively 
declined with increasing radial distance r from that body. The paren- 
theta expression, (7, indicates that the field magnitude varies with 
dancer 

Asnotedin relation 2. a body having a postive electric charge density 
would produce а proportionate positive gravitational mass density. Pn. 
that would supplement ts inherent natural mass density. This in turn 
would create a proportional negaeve ravty potenti within the body 
supplementng ts naturally produced negate gravity potent, which 
in turn would generate an extended gravity potential field -(). Ths 
gravity feld would be configured as a gravty potental wel centered on 
he charged body, ts gravity potential progressively rig o more pos: 
ive values with nereasng гада! distance r rom that body. 

In the cae of s negate charge dent hese field polarities would 
be reversed, resulting n эл бек poten well centered ол the body 
that in turn would produce a gravy potent! hil, Note that when 
‘speaking of gravity Бе, what we term a “postive mass” by conven- 
tion в one that produces a matter attracting gravty potential well n 
‘the cate of electric charg. on the other hand, by convention a positive 
charge would produce э posto elect potert hil 

The electrograviic relations presented in (1) and (2) may be 
expressed in terms of feld potentials as: 

[ravit poterual] а rtoronronat то [negative electnc potential] 

or with symbol: 

«0e 0. o 

Hence, эп electric potent field gradient extending between the 
posite and negative plates of a capsctor would produce a propor 
tional gravity potenti field gradent of opposite sgn aero the capac 
tors intervening dielectric recall fgure 1.5. 
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Ано, Newton's second aw tels us that a gravity potenti field wall 
generate a force on а body thats proportional to the magnitude of 
the fed gradient muted by the body’ inertial mass. This may be 
expressed mathematically by the equation: 

Fa Gm з). [) 
where К) is the gratiora force acing on a bod, G is the gravi 
tional constant, m, the inert mass ol the affected body and Vg (is 
‘the local gravity potencal gradient that is sometimes alternatively sym- 
bolaed as grad qj) The bold ype onthe force and gradient symbols 
indexes hat hey are vector quarts having rection a жей as mag- 
nitude. Basically this equation states that the steeper the graviy field 
gradient, he greater the produced force. эз was mentioned earlier m 
connection with ure 17. Or, tematiel he greater the magnitude 
оф). the greater the produced force, 

The quantity СУФ (а equation 4 в termed the gravitational оссе. 
«тол and а sometimes symbolaed эз ү). Thus equation 4 may be 
rewritten t yield the more condensed expression for pravtatonal 
force: Fr) = me g(r). Often the magnitude of a gravitational accelerat 
ing force measured i terms of "gs or mule of Earth's gravi. 
oral scclerstion plig us toward Earth, which s Earth's surface has 
a vale of about 900 cm/s. This shoud ot be confused with the ner: 
tal "gî symbol, which quantifies the magnitude о э mechanical cel 
crating force expeneced by з jet plot ог rocket astronaut a inert 
force resisting aceleration. Thus, эл electrograwtc acceleration of 10 
i woud эгйу э graviatons acceleration ten ties that produced 
ratraly at Earth's surface. Depending on the polarity and orientation 
ofthe applied electric fad, this artifcaly induced grsvtatonal accel 
eration may be engineered ether to supplement or to counter that 
produced by Earth’ eld 

Equation 4 may be combined with proportionalty relation 3 to 
express the gravitational force Ё acing on a body (or delecri) in 
terms ofthe produc of the inertial mass т, of that body (or electri) 
ord the зой gradient, Ne, () that spans - 


FA) = km Vea: ® 
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The constant k added in here is an experimentally determined elec 
rogavi proportonsity constant that quantifies the charge tomas 
«coupling relationship. Hopeily, fure experimentation wil provide a 
value for this constant. Equation 5, then, mathematically expresses the 
electriclinduction of a gravtational force. 


14 «ELECTROGRAVITIC MOTORS 


Ла his 1928 British patent, Brown also introduced his invention of a 
gravitator motor. This involved a series of gravitator cells arranged in 
а circle (figure 1.8). By ensuring that the cells were spaced sufficiently 
far apart from one another and that the spacing medium was less dense 
than the dielectric medium within each cell, the cells would collectively 
generate unbalanced forces and hence produce rotation. He noted that 
this motor may either be “independently excited,” that is, run by an 
external source of electric power, or be “self-excted,” that is, energized 
from electric power that it generates itself, 

А later version of his gravitator motor was described in U.S, pat- 
ent 1,974,483, filed in February 1930 and which was issued to Brown 
in September 1934, This used a rotor made from alternating sectors 
of marble and varnished wood, separated by copper-plate electrodes 
across which a high-voltage charge was applied (ee figure 1.9). In 
another variation, he used alternating sectors of lead oxide and paraffin 
‘wax; essentially he alternated а high-density dielectric with a low-den- 
sity dielectric. 

In his 1928 patent, where he discussed the possibility of powering 
his motor from electric power that the motor itself would produce, he 


т 


Figure 1.8. A gravitator motor composed 
of gravitator cells (Р positioned around the 
T circumference of a wheel. (Brown, 1928) 
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pointed out that the electric power output generated by the motor could 
far exceed the electric input needed to run it. He stated: 


Here it will be understood that the energy created by the operation of 
the motor may at times be vastly in excess of the energy required to 
operate the motor. n some instances the ratio may be even as high as 
ıa million to one... In said self excited motors the energy necessary 
to overcome the friction or other resistance in the physical structure 
‘of the apparatus, and even to accelerate the motors against such reis- 
tance is believed to be derived solely from the gravitational field or the 
energy of gravitation. 


In effect, Brown boldly states that his motor isa perpetuum mobile 
"There isa question as to whether he was overstating this motor's over- 
unity capability, for he makes no reference to experimental data. Also, 
there is по evidence of anyone having reproduced this design and hav. 
ing obtained such high electrical or mechanical outputs. Nevertheless, 
such a blatant violation of the fist law of thermodynamics in principle 
is possible in cases in which а gravitational field is made to follow a 
circular path, as in Brown's gravitator motor. That is, because the 
gravitators mounted on the wheel's periphery would generate a cir- 
cumferentially oriented gravity field and carry this field along as the 
wheel turns, regardless of the wheel's position, the induced gravity 
field would always cause further rotation. In effect, the wheel would 
rotate in a state of circular free fall. Just as а mass is able to fall for- 
ever in an infinitely deep pit, so too would this rotor be able to turn 
indefinitely without reaching the end of its potential energy supply. All 
the while, power could be extracted from the wheel's shaft at no cost, 
save that needed to power the geavitators. 


Figure 1.9. А rotor component for an electrostatic 
‘motor built and patented by Thomas Townsend 
Broun that used dielectric sectors of alternating high 
and low density. (Brown, 1930) 
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Such vortical gravity fields are rarely observed in mature, because 
Earths field is for the most part directed radially with respect to Earth's 
center. However, there may be marginal exceptions to this rule, as is 
the case in the vicinity of Argostoli Bay, on the island of Cephalonia, 
located off the northwest coast of Greece. Several kilometers northwest 
‘of the coastal town of Argostoli there is a place where water from the 
bay flows inland, runs downhill from sea level, and, after a few hun- 
dred meters, disappears into a fissure in the rock. To find where this 
water goes, Austrian geologists added 350 pounds of a tracer dye to 
this inflow and, using sensitive equipment, two weeks later detected 
this same dye on the other side of the island fourteen kilometers to the 
east in a spring issuing from a subterranean cavern. Curiously, the water 
in this cavern is situated several meters above sea level and eventually 
flows downhill, emptying back into the bay. Thus, the water makes 
а complete circle! One hundred years ago, local residents fashioned a 
channel for this inflowing water and built a waterwheel to harness its 
energy to produce electric power (see figure 1.10). 

What causes water on the western side of this bay to flow downhill, 
below sea level, and then flow uphill toward the eastern side, returning 
‘once again to the bay? Some have suggested that geothermal, subterra 
mean hydrostatic pressures may be responsible for siphoning the water 
upward. Because of the existence of several other unusual phenomena in 
the region, the Greek physicist Panagiotis Pappas believes that a gravi- 
tational field anomaly may instead be responsible. For one thing, the 
water flow in Argostoli Bay changes its direction about every quarter 
‘of an hour. This is most easily seen from the vantage point of the one- 
kilometer-long bridge that spans the shallow southern end of the bay. 
"There, one can sce water flowing briskly under the bridge and passing 
through its arches at speeds of up to one meter per second, but after 
some minutes it slows to а stop, reverses, and begins to pick up speed 
in the opposite direction. This effect is not at all related to lunar tides, 
which occur on a much longer, twelve-hour cycle. 

Across the bay from Argostoli, near the village of Loukouri, lies 
а huge boulder that for many years was observed to very slowly sway 
back and forth. Because of its motion it came to be called Kounopetra, 
‘meaning “rocking rock.” Ifa sheet of paper was placed under one end of 


oa Dream to Really 19 


p 


Figure 1.10, Waterebeel 
‘on Cephalonia Island 

built over а suiceway to 
generate electricity from 
inflowing water. The water 
level drops about 2 meters 
below sea level by the ime it 
reaches the waterwheel and. 
thereafter drops several more 
meters before entering a. 
fissure. (Photo by tbe author) 


this rock, some time later we would find that the sheet was caught under 
the rock and could not be removed. Later still, however, the rock's cen. 
ter of gravity would shift and once again the paper could be removed. 
Perhaps the boulder's slow rocking, the gradual change in water-flow 
direction in the adjoining bay, and the gravitational anomaly respon 
sible for propelling the subterranean flow of seawater uphill to its spring 
outlet all 


rise from the same cause—a vortical instability inthe local 
tangent 

so, the waterwheel at Argostoli may have been the first gravitational 

perpetual-motion machine built in modern times. 


gravitational field that causes moti to Earth's surface. If 
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Brown kept a sharp eye on the daily operation of his clectropravitic 
motor. In the course of his studies, he found that the rate of rotation. 
of his motor was not constant; it varied depending on the time of day. 
Further observation revealed that its torque rose and fell according to 
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the lunar and solar cycles. A diurnal sidereal cycle was also present in 
which the gravitic torque changed as a result of the Earth's rotation 
relative to а fixed point in space lying in the general direction of the 
galactic center. He observed similar cyclic influences in his gravitator 
pendulum experiments in which the total duration of the pendulun's 
developed impulse was seen to vary with cosmic conditions, such as the 
pendulunrs alignment with the sun and moon at times of conjunction 
or opposition. Ruling out factors such as changes in temperature and 
supplied voltage, he concluded that the impulse was governed solely by 
the condition of the ambient gravity field potential. He found that any 
number of different kinds of gravitators, operating simultaneously at 
very different voltages, revealed the same impulse duration at any given 
instant and underwent equal variations over extended periods of time. 
The cause of these variations greatly intrigued him and became a focus 
of his gravity research throughout his life. 

їп 1930, Brown left Swazey Observatory and began working at the 
Naval Research Laboratory in Washington, D.C., as a specialist in radi- 
ation, field physics, and spectroscopy. From 1931 to 1933, the Naval 
Research Laboratory placed him in charge of a project whose stat 
purpose was to investigate certain unusual "electric" effects found in 
fluids and in massive high-K dielectrics. Beown found that such m. 
sive high-K dielectrics exhibited the strongest clectrogravitic coupling. 
Again, he found that the magnitude of the clectrogravitic thrust varied 
with the time of day. 


Explaining the Dielectric Constant, К. 
Often the permittwty ofa delecınc is expressed in terms of the бес 
ric constant К of the material, which is the ratio of ts permittivity to 
the permittivity of empty space, к, = B BSx 10 " farads per meter that 
is, K= E/E. So if two capacitors эге compared, one having a dielectric 
between ts electrodes with a tenfold higher К value, and both capaci 
dors are charged to the same voltage, the capacitor with the higher K 
dielectric wil be able to store ten times as much electric charge. К 
values can range from near urity, such as the value for air, to more than 
20,000 for certain ceramic compounds. When Brown was conduct 
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ing his first tests, he used lead monomde as a dielectric for one of his 
graviatons, which has a К of 26. Some ceramic compounds, such as 
barium titanate, not only can have a very high dielectric constant, rang- 
ing from 2.000 to 10.000 К. but they lo happen to be quite heavy. 
More recently, a ceramic compound called Barium zirconium titanate 
(also known as BZT), which also is qut massive, has been found to 
havea dielectric constant of 23,000. 


Brown constructed expensive recording instruments, some of which 
resembled the clectrostatically energized multisegmented rotor he had 
developed in the 1920s but which used massive dielectrics with much 
higher K values. He called these sidereal electrometers. For several 
years, he took continuous readings with them under carefully controlled 
conditions, keeping voltage and temperature constant and shielding his 
units from magnetic and electrostatic fields in the environment. His 
siderea electrometer rotor was typically 12 inches in diameter and was 
suspended from its center by a thin wire that allowed it to rotate under 
torque in a horizontal orientation. A sequencer applied 11,000 volts for 
thirty seconds across the rotor segments, causing the rotor to turn by 
several degrees. The power was then shut off for three minutes to allow 
the rotor to return to its relaxed, untorqued position. The cycle would 
then repeat. The rotor’s energized and relaxed angular positions were 
automatically recorded on а slowly advancing paper strip, and later the 
trends were statistically processed to check for possible cyclic correla- 
tions. In 1973, Brown wrote the following about his findings: 


‘There were pronounced correlations with mean solar time, sidereal 
‘ime and lunar hour angle. This seemed to prove beyond a doubt that 
the thrust of the “gravitators” varied with time ina way that related 
to solar and lunar tides and a sderel correlation of unknown origin. 
"These automatic records, acquired in so many different locations over 
such а long period of time, appear to indicate that the elctrogravitic 
coupling is subject to an extraterrestrial actor, possibly related to the 
universal gravitational potention or some other (as yet) unidentified 
cosmic variable.” 
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In addition, Brown's Naval Research Laboratory investigations 
unexpectedly revealed that the electric resistivities of certain high- 
density dielectrics also undergo cyclic changes correlated with sol: 
sidereal time. He devised a resistance-sensing device that was able to 
measure these changes. Unlike his sidereal electrometer, it had no mov- 
ing parts. He made observations with these two types of detectors, both 
in Washington and at sea on the Navy-Princeton International Gravity 
Expedition to the West Indies conducted on board the U.S. submarine 
5-48. Interestingly, Admiral Hyman Rickover, who was then а Пешеп 
ant, served as the executive officer (second in command) for this expe- 
dition, Brown's laboratory findings were summarized in a study titled 
“Anomalous Behavior of Massive High-K Dielectrics,” which, it seems, 
yet to be declassified. A Freedom of Information Act request was 
made to the Naval Research Laboratory in May 1995 to retrieve a copy 
of his document. However, the response came back that the library had 
no record of it. Either they did not do a thorough search or it was relo- 
cated and its existence and whereabouts are presently classified. 

The results of these gravito-clectric measurements were so encour- 
aging that in 1937 a decision was made to extend the investigation 
and to establish another naval field station some distance west of 
‘Washington. Measuring equipment was set up in a constant-tempera 
ture vault in the basement of Brown's home in Zanesville, with provi 
sions made for automation of the data-recording process. These new 
measurements confirmed the Naval Research Laboratory findings. The 
field station was moved the next year to the University of Peansylva 
in Philadelphia. The investigation was interrupted during World War 
ЇЇ but was resumed again from 1944 to 1949 in California, at Laguna 
Beach and Los Angeles. The project was sponsored by the Townsend 
Brown Foundation, a scientific research organization established by 


and 


In letter he wrote in 1968 to the researcher Thomas Turman, Brown. 
commented about the observed variations in clectrogravitic force: 


There are a number of mysteries concerning the nature of the [electro- 
gravi forc, largely the variations which it undergoes. There appear 
to be at least three semi diurnal cycles 
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1) relating to mean solar time (with maxima at 4 AM and 4 PM) 

2) relating to lunar hour angle with maxima approximately 2 hours after 
the upper and lower meridian transit of the moon, and 

3) relating to егез! time with a sharp peak at 16h ST. [Greenwich 
sidereal time] and а minor maximum at 4h T. The reasons for hase 
‘variations as well as the reasons for he almost continuous secular 
variations are] completely unknown. 


At sixteen hours Greenwich sidereal time, the western end of the. 
Scorpius constellation was reaching its zenith, a sky position lying 
within 25 degrees of the galactic center. Consequently, Brown theorized 
that the sidereal effect he was observing was due to some kind of radia 
tion emanating from the center of our galaxy. He concluded that these 
"sidereal rays" were not electromagnetic in nature and did not resemble 
comic rays. They had no known ionizing power, were not disturbed by 


Figure 1.11. Thomas Townsend Brown im bis underground 
gnacito-electic monitoring station at his home in Zanesville, 
Obi. (Photo courtesy of the Townsend Brown Family and 
Онай, L.1.C. 1937) 
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Earth's magnetic field, and were highly penetrating. He eventually came 
to fel that they must be high-frequency gravitational waves. 

Brown resumed his sdereal measurements in 1970 from an isolated 
site on Catalina, an island situated off the coast of Southern California. 
Around this time, he discovered a new correlated effect. He found that 
certain materials, including massive high-K ceramic dilecris, certain 
kinds of resistors, complex silicates, and natural igneous rocks and 
clays, spontaneously generate DC electric potentials, with some mater 
als producing as mach as 0.7 volt. Moreover, he found that this gener- 
ated DC potential varied from hour to hour and from day to day in 
much the same way as the resistance variations he had observed in the. 
Naval Research Laboratory experiments." In a paper about his find- 
ings, he commented 


Tt has been found that certain basaltic and granitic rocks exhibit a 
self potential which undergoes large cyclic variation not related to 
temperature, pressure, humidity or other local variables. Long time. 
monitoring has revealed periods of the year when the self potential 
correlates consistently with sidereal time, reaching maximum and 
minimum values vectoring on the Galactic center (17h 43m RA), At 
other times, solar cycles predominate and [the] sdereal component 
disappears. Even so, a circadian pattern nearly always exists which 
cannot be correlated with ambient laboratory conditions. Hence 

of interest not so much that a self potential exists, but that it varies 
with a cosmic pattern i 


Brown's discovery that these variations were registered on two dif- 
ferent kinds of detectors helped to support his hypothesis that the side- 
real effect was due to an energy flax, as opposed to simply a potential 
gradient. Whatever it was, this phenomenon apparently had the ability 
ло input electric energy into certain diclectrc materials, substances that 
he named petrovoltzics. Because his measurements indicated that this 
flux could penetrate even to subterranean vaults, he concluded that it 
might he reasonably identified with high-frequency gravity wave radia 
tion. He found that, in addition to their DC voltage, petrovoltaics also 
generate alternating current (AC) electric noise, spanning a broad radio 
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frequency band. He theorized that this AC component may arise from 
cosmic gravity waves that constantly pass through the substance and 
impart some of their energy to it. He speculated that the rock might act 
asa rectifier, converting a portion of these energy fluctuations into DC 
potential. 

If electric energy is spontaneously generated in petrovoltaic, it is 
reasonable to expect that they would also be evolving heat. In fact 
in the 1920s, the American inventor and industrialist Charles Brush 
took measurements on petrovoltaics and demonstrated that they spon- 
taneously gave off heat even though they were not radioactive. He 
reported his findings in a Physical Review paper titled “Retardation of 
Gravitational Acceleration and the Spontaneous Evolution of Heat in 
Complex Silicates, Lavas, and Clays.” His calorimetric results were sub- 
sequently confirmed by Dr. Elmer Harrington, of the National Bureau 
of Standards.” Probably because it was not well understood, the phe- 
nomenon received litte attention from the scientific community If such 
heat evolution indeed exists, it is reasonable to speculate that а substan- 
tial portion of the geothermal flux originating from the Earth's crust 
arises in this fashion. 

In 1974, Brown set up his automated recording equipment at the. 
Haleakala Observatory on Maui for high-altitude observations (10,000 
feet), and in 1975 he moved his laboratory to an underground vault at 
the University of Hawaii in Honolulu. Later, he also took measurements 
at the bottom of a 300-foot mine shaft in Berkeley, California. His col- 
lection of measuring instruments now included a sidereal clectrome- 
ter, a dielectric resistance sensor, а petrovotaic self potential detector 
and a “K-wave” detector. АШ the instruments registered variations that 
showed sidereal correlations. In this way, he established that this side- 
real phenomenon influenced clectrogravitic coupling in a bidirectional 
fashion. It affected both the electrogravitic conversion of electrostatic 
potential into gravitational force and the gravito-electric conversion of 
gravitational wave energy into electric power. 

Brown's K-wave detector could measure very small changes in а 
capacitors dielectric constant, thereby monitoring small changes in 
the local electric permittivity of space—the ability of space to store 
electric charge. A capacitors electric permittivity—e—is equal to 
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its dielectric constant К times е. the electric permittivity of matter- 
free space, that is, £ = Key. The K-wave detector registered changes 
believed to be caused by slight variations in & Brown felt that long- 
term changes їп в, could account for historical variations in the mea- 
sured value of the speed of light. 

The circuits Brown used forthe K-wave detector and the dielectric 
resistance detector are shown in figure 1.12. Another version of his K- 
wave detector used a spent nickel-cadmium battery cell in place of a 
high-K capacitor. Figure 1.13 presents portions of a nine-day strip chart 
recording the voltage (in millivolts) spontaneously generated by a piece 
of Koolau basalt in August 1978." The voltage varied cyclically with 
time of day and reached a maximum at times when the galactic center 
reached the zenith. He also found that detectors separated by distances 
of up to eighty kilometers occasionally registered concurrent events, or 
“bursts,” indicating that they had been triggered by a common external 
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Another interesting episode in Brown's carcer that should be men- 
tioned, but for which documentation is very sparse and contradictory, 
concerns his work with the Navy on the Philadelphia Experiment. This 
was a highly classified research project reportedly conducted in the 
Philadelphia Navy Yard in October 1943 whose alleged objective was 
to render a naval vessel invisible both to radar and to the naked eye. 
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Figure 1.12. Bridge circuits that Brown used for bis K-wave detector (a) and for 
his dielectric resistance detector (b) Taken from entries in Thomas Townsend 
Brown's 1974 laboratory notebook) 
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Figure 1.13. A portion of а nine-day strip char recording of tbe voltage gen- 
erated by a piece of Коом basalt. Voltage maxima occur at times when the 
Galactic center reached ít zenith. (Diagram courtesy of the Townsend Brown 
Family and Quolight, LLC.) 


"The list of scientists said to have worked on the project includes Albert 
Einstein, Vannevar Bush, John von Neumann, and Nikola Tesla, Before 
describing this further, it is worth reviewing what Brown was doing in 
the years leading up to the project. 

Early in 1933, while working at the Naval Research Laboratory 
in Washington, D.C., Browa was given temporary eave to serve as a 
physicist on a geophysical expedition to the Caribbean sponsored by the 
Smithsonian Institute and financed by businessman Eldridge Johnson, 
cofounder of the Victor Talking Machine Company, which was the 
forerunner of RCA The Johnson-Smithsonian Expedition, which was 
conducted on board Johnson's immense yacht the Caroline, iavolved 
mapping the locations of underwater rifts. 

However, there was much more to this expedition than jst science. 
While on this cruise, Brown had the opportunity to meet Johnson and 
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several of his associates, who included his wealthy business partner Leon 
Douglass and the British master spy William S. Stephenson, who, years 
later during World War Il, earned the title "rhe man called Intrepid.” 
In his Internet-published biography about Brown, Paul Schatzkin states 
that he learned from one of Brown's former close acquaintances that 
Johnson and Douglass were members of Stephenson's international 
intelligence network and that while on board the Caroline, Brown him- 
self Became recruited into its ranks." Schatzkin dubbed this network 
the Caroline Group and said that it was to play a significant role in the 
course of Brown's life. Much of Schatzkin's inside information came 
from an individual he code-named Morgan, who at that time held a 
high-ranking position in one of the U.S. intelligence agencies and in 
сег years had worked closely with Brown, 

In the years that followed, Brown held a number of jobs. One par- 
ticularly worth mentioning is his assignment in 1938 to serve as an as 
tant engineering officer on the maiden voyage of the USS Nashville. On 
its return trip from Europe, this ship ferried across the Atlantic $50 
million in gold bullion that was being transfered from the Bank of 
England to the Chase Manhattan Bank in New York. While Brown 
was on that voyage, an electrograviti research laboratory was estab- 
lished for him at the University of Pennsylvania. Schatzkin wrote that 
Johnson was involved in the construction of this laboratory, whose 
‘operation was funded from part of the money that the Nashville was 
transferring 

In 1939, Brown left the University of Pennsylvania to work as a 
material and process engineer with the Glenn Martin Company in 
Baltimore, an carly forerunner of the Lockheed Martin aerospace 
corporation. Shortly afterwand, in 1940, the Navy called on him to 
head up a "mine sweeping research and development project" under 
the Bureau of Ships in Washington, D.C. William Moore wrote that 
Brown directed a staff of fifteen Ph.D.s and was allotted a research 
budget of nearly $50 million for the project. One might suspect that 
the funding money came from the very same stash that had been trans- 
ferred to the Chase Manhattan two years earlier. This was a significant 
sum of money, about 5 percent of the U.S. Navy's 1940 budget! We are 
left to speculate whether the Caroline Group was somehow involved. 
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Whatever the case, this project must have been very important, and one 
wonders whether it was dealing with just “mine sweeping.” 

Following the attack on Pearl Harbor and the beginning of 
America's direct involvement in World War П, Brown was assigned to 
the Naval Operating Base in Norfolk, Virginia, as officer in charge of 
the Atlantic Fleet Radar Materiel School and Gyro-Compass School. In 
the summer of 1942, he was assigned to return to Philadelphia to disas- 
semble the scientific equipment kept at his laboratory at the University 
of Pennsylvania and ship it то Norfolk. He continued his work there, at 
the Atlantic Fleet Radar School, until retiring from the Navy near the 
end of 1943, 

From a brie entry Brown made in one of his autobiographies, we 
find that after his assignment to the Bureau of Ships in Washington, 
РС, and before his assignment to the Atlantic Fleet Radar School, he 
was assigned to the Philadelphia Navy Yard as an assistant machinery 
superintendent for “outfitting new ships.” In the autobiography, Brown 
wrote: 


My activities during the war were largely as follows: 

1. Acoustic and Magnetic Mine Sweeping (Officer in-Charge) Bureau of 
Ships, Washington, D.C. 

2. Assistant Machinery Superintendent (outfiting new ships) Phladel- 
phia Navy Yard 

э. Naval Research Laboratory Radar Refresher 

4. Atlantic Fleet Radar School (Commanding Officer) Naval Operating. 
Base, Norfolk, VA. Advanced teaching and writing of textbooks, Of- 
fier and Libearian: 


Curiously, the navy yard assignment as well as his "radar refresher” 
assignment at the Naval Research Laboratory in Washington are omit- 
ted in other biographies of Brown. His autobiography does not give 
dates for these assignments. However, his biography in Who's Who in 
American Science lists him as finishing his work at the Bureau of Ships 
in 1941. Also, Moore's article lists Brown as beginning his work at the 
radar school shortly after the December 1941 bombing of Pearl Harbor, 
hence in 1942. His assignment to the Philadelphia Navy Yard, then, 
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would likely have been sometime during 1941. This would have placed 
him in the very location where the USS Eldridge DE 173 destroyer 
escort is said to have been outfitted in preparation for the Philadelphia 
Experiment and where the invisibility experiment was alleged to have 
been conducted in October 1943. Considering Brown's technical caliber 
asa research scientist, without further information one is left to wonder 
whether the nautical machinery that he was in charge of outfitting at 
the Philadelphia Navy Yard might have been equipment for а research 
experiment to be conducted aboard a ship, lending credence to claims 
that he had worked on the Philadelphia Experiment. 

Laterin his life, Brown was privately asked by family fiend and bı 
ness associate Josh Reynolds about his involvement in the Philadelphia 
Experiment. Brown answered that he “was not permitted to talk about 
that part of his work"; however, he did comment that “much of what 
has been written about the project is grossly exaggerated." Here, he 
was probably referring to claims some have made that the ship had been 
made to travel through time or that it had teleported itself to Norfolk 
Harbor, where it was alleged to have reappeared for a few minutes 
before disappearing and reappearing once again in the Philadelphia 
Navy Yard. Yet the fact that he did not flatly deny his involvement in 
the project leads one to suspect that the rumors of his involvement are 
true. 

Moore, coauthor of the book The Philadelphia Experiment, once 
asked Brown to edit a rough draft of an article he was writing on Brown's 
life. Moore had planted a paragraph describing a series of experiments, 
sponsored by the Navy, that were based on the effects and equipment 
later associated with the Philadelphia Experiment. He had done this 
intentionally to see Brown's reaction. Although Brown made other cor- 
rections and notes for changes to the manuscript, he allowed the entire 
test paragraph on the Philadelphia Experiment to remain intact, Thus, 
we are left to conjecture that tales of the existence of this project may 
be true and that Brown had somehow been involved in this project, 
although what his involvement was is open to speculation. 

In their book The Philadelphia Experiment, Moore and Charles 
Berlte cite letters attributed to a former sailor, Carlos Allende (a.k.a. 
Carl Allen), that suggest that the USS Eldridge was made invisible on 
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October 28, 1943, when it enveloped itself in a very strong magnetic 
field." They said a large amount of electric power from onboard gen- 
crators was used to resonantly excite large degaussing coils that were 
wrapped around the inside of the ship's steel hull. The resonant exc 
tion would have set up a pulsating magnetic field, tuning the ship into 
a giant electromagnet. This intense field was said to make the ship invis- 
ible both to radar and by sight! 

According to Allende, the crew of the ship experienced physical and 
mental side effects so horrendous that the project was immediately ter 
minated. He alleged that most of the crew were found to be violently 
sick after the field had been shut off, some were missing, and some had 
Бопе crazy. Most unusual, five men were found fused to the metal of 
the ships structure, some crew members being stuck in steel bulkheads, 
‘others within the ship's deck, and another with the ship's railing stuck 
through his body. Allende also claimed that for a period of time, rang- 
ing from minutes о, in some cases, months, men would spontaneously 
become invisible and unable to move, speak, or interact with other 
people. Such people were said to have become “caught in the Flow" or 
“stuck in a freeze.” Depending on the duration ofthe mishap, recovered 
victims were said to be let with symptoms ranging from psychological 
trauma to insanity. Allende maintained that those who lived were dis 
charged from the Navy as “mentally unfit” for duty regardless of their 
condition. 

Although it is difficult to sort out fact from fiction when trying to 
understand what had been done in the Philadelphia Experiment, labo- 
ratory research has shown that a metal object can be made radar invs 
ible by high-intensity magnetic fields. At the 1994 Tesla Symposium 
in Colorado Springs, K. Corum, J. Corum, and J. Daum described an 
experiment in which they wound a high-amperage coil around a 2-inch- 
thick, 14-inch-diameter steel torus. They found that when the coil 
was clectrified with a sudden surge of current of several thousand amps 
ос more discharged from a large high-voltage capacitor, the high-gauss 
magnetic field produced around the torus caused а fivefold reduction in 
radar reflection from the steel core. Some term this the Corum-Daum 
effect. The production of optical invisibility, however, has yet to be 
reported by scientists working outside of the classified world. 
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Electromagnetic wave experiments conducted by the independent. 
researcher John Hutchison lend some credibility to the report that sail- 
‘ors had been found fused with the vessel's metal structure. Beginning in 
1979, Hutchison experimented with high-voltage high-frequency longi- 
tudinal wave emissions similar to those Tesla was producing. Employing 
а Van de Graaff generator and two or more Tesla coils, 
create wave interference zones in which a number of strange phenomena 
were observed. These included the fusion of dissimilar materials such as 
wood and metal, cold liquefaction or fragmentation of metal, invisibil- 
ity, and levitation. Examples of metal splitting and fusion of dissimilar 
materials are shown in figures 1.14 and 1.15. In the fusion phenomenon, 
the substances do not dissociate; they retain their individual composi 
tions. A piece of wood, for example, could sink into a metal bar with 
neither the wood nor the bar coming apart. 

Interestingly, Brown's work on magnetic minesweeping would have 
made him a prime candidate for work on this version of the Philadelphia. 
Experiment. In bis autobiography, he describes how he had developed 
a new technique for blowing op magnetic mines—submerged explosive 
devices that are triggered when a steel-hulled vessel passes over them. A 
detector in à mine senses the temporary alteration in the Earth's mag- 


he was able to 


Figure 1.14, Professor Panos Pappas (left) holding a 2-inch-wide brass 
bar that was split by the Hutchison Effet. Jobm Hutchison is shown 
standing to Ње right. (Photo courtesy of P. Pappas) 
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Figure 1.15. A stainless 
steel butter knife 
incorporated into a block 
of aluminum by the 
Hutchison Effect. (Photo 
courtesy of 

J. Hutchison) 


netic Бе intensity produced by the steel hull and detonates the mine's 
explosive. Brown had devised a method of exploding these mines by 
floating a loop of degaussing cable on the water's surface and passing 
300 amperes of current through it, producing a magnetic Бе that trig: 
gered the mines to explode. The cable, which typically measured 3.5 
inches in diameter, could easily carry а current of several hundred thou- 
sand amperes or more. Such a cable would have been ideal to generate 
an extremely high-intensity magnetic field around a ship. If vo, Brown's 
work in Washington at the Bureau of Ships and later at the Philadelphia 
Navy Yard may have involved more than just research on magnetic 
minesweeping, The $50 million research project he was heading, which 
involved a team of fifteen Ph.D. and reportedly had occasional input 
from Einstein himself, was mos likey directly connected with the fabled 
Philadelphia Experiment. 

Another, very different, account of the story, presented by Gerry 
Vassilatos in his book Lost Science, claims that the cloaking effect 
‘was instead brought about by enveloping the ship in a very intense 
pulsing electrostatic Ве and makes no mention of magnetic fields.” 
Vassilatos's account is not as documented as Moore's, as he gives no 
indication of what sources he used for the rather detailed information 
he gives. One is left with the impression that portions of his story 
have been improvised. Vassilatos writes thatthe invisibility effect was 
first serendipitously noticed at a classified military arc-welding facil 
ity that had developed a new spor-welding technique for fabricating 
very durable armor-plated vessel hulls. The process employed a very 
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intense, high-amperage discharge supplied from an immense bank of 
high-voltage capacitors. When the titanic, lightning like discharge was 
applied tothe hull, the resulting shock wave reportedly rocked the entire 
‘welding facility. Vassilatos writes that during the discharge, an optical 
blackout region was seen around the arc, and tools lef in the vicinity of 
the discharge were displaced ог found to have vanished. Scientists from 
the Naval Research Laboratory who were called in to investigate deter- 
mined that the blackout was not a neural retinal bleaching phenomenon 
and that the tool disappearance was not due to thermal vaporization. 

Something far more exotic was going on. They eventually concluded 
that the momentary buildup of high electric field potentials in the vicin- 
ity of the arc in some unexplained manner induced a state of invis- 
ibility and even caused local dematerialization of objects, The project 
was code-named Project Rainbow, and Vasilatos says that at one point. 
Brown was brought in to consult on the project. 

Vassilatos writes that after conducting a seris of further experi 
ments, researchers devised an experiment that attempted to render 
an armored tank invisible. Capacitors of very large capacitance were 
arranged in a ring, and the tank was placed at the rings center. The 
capacitors were oriented so that their plates were parallel to the circle 
circumference, that is, with their polarization axes directed toward the 
circles center, They were synchronously energized with high-voltage, 
high-amperage pulses conducted in phase along a spokelike array of 
cables extending from the center of the ring out to each capacitor. In 
this way, the capacitors acting together were able to build up a very 
high electric field potential, presumably with a negative potential in the 
rings interior. Tesla had done years of research with high-voltage shock 
discharges, which could explain why he was allegedly called in to con- 
sult on the project. 

According to Vassilatos, as a next step they scaled up the cloaking 
experiment to attempt to make an entire ship invisible. He says that they 
sought to control the effect by adjusting the electric field's intensity to a 
moderate level so that a state of invisibility might be produced without 
inducing complete demateralization. He claims that Brown bowed out 
of the project prior to the test on the Eldridge, which reportedly ended 
in tragedy. 
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While the Navy claims that the story of the Philadelphia Experiment 
is entirely myth, Brown's hesitation to speak about the subject suggests 
that something very important and highly classified was going on in 
Philadelphia during his wartime service. One's suspicions are piqued 
about the significance of the whole affair because of the tremendous 
amount of disinformation that has apparently been circulated to pur- 
posefully cause confusion. Conflicts emerge even in Brown's own bio- 
graphical records spanning this period. Iti as if these years of Brown's 
life are shroudeded in a blurry haze. Conflicting accounts give the 
impression of there being two Townsend Browns, one account plac- 
ing him at the naval base in Norfolk, Virginia, during 1942 and 1943, 
the other account having him working at Lockheed Vega Aircraft in 
Burbank, California, during this same period. This duplicity leaves us 
asking whether it had been Brown and not the Eldridge that had been 
teleported in space and time during that mysterious 1943 experiment, 

According to the version that Moore published in 1978, Brown 
retired from the Navy in December 1943 after having suffered a ner- 
vous collapse. He says that Brown subsequently took six months off 
to recover at his home following the recommendation of a team of naval 
physicians 

He began employment in June 1944 at the Advanced Projects Unit 
of Lockheed Vega Aircraft in Burbank. This was the forerunner of 
Lockheed’s modern Skunk Works. We are led to believe that Moore's 
account should be accurate, because prior о its publication he gave 
Brown the opportunity to check over the draft of his article to make 
any necessary corrections. The Lockheed Vega employment date that 
Moore gives is consistent with that listed in the Who's Who biography 
published after Brown's death, which states that Brown was employed 
at Lockheed Vega as а radar consultant from 1944 to 1945." 

A. L. Kitselman, a mathematician who worked at this Lockheed 
у, met Brown there and became his longtime friend. In an essay 
he wrote in 1962, Kitselman describes Brown as “a quiet, modest, retir 
ing man—exactly the sort one expects to find in important research 
installations. He was a brilliant solver of engineering problems, and 1 
soon found that he was more familiar with fundamental physical laws 
than anyone Һай met. So many of us are strictly textbook scientists that 
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itis stimulating to find someone who has first hand knowledge." 

In this essay, Kitselman comments that Brown had previously suf- 
fered a collapse after working too long and too hard at the Norfolk 
radar school, was subsequently retired from the Navy, and then, after 
month rest at home, came to work at Lockheed Vega. Hence 
Kitselman's account corroborates portions of Moore's story. 

According to this timeline, Brown would have been working for 
the Navy during the critical period when the Philadelphia Experiment 
was conducted and would have had his nervous collapse around the 
time of the disastrous failure of this invisibility experiment. In fact, 
in their book The Philadelphia Experiment, Moore and Berlit quote 
Riley Crabb, founder of Borderland Sciences Research Foundation, as 
saying that the cause of Brown's breakdown was directly related to the 
Philadelphia Experiment. Crabb noted that if such a disaster had hap- 
pened о the crew of the ship, it is not too difficult to imagine the mental 
pressures that those in charge would have experienced. 

Schatzkin has come to entirely different conclusions about Brown 
whereabouts during this key period. At Morgan's suggestion, he 
obtained from the Navy a copy of Brown's resignation letter, which is 
dated September 30, 1942, and which states, “I herewith submit my 
resignation from the Navy for the good of the naval service in order to 
escape trial by General Court Martial” If we are to believe this date, 
this was to have occurred just two months after Brown had shipped his 
equipment from the University of Pennsylvania to Norfolk. 

Schatzkin also obtained an official copy of Brown's Navy fitness 
report dated October 5, 1942. Describing this report, he wrote: 


"The final fitness report is almost completely blank. Instead of the usual 
details, the page is struck through with a single penstroke, above 
which is hand-written "See remarks.” And on the second page, in 
the "remarks" section that in previous reports had displayed so many 
glowing assessments of Lieutenant Brown's character and service, 
Captain Hinkamp writes, “In view of the circumstances under which 
this officer was detached, 1 desire to make no comment.” 


We know something is amiss in the Navy's records because they 
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contain no reference to Brown's assignment in 1942 to the Atlantic Fleet 
radar schools in Norfolk. However, trusting that the naval records or 
Brown's discharge papers had not been altered by covert operatives in 
the interest of protecting any top-secret naval research projects from 
exposure, Schatzkin accepted October 5, 1942, as the date of Brown's 
detachment. He then suggested that within two weeks ofthe date Brown 
left the Navy, he began working at Lockheed Vega. Scharzkin proposed 
that Brown had neither а nervous collapse following his discharge nor 
а subsequent six-month recuperation period. Schatzkin’s version of 
Brown's history then conflicts with both that given by Moore and that 
given by Kitselman, both of whose accounts he maintains are seriously 
flawed. The suggestion that Kitselman's account might be flawed, how- 
ever, comes as somewhat of a surprise, secing as he was one of Brown's 
close friends. In writing his essay, he should have had easy access to 
input from Brown as well as an interest to ensure that he got his facts 
straight about Brown's departure from the Navy. Also, Brown himself 
had checked over Moore's story prior to its publication, so if there was 
such a major error as the date and circumstances of his departure from 
the Navy, why did Brown not catch it? Considering that there is по 
record of Brown having expressed any doubts about the accuracy of 
Moore's or Kitselman's account, one is surprised by the allegation that 
they were in error. 

Furthermore, there is the inconsistency of the date when Brown 
began working at Lockheed Vega. Schatzkin places his arrival at the 
end of October 1942, while Moore states the arrival date was more 
than one and a half years later, in June 1944—a start date that is also 
corroborated by the account given in the Who's Who biography. So 
which version is correct, the revised timeline based on Navy records ог 
the preexisting biographic timeline that was developed with Brown's 
full knowledge? Unfortunately, Brown is no longer around to comment, 
having passed away in 1985. 

"To support his argument for Brown's early departure, Schatzkin 
cites a Federal Bureau of Investigation (FBI) report that claims to have 
been filed in March 1943. This report states that by that date, Brown 
had resigned from the Navy and returned to his home in Los Angeles, 
as told by an anonymous informant (name blacked ош). But should 
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this anonymous informant be relied upon? Schatzkin himself admits 
that much of the information the report provides about Brown is inac- 
curate and contradictory. The filing date given on the report appears 
to be among the fabrications. The report states, “He [Brown] had his 
‘own laboratory and had purchased equipment from his own funds for 
use in his experimental work, and this equipment was taken by Subject 
‘when he was detached from the Fleet Service School.” This equipment 
included gravito-cleetric sensor equipment, which was among the 
apparatus that had earlier been transported from Brown's University 
of Pennsylvania laboratory to Norfolk. According to Schatzkin's 
revised timeline, this equipment would have then been transported 
from Norfolk to Los Angeles around October 1942, when he claims 
that Brown was discharged. 

However, the revised timeline does not Бе well with Brown's account. 
of the dates and locations at which he was conducting gravito-clectric 
measurements, In his March 1975 paper titled “Anomalous Diurnal 
and Secular Variations in the Self Potential of Certain Rocks,” Brown 
discusses dates and locations at which he conducted gravito-electric 
measurements, mentioning his work at the Naval Research Laboratory 
(1931-1933) and his research at the University of Pennsylvania (1939). 
"Then he writes, "The investigation was interrupted by World War 
I1 but was resumed in 1944 in California by the Townsend Brown 
Foundation (an Ohio non-profit corporation) and was carried forward 
in two locations in especially constructed shielded rooms at constant 
temperature." 

If we accept the traditional timeline in which Brown is discharged. 
from the Navy in December 1943 and transports his equipment to 
California around that same time, then his stated 1944 date for resum- 
ing his gravito-cletric measurements in California makes sense. This 
implies that he wasted no time in setting up his equipment to start col- 
lecting data once again. On the other hand, if we accept the Navy-FBI 
timeline that has Brown being discharged in October 1942, we would 
have to conclude that he shipped his equipment to California at the end 
of 1942 and leftit sitting boxed up for more than a year before setting it 
up. However, it seems unlikely that Brown would have tolerated having 
his detectors “off the aie" for such a long time period. Could it be that 
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the FBI report was actualy filed in 1944 and its date was at some later 
point changed to 1943 in an effort to rewrite Brown's official history? 

"To support his 1942 date for Brown's Navy discharge, Schatzkin 
refers to а bound laboratory notebook that he believes Brown had used 
while at Lockheed Vega." The ledger’s notes are written in Brown's 
handwriting and contain occasional dates that also appear in Brown's 
handwriting, the oldest date near the beginning of the book being 
December 1, 1942, and the most recent date near the end of the book 
being May 2, 1944. The notebooks cover page is neatly hand printed 
and reads:* 


TT Brown 
Маса Ancxart Cons 
Buenaxe, CALIF. 
NOTES 


We are letto consider the possibility that the notebook contains lc- 
ture notes that Brown began writing while teaching at the Atlantic Fleet 
schools in Norfolk. The last dated entry in the notebook would have 
been made after Brown had left the Navy and had moved to Califori 
prior to going to work at Lockheed. He may have labeled the notebook 
as “Vega Aircraft Corp." because he wanted his notes with him at his 
new job, or he may have purposely mislabeled the notebook in this way 
so that naval intelligence would not squirrel it away in some classified 
storage room. 

If we instead accept that Brown actually wrote these notes while 
he was at Lockheed Vega and that he began working there as early as 
‘October 1942, then we are confronted with the inconsistency of this 
date with those given in Brown's autobiographies and with the question 
of why his gravito-cectric sensor equipment would supposedly have 
been stored unused for more than a year. Also, with this early departure 
scenario, it is difficult to understand why Brown wished to resign from 
the Navy at the height of World War П, just nine months after Japan 


“Information fom photocopied sample pages эи о me courtesy of Paul Уан, 
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had bombed Pearl Harbor and at a time when his Navy career looked so 
promising. According to the FBI report, Brown was "reported to know 
more about Radar detection than any individual în the U.S. Navy.” So 
‘why would the Navy let him go at such a crucial time of need? If, on 
the other hand, Brown's decision to leave the Navy arose as a result of 
a nervous breakdown brought about by the great weight of guilt he felt 
from being associated with a project that had suffered an immensely 
tragic outcome, as Moore and Vassilatos suggest, then his departure 
atthe later date of December 1943 becomes more understandable. The 
Navy administrators who had knowledge of this classified project and. 
who themselves shared the guilt of its outcome would have sympathized 
with Brown's wish for departure and released him from service, even 
knowing how indispensable he was. 

According to Schatzkin, "Starting in the fall of 1942 there is virtu 
ally no documentation available that might shed some light on just what 
Brown was doing during those crucial years." He notes thatthe Brown 
family files are devoid of any correspondence or documentation from 
roughly that time unti the end of World War Il and that they have very 
lite information about his activities at Lockheed Vega 

So considering the absence of information from both the Navy 
records and the Brown family files, we are left only to speculate, Had 
some military intelligence organization gone out of its way to ensure 
that any record of Brown's activities during this period was either erased 
or classified to keep a tight cover on Brown's wartime research activi 
ties? Despite its official denial, did the Navy conduct a highly secret 
project on ship invisibility and was Brown involved in it? Perhaps the 
adage “Where there's smoke, there's fire” applies here. One suspects 
that something very strange and clandestine was under way in the 
Philadelpbia-D.C.- Norfolk area during the 1942 to 1943 time period. 

In July 1946, the Eldridge was decommissioned and placed in the 
Reserve Fleet. In 1951, the United States transferred her to the Greek 
navy, in which she served as the HS Leon until the 1990s. One Greek 
engineering professor related that he formerly served on the Leon as a 
naval officer specializing in electrical engincering.® While on board, he 
noted several odd things about the ship. One was that he saw numerous 
remnants on the inside of its hull of heavy-duty cables that once ran 
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along the length of the ship. These were in the form of insulated metal 
bars measuring 10 to 15 centimeters in width that had been cut in 
between their points of attachment to the hull. Other large-diameter 
cables were also present fully intact that were presumably part of the 
electric wiring for the ship's propulsion system. The Eldridge was a 
‘Cannon class elecric drive ship, meaning that instead of having a shaft 
running from its engine directly to йз propeller, as most ships do, it had 
diesel-powered electrical generator whose power was conveyed through 
heavy-duty cables to a huge electric motor at the ship's stern that drove. 
the propeller. The Eldridge's ability to produce large amounts of electric 
power with an onboard generator would have made it ideal to use in 
conducting the Philadelphia Experiment. 

"The other unusual thing that the professor noted was that one room 
adjacent to the ship's hull was barred from access, its hatch having been 
welded shut. The commanding officer had instructed the ship's crew 
that it was forbidden for anyone to try to enter the sealed room, What 
this forbidden zone hid will perhaps never be known, for the ship was 
decommissioned and sold as scrap sometime after 1992, 
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BEYOND ROCKET 
PROPULSION 


2.1 «BROWN'S ELECTRIFIED FLYING DISCS 


During the years following World War Il, Brown continued to improve 
his gravitator device in his spare time, financing his efforts through the 
‘Townsend Brown Foundation. By 1950 he had built a test apparatus 
to demonstrate the clectrogravitic propulsion concept in а pair of disc 
airfoils. He set а 6-foot-long horizontal beam on a pivot so that it could 
rotate about its midpoint, and from each end of the beam he suspended 
two lightweight saucer discs by means of 7foot-long tethers (figure 


Figure 2.1. Thomas Townsend 
Brown's fying disc setup. 
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Figure 2.2. Thomas Townsend Brown's 2foot-diameter experimental disc 
Airfoil. (From Project Winterhaven, plate 1, photo courtesy of the Townsend 
Brown Family and Qualight, 1.1.С.) 


2.1). When the saucers were in f 
ways and exp. 


ing tethers extended side- 
ied the diameter of the flight course to as much as 20. 


fect. In one version, each disc was made of two curved aluminum shells, 
measuring 1.5 feet in diameter, fixed on either side of a 2-foot-diameter 
Plexiglas sheet (figure 2.2)! High-voltage power of up to 50,000 volts 


was supplied through feed wires to positively charge а fine outboard 
wire running along each disc's leading edge and to negatively charge the 
aluminum disc body. When electrified wi 
this high-tension power, the discs traveled around their 20-foot-diame 


approximately 50 watts of 


ter course at speeds of up to twelve miles per how 

"The wire electrodes ionized the surrounding air, forming a cloud 
of positive ions around the leading wire and a cloud of negative ions 
around the disc body. Although ions would continuously leave these 
clouds as а result of being attracted to the oppositely charged electrodes, 
the electrodes would resupply ions at a sufficiently fast rate so as to 
maintain a positive-ion space charge at the front of the disc and a nega 
tive-ion space charge on the disc body (sce figure 2.3). 

As to how the disc generates its propulsive force, two possibilities 
present themselves. One is that the ion clouds it emits produce elec- 
trostatic fields that act on charges attached to the disc's leading-edge 
wire and to its main body, producing a net forward thrust. The other 
possibility is that an electrogravitic thrust may be present whereby the 
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Figure 2.3, A side view of 
‘one of Thomas Townsend 
Brown's flying discs, 

as normally energized, 
showing tbe location. 

of its ion-space charges 
and induced gravity field 
gradient. (P. LaViolette, 
©1994) 


positive- and negative-ion clouds would create, respectively, a gravity 
potential well and a gravity potential hill in their vicinity. As new posi- 
tive charges are continuously added to the cloud, they replace charges 
that leave the cloud through attraction to the disc's negative pole, As 
а result, the cloud will maintain a moderately deep gravity well at its 
bow through а kind of dynamic equilibrium. The same will hold for the 
discs rearward negative charges. Despite the mobility of the individual 
negative ions, the negative-on cloud as a whole will persist and create a 
net gravity hill. Consequently, the gravity potential gradient established 
across the disc's body between this hill and the well propels the disc 
forward in the direction of its positive-ion cloud. 
charges in the айг in the form of fore and aft ion 
large quantities of charge may build up, comparable tothe quan- 
tity of charge on the plates of a high-K dielectric capacitor. But because 
these charges are freshly created, there is little time for them to polarize 
the ambient air. Furthermore, due to the disc's forward motion, the айг 
dielectric around the disc is continuously replaced by new, unpolarized 
air, and this also contributes to maintaining the air dielectric in а rela- 
tively unpolarized state. Consequently, the electric and gravity potential 
fields are able to extend between the oppositely charged fore and aft 
clouds unopposed by any electric dipole moment in the intervening air. 
Hence a substantial gravity field gradient could span the disc and exert 
a maximal forward thrust. 

As the disc moves forward, its associated positive- and negative- 
ion clouds also move forward, transporting their generated electrostatic 
and gravity field gradients along with them. Consequently, cach disc 
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Fides its advancing wave much like a surfer riding an ocean wave. Dr. 
Mason Rose, one of Townsend's colleagues, describes the disc's gravitic 
principle of operation: 


The saucers made by Brown have no propeller, no jets, по moving 
pars all They createa modification ofthe gravitational ld around 
Батона which is analogous to putting them on the incline ofa hil 
“They жї like a surfboard опа wae... The electro gravitation аз. 
cor creates ts own “hill which isa kcal distortion ofthe gravitational 

ld, hen i cakes this “hil wih i in any chosen direction and at 
any rte! 


A fall-scale version of Brown's vehicle was thought to be able to 
accelerate to thousands of miles per hour, change direction, or stop 
merely by altering the intensity, polarity, and direction of its electric 
charge, Because the wavelike distortion of the local gravitational field 
would pull with an equal force on all particles of matter, the ship, its 
‘occupants, and its load would all respond equally to these maneuvers. 
"The occupants would feel no stress at all, no matter how sharp the 
turn or how great the acceleration. A turbo-jet airplane, by comparison, 
must produce a twentyfold increase in thrust just to attain a twofold 
gain in speed. Whereas jets and rockets attempt to combat the force of 
gravity through the application of opposed brute force, electrogravities 
instead attempts to directly control gravity so that this longtime adver- 
sary is made to work for the craft rather than agains it. 

Partly with the help of his friend Kitselman, who was then teach- 
ing calculus in Pearl Harbor, Brown's discs came to the attention of 
Admiral Arthur Radford, commander in chief of the U.S. Pacific Fleet 
at the Pearl Harbor Navy Yard. In 1950, Brown was hired as a consult 
ing physicis to stage a demonstration. Nothing immediately came of 
this. However, two years later, on March 21, 1952, Brown was visited 
at his Los Angeles laboratory by Vic Bertrandias, a well-connected Air 
Force major general. He dropped in unexpectedly, just when Brown was 
about to demonstrate his flying discs to a group of colleagues. Once 
there, Bertrandias demanded that he be included in the demonstration. 
Having formerly served as vice president of Douglas Aircraft, he was 
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‘well informed on the state of the art in aviation technology and knew 
that Brown's discs could have important military applications. Shaken 
by what he saw, Bertrandias urgently telephoned Lieutenant General 
H. A. Craig the following morning to voice his concerns. An excerpt 
from a declassified transcript of their conversation reads as follows: 


enrandias the thing frightened me—for the fact that it is being held or 
conducted by a private group. 1 was in there fom about 1,30 until 
5500 in the afternoon and Isaw these two models that бу and the 
thing has such a terrific impact that 1 thought we ought to find out. 
something about it—who the people are and whether the thing is 
legitimate. if ever gets away, 1 say is in the stage in which the 
atomic development was in the early days. 

Cri Lee. 

Bertrandias I was quite frightening. {made the inquiry whether the Air 
Force ос the Navy knew anything about it and 1 was told no. But 
tll you, after hearing t and ай the other things that 1 had hear 
Iwas quite concerned about it... ат of the opinion that if all 1 
heard the other day—if it ever comes true, and somebody occupies 
space with that instrument, it sa bad deal for somebody. 

Cri Well, we will look into it, Vic. 


‘Craig subsequently initiated a background check on the Townsend 
Brown Foundation. 

Bertrandias was also а close friend of General Albert Boyd, direc 
tor of Air Force Systems Command at Wright Air Development Center. 
It was under Boyd that Air Force Systems Command carried out most 
of its сапу, super-secret research projects on antigravity propulsion." 
Brown's work may have been encroaching into an area in which the Air 
Force had established a substantial lead. 

Perhaps Brown sensed Bertrandias's fearful reaction and was con- 
cerned that he might initiate formal military classification of Brown's 
clectrogravitic work, бос just two weeks after Bertrandias's visit, Brown 
and his two associates, Mason Rose and Bradford Shank, held a press 
conference to publicize the fantastic possibilities of this electrograviic 
propulsion technology. In this way, they got the word out before things 
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got too hushed up. Reporters from the Los Angeles Times were invited 
to view Brown's flying discs in operation and had a chance to read а 
paper prepared by Rose that explained the Bieeld-Brown antigravity 
effect and how it could be used to peopel а full-scale antigravity space- 
craft. The next day the Times carried a story about Brown's discs and 
how flying saucers (also popularly known аз UFOs, short for "uniden- 
tified or unconventional flying objects”) might function on a similar 
principle.’ le quoted Rose as saying that details about Brown's work had 
been given to some Navy admirals and that there was military interest, 
although no censorship had yet been imposed. Like the Air Force, the 
Navy had an active interest in advanced aviation technology. 

About two months after the L.A. press conference, in June 1952, 
the Office of Naval Research (ONR) sent Will Cady to investigate a 
number of Brown's inventions, including his lying discs. The ОХЕ data 
indicate that Cady witnessed а pair of 1.5-foot-diameter discs achieve a 
top speed of three miles per hour with a propulsion efficiency of 1.5 per- 
cent while drawing 15 watts of power at 47 kilovolts.” This was about 
‘one-fourth the speed and efficiency obtained with the 2-foot-diameter 
model. Did Brown stage this more modest performance with the inten- 
tion to reveal just enough to get the military interested but not enough 
to make the demonstration so astounding that they might demand cl 
sification of his work? One alternative suggested by Paul Schatzkin i 
that there had been a security breach during Brown's Pearl Harbor dem- 
‘onstration and that Brown had been asked to purposely downplay the 
performance of his device in order to mislead foreign intelligence agents 
into thinking that his invention was not worth pursuing." 

Presumably, Cady was unable to see the discs perform at higher volt- 
ages because of the limitations of the power supply that Brown chose 
for the occasion. That is, the ОХЕ data indicate that the output voltage 
progressively leveled off to 47 kilovolts as the control pane voltage dial 
‘was turned up to increasingly higher settings. This indicates that the 0.7 
milliamp that the test rig was drawing was more current than the high- 
voltage power supply was designed to provide.“ For his own research, 
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Brown probably used a transformer that had а slightly higher current 
rating, perhaps 2 milliamps. Cady conducted а test in which he removed 
опе of the saucers from its carousel and suspended it from the ceiling 
to measure its static propelling thrust at various applied voltages. At 47 
Kilovolts, he observed that the discs delivered only 8 grams of thrust. 

‘Cady concluded that the technology was impractical for aviation 
because the discs were propelled with an efficiency over an order of 
magnitude less than the efficiency of a jet engine. He had failed to real 
ize that the trends in his own data showed that the speed and propulsion 
efficiency of the discs increased exponentially with increasing voltage 
and that he had been observing their behavior ina very unfavorable volt 
age range. A logarithmic plot of the ОМА data (see figure 2.4) reveals 
that above 38 kilovots, the velocity of the discs increased according to 
the 5.5 power of voltage and that their propulsion efficiency increased 
according to the 4.5 power of voltage.” These projections may be some- 
what optimistic, as most of Brown's writings state that thrust increases 
according to the second or third power of voltage. Nevertheless, enor 
mous speeds and efficiencies would undoubtedly have been attained at 
higher voltages. 

‘Cady maintained that it was unnecessary to introduce exotic ideas 
electrically induced gravity fields because the behavior of the 
discs could be explained entirely in terms of the conventional ion-wind 
effect. That is, he believed that the discs obtained their thrust because 
ionized particles impacting the disc electrodes imparted more of their 
momentum in the forward direction than the reverse direction. On the 
contrary, although ion-wind forces would have been present, such forces 
would have been too small to account for the thrust. Furthermore, 
‘vacuum chamber tests that Brown later carried out on clectrostaically 
charged rotors and saucers showed that thrust persisted even in the 
absence of ion discharge. 

‘Cady also suggested that the discs may have been propelled forward 
by unbalanced electrostatic forces operating between the discharged 
ions and the disc that was discharging them. This is а more likely pos- 
sibility than ion wind. For example, positive ions emitted by the leading 
wire electrode would move toward the negatively charged disc body, 
setting up a positiv-ion space charge behind the wire and ahead of the 


Figure 2.4. A logarithmic plot showing 
ow the velocity (right line) and efficiency 
eft ine) of Thomas Townsend Brown's 
clectrograviic discs increased with voltage. 
Empty squares and circles indicate the ОМК 
‘measurements of the 1.5-fot-diameter discs, 
while solid squares and circles indicate the 
performance of an improved 2fot-diameter 
model. (P. LaViolette, © 1997) 


disc (sce figure 2.3). These charges would repel forward the positively 
charged wire and attract forward the negatively charged disc body. Аз 
the saucers speed increases, the airflow would assist in displacing the 
positive ions behind the wire, thereby improving the forward propul- 
sive force. Also, the positive-ion wind and the airflow passing the disc 
would blow the negative ions toward the rear of the disc, and as a result, 
their space charge would electrostatically repel forward the negatively 
charged rear wire and disc body. As a result, both the negative and posi- 
tive ions would work together to create a forward thrust on the saucer. 

Brown referred to a mass effect (gravitational force effect) opera 
ating in the electrokinetic movement of massive high-K dielectrics 
but did not similarly report а mass effect operating in the case of his 
electrokinetic disc experiments. Thus itis not clear how much of the 
‘thrust he was attributing to gravitic forces and how much to electrostatic 
forces. Nevertheless, his research colleagues did seem to think th: 
new clecteogravitic principle was needed to account for the propulsion. 
In his 1952 write-up, Rose stated that “anyone wanting to understand 
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electrogravitation and its application to astronautics must dismiss the 
principles of electromagnetics in order to grasp the essentially different 
principles of electrogravitation. . . . Electrogravitation must be under- 
stood as an entirely new field of scientific investigation and technical 
development." 

As we can se from entries he made in 1943 in one of his laboratory 
notebooks, Brown was exploring an "ether" theory interpretation of 
the electrogravitic phenomenon, one that has many similarities to sub- 
quantum kinetics. More will be sad about this in chapter 4. 

The ОХЕ researcher's skeptical reaction was typical of individu- 
als who were used to thinking in conventional scientific terms, In one 
of his articles on Brown, the journalist Gaston Burridge wrote that 
many scientists and engineers had watched the discs fly and most of 
‘them concluded that the discs were propelled by the well-known “elec 
tric wind” phenomenon and not by some new principle of physics. 
‘One engineer blurted out to him, "The whole thing is so screwball 1 
don't want to even talk about it!” Other engineers reportedly objected 
to the lack of mathematical substantiation. Burridge explained, “To 
engineers and scientists one equation is worth a thousand words!” 
But even an equation is of litte use unless it has values assigned to at 
least some of its main parts. When these were not forthcoming, from 
а technical point of view, it appeared Brown was walking on straw 
legs" 


2.2 * THE SECOND PEARL HARBOR DISC 
DEMONSTRATION 


Some years later, around 1953 or 1954, in the hope of renewing the 
Navy's interest, Brown again staged a demonstration at Pearl Harbor for 
a number of admirals This time his demonstration was оп a much larger 
scale, From a gymnasium ceiling, ata height of 50 feet, he suspended а 
revolving horizontal beam that tethered а pair of 3-foot-diameter discs 
(see figure 2.5). Powered by a potential of 150 kilovolts, the discs flew 
around a 50-foot-diameter course at such an impressive speed that the 
subject became highly classified. The speed may have been in excess of 
100 miles per hour, because the May 1956 issue of the Swiss acronau- 


Beyond Rocket Propulsion 1 


Е ау 
Figure 2.5. Sketch made by 
Thomas Townsend Brown 
showing the test setup шей 
for demonstrating bis 3-fot- mm 
diameter бушр dics. [Prom | 
Brown's November 1, 1971, 

letter to Т. Termam, ме 
appendix A) | 


} т 
M 


tics magazine Interavia stated that the discs were capable of attaining 
speeds of several hundred miles per hour when charged with several 
hundred kilovolts!'? Such high velocities are not surprising considering 
that the ONR test data show that the speed of the discs increased expo- 
nentially with voltage. 

Brown used a different disc design for this later demonstration. 
During a telephone conversation he had in the arly 1970s with electri- 
cal engineer Tom Tarman, Brown disclosed that the airfoil disc design 
depicted in his 1960 patent (no. 2,949,550) was an inferior one. The 
cross-sectional view presented in that patent shows the spun aluminum. 
discs having a knifethin edge at their periphery (as shown in figure 
2.3), The discs used in the 1952 ONR test were of a similar design. 
‘On the other hand, the discs that Brown flew in his gymnasium dem- 
onstration had a blunt profile, as shown in figures 2.6 and 2.7. This 
design consisted of two spun aluminum discs cupped on cther side of 
а Plexiglas sheet, but the upper disc had a "triarcuate" cross-sectional 
profile—a convex central bulge that turned concave farther out and that 
finally terminated in a convexly curved rim with а radius of curvature 
of Minch oF more. The outer rim of the lower half ofthe disc had a flat 
profile, but йз outer edge was curved to make a smooth transition to the 
edge of the upper dise. 

Also, the leading-edge electrode used in the disc flown in Brown's 
gymnasium demonstration was of much smaller diameter. In a letter 
he wrote to Turman in 1971, Brown noted in a sketch that he used an 
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Figure 2.6, Sketch 
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electrode that had a diameter of only 1 mil (0.001 inch). This is five 
times smaller in diameter than the wire he used on the discs flown in 
ONR test in Los Angeles. Moreover, it is far smaller than the diam- 
eter he had specified in his 1960 patent. His patent states that saucers 
designed to be energized at voltages greater than 125 kilovolts would 
preferably have leading-edge electrodes of large cross-section made of 
rods or hollow pipes having diameters measuring from М to У inch 
(eis 250 to 500 mils) to ensure that their surface potential gradient 
‘was below the threshold required to produce a visible corona. He main- 
tained that energy loses associated with coronal ionization reduced the 
achievable thrust, but, as he acknowledged in his 1971 letter, the design 
specified in the patent was inferior to what he used in his Pearl Harbor 
gymnasium demonstration. The leading-edge electrodes of the discs he 
flew in that demonstration would have had a much steeper field gradi- 
ent at their surface, which would have allowed them to emit ions more 
effectively. 

Burridge has commented that the discs emanated a slight humming 
sound as they few: This implies that Brown may have been apply- 
ing a nonreversing high-voltage AC potential across his disc that, on 
average, established а DC potential across its electrodes. Не may have 
used a rectifier bridge circuit to convert the 60-cyele AC output from 
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Figure 2.7. Thomas Townsend Brown holding one of his 3foot-diameter. 
discs, which he referred fo as am experimental triarcuate ballistic electrode. 
(Courtesy of the Townsend Brown Family and Qualight, L.C.) 


his high-voltage transformer into а series of unfiltered half-wave volt 
age cycles oscillating at 120 hertz. His use of a blunt profile for the 
edge of the negatively charged disc body would have helped to suppress 
negative-ion coronal discharge toward the front of the craft. This would 
especially have become an important issue in this gymnasium demon- 
stration because be flew his discs at much higher voltages than used in 
flying his earlier model. The asymmetrical profile of his saucer, with 
its curved upper surface and flat lower surface, would also have been 
beneficial since airflow over the surfaces would have given the saucer 
aerodynamic lift during flight. 

After his Pearl Harbor demoastration, Brown traveled to the main- 
land. Upon returning to Hawaii, he found that his room had been 
broken into and that some government agency had confiscated his mod- 
els and notebooks and sealed his laboratory! A day later, the Navy 
informed him that they had his notebooks and that he could have them 
back. A few days after that, they said that they were not interested in 
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his work. They claimed that the discs must be powered by ion wind 
and, hence, that they would not work ín outer space." So here we find 
that the Navy had the opportunity to make changes, in the interest of 
national security, to any of Brown's laboratory notebooks, including his 
Vega notebook. 


2.3 * PROJECT WINTERHAVEN 


"The negative evaluation that came out of the 1952 ONR investigation 
of Brown's electrokinetic discs temporarily slowed down the Pentagon’ 
endorsement of his work, but it did not halt the eventual implementa 
tion of his clectrogravitic technology. In an effort to secure government 
funding, Brown wrote up a proposal in 1952 urging the Navy to initi 
ate a highly secret project to develop a manned flying saucer as the 
basis of an interceptor aircraft with Mach 3 capability and proposed 
that this might follow along the same lines as the Manhattan District 
oject, which developed the atomic bomb at the end of World War 
IL. This confidential January 1953 submittal was code-named Project 
Winterhaven." Extrapolating the numbers from the performance charts 
for Brown's laboratory-model flying discs, Project Winterhaven c 
mated that larger discs operating at 5 million vols, rather than 50,000, 
should be able to develop speeds of 1,150 miles per hour (Mach 1.5) in 
the presence of atmospheric resistance and in excess of 1,800 miles per 
hour (Mach 2.5) in the upper atmosphere. 

"This rather conservative speed estimate was based on the assump- 
tion that disc speed extrapolated linearly with voltage, when in fact the 
evidence suggested a nonlinear relationship in which disc speed would 
rise exponentially with applied voltage. Thus, considering that Brown's 
IMfoot-diameter discs had achieved speeds of twelve miles per hour 
when energized at 50 kilovolts, the report conservatively estimated 
that larger versions should be able to achieve speeds at a hundred times 
greater when energized at 5,000 kilovolts. The Pearl Harbor Navy Yard 
demonstration, which Brown performed shortly after this proposal was 
submitted and was intended as a demonstration of the aviation technol- 
ову he was proposing in Project Winterhaven, indicated that speeds far 
higher than this would be possible. Because his 3-foot-diameter air- 
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foils were shown to achieve speeds of several hundred miles per hour 
‘when energized at just 150 kilovolts, even a simple linear votage-speed 
«extrapolation would indicate that speeds of Mach 13 (10,000 miles per 
hour) would have been more reasonable for a 5-megavolt dsc. However, 
since the је speed record at the beginning of 1953 was only Mach 1.88, 
Brown could guarantee Navy interest even with his more conservative 
speed estimates. 

Project Winterhaven proposed а five- to ten-year-long research and 
development (КАР, or RAND) program that was to be carried out in 
stages. Beginning with -foot-diamete discs powered at 50 kilovols it 
would proceed to 4-foot-diameterdises powered at 150 kilovolts, and 
finally to а 10-foot diameter disc powered at 500 kilovols. The pro- 
posal also suggested making а 10-foot demonstration model capable of 
vertical levitation as well as horizontal thrust. 

“The aircraft that Brown had in mind for military development prob- 
ably looked similar to the version described in his U.S. patent 3,022,430, 
Like his small-scale flying 
ft produced a cloud of positive ions at its bow and 
а cloud of negative ions at its stern. Brown did not discuss gravity field 
effects in his patents, probably because he felt that such unconventional 
concepts might jeopardize a patent's ultimate acceptance. So although 
his patent alludes to ion thrust as being the craft's means of propulsion, 


Figure 2.8. The flying disc Thomas Townsend Brown proposed for develop 
ment under Project Winterhaven may have looked like this. (After Brown, 
U.S. patent 3,022,430, figure 1) 


ве Bend Rocket Propulsion 


on the basis of his own research Brown was convinced that the propul- 
sion also involved clectrogeavitic effects. 

In parallel with this effort to develop an clectrograviti craft, Project 
‘Winterhaven alo planned to investigate various methods to generate the 
high voltages required on board the aerospace vehicle. The discs that 
Brown had flown in his carousel demonstration were energized from 
а heavy, high-voltage laboratory transformer powered by wall current. 
A full-size airborne craft, however, would need to carry its own energy 
source, one capable of delivering far more power at far higher voltages 
than were used for this demo model However, a conventional tur- 
bine generator and transformer unit capable of delivering the required 
amount of power would have been prohibitively heavy. Consequently, 
Brown took a very different approach. He recommended investigating 
а device that he called a “flame-jet™ electrostatic generator. This was 
essentially a jet engine modified to electrify its exhaust stream, turn- 
ing it into a powerful clectro-hydrodynamic generator (figure 2.9, taken 
from Brown's 1965 patent). 

‘The jet engine's exhaust nozzle was to be fitted with a negatively 
charged needle electrode and a positively charged plate electrode. A 
50,000-volt starter transformer located on the craft would cause the 
needle to emit a stream of negative ions into the jet exhaust. The ions, 
however, would never succeed in reaching the nozzle's positive electrode 
because they would be whisked out of the nozzle throat and away from 
the craft by the high-velocity exhaust gases. The departing negative ions 
would acquire a very large negative voltage potential relative to the clec- 
trodes in the jets nozzle. The farther they would be forced from the 
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Figure 2.9, A high-voltage Пате је generator design patented by Brown. 
(After Brown, U.S. patent 3,022,430, figure 3) 
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craft, the greater would be their potential difference. А Van de Graaff 
generator, а common fixture in most high school physics laboratories, 
‘operates on a similar principle. In that case, a rapidly running conveyor 
bele takes the place of the engine exhaust for transporting and sepa 
rating the negative ions from the positive. The Winterhaven proposal 
indicated that such an engine would be capable of generating up to 15 
million volts, three hundred times higher than the 50-kilovolt input 
potential initially used to electrify its needle ionizer. 

By positioning а metalli grid in the exhaust stream just beyond the 
sgenerator’s nozzle, some of the exiting exhaust ions could be collected 
atan intermediate voltage of around 1 million and, after being stepped 
down in voltage, could be recycled to drive the generators needle ion- 
izer. Thus, once the generator got going, the 0-kilovol starter trans 
former that supplied the initial power could be turned off, leaving the 
generator to run itself from its own electrical output. In the alternate 
design, shown in figure 2.10, the downstream exhaust grid is replaced. 
by a series of conical baffles that become charged to successively nega- 
tive potentials, with the outermost baffle being the most negative and 
attaining a charge of many millions of volts. 

Furthermore, Brown proposed that the Пате је generators positive 
electrode be connected to an ionizer wire running along the craft's lead- 
ing edge (see figure 2.8). As а result, when the generator was in opera 
tion, а postivesion space charge would build up in front of the craft, 
counterbalancing the negative-ion space charge built up in the exhaust 
plume trailing the craft. The gravity gradient generated between these 
‘oppositely polarized ion clouds would induce a forwand-pulling gr. 
tational force. The craft could be steered to one side or the other by 
diverting its exhaust through one or the other of its side nozzles, thereby 
producing a corresponding shift in its gravitational propulsion field. 

Brown found that his flame-jet generator conveyed charges most 
effectively when its flame was adjusted to an orange-red color, indicat 
ing incomplete combustion of its fue." Incomplete combustion would 
produce large numbers of charged submicron-size particles (0.003 to 
0.03 micron in diameter) that, upon being ionized, would grow in size 
to form Langevin ion smoke particles (> 0.03 micron). Being much more 
‘massive than айг ions, Langevin ions would move considerably slower 
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Figure 2.10. A bigh-voltage lame jet generator, a second design depicted т 
Brown's patent. Numbers indicate the folowing, (47), а S0-kilovolt power 
supply, (80), exhaust nozale, (82), needle electrode, (83а and 83). air and 
fuel nies, (84 and 85), baffles: (88), capacitors (91), jagged electron emitter. 
‘edges. (After Brown, U.S. patent 3,022,430, figure 4) 


under the influence of an electric field. For example, in afield of 10,000 
volts per centimeter, the kind Brown often worked with, Langevin ions 
‘would travel about 1 centimeter per second, as compared with 450 
miles per hour for air ions. Hence, once they are ejected from the craft, 
the negative exhaust ions would not readily return to the front of the 
aircraft to neutralize the positive ions. Consequently, а much larger 
negativeon space charge would build up behind the craft that, in turn, 
‘would substantially increase the forward-directed gravitic propulsion 
force. Although the positively charged air ions produced at the front of 
the raft would have a much higher ionic mobility, the bow shock front 
that would form under high-speed flight would tend to deflect these 
ions away from the body of the disc, thereby retarding their rearward 
flight toward the negative-ion space charge cloud. 
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The Winterhaven proposal stated that the clectrogravitic motor 
would be essentially soundles,vibeationless, and heatless and that its 
internal resistance losses would be almost negligible and is speeds enor- 
mous, The motors thrust could be controlled by regulating the applied 
volkage, and ies fight velocity could be braked or even reversed sim- 
ply by reversing its electric polarity. The proposal commented that past 
laboratory research had indicated that an electrogravitc motor would 
setup gravitational feld independent of that of Earth. Hence, an dlc 
trograviie spacecraft could maintain sustained acelration even after 
leaving the gravitational influence of Earth. It predicted top speeds far 
beyond those of jet propulsion ос rocket drive, with the possibility of 
approaching the speed of light in free space 

A 1960 report titled “Electrohydrodynamic,” issued by the Electr 
kinetics Corporation of Bala Cynwyd, Pennsylvania, presented an idea 
for a vertical takeoff aero-marine vehicle that was а variation of the one 
proposed in Project Winterhaven (Figure 2.11). The proposed vehicle 
was to be 24 feet high and 70 feet in diameter. Through experimen 
tation, Brown found that a disc whose upper surface had a tiarcuate- 
shaped profile, a helmetzhape similar to that shown in figure 2.11, 
produced the best vertical thrust 

As described in the report, the vehicle would use spherical pon- 
toons to rest onthe water surface (see igure 2.12, Landing Position). To 


Figure 2.11, Prototype aero-marinevebicle powered by a high-voltage flame-jet 
generator. (Courtesy of the Townsend Brown Бату and Qualight, LLC.) 
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take off, the craft would ignite йз flame jet without electrical excitation 
(figure 2.12, Stage 1). The jet would be powered by either kerosene or 
solid rocket propellants. The exhaust would set up a positive pressure 
beneath the canopy that would loft the craft about ten feet above the 
water surface, allowing the pontoons to be partially retracted. A gyro 
wheel in the cabin dome would provide horizontal stability and orienta- 
tion control 

Once the vehicle was airborne, the flame would be electrically ener- 
sized by applying high voltage tothe incandescent cathode (figure 2.12, 
Stage 2). An electric gradient would establish itself along the length 
of the exhaust plume, with the voltage progressively increasing down- 
stream to reach a potential difference of several million volts. A poten- 
tial gradient would similarly build up on the nozzle's conical collector 
electrodes, which collect power for the craft. The exhaust would set 
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Figure 2.12. Stages in the takeoff of Brown's electrabydrodynamic propulsion 
vehicle. (Courtesy of the Townsend Brown Family and Qualight, L.C.) 
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up a negativeion space charge below the craft, and ionizer electrodes 
оп the canopy would create positive ions above the craft. The positive 
charges emitted from the canopy would create an ion wind that would 
move downward and radially inward toward the central cathodic axis, 
setting up a toroidal ion vortex. The flow would receive negative charges 
from the exhaust, which would cause it to accelerate upward toward 
the canopy. The large volume of upward-moving plasma would impart 
upward momentum to the undersurface of the positively charged canopy, 
thereby helping to loft the vehicle. Also, the inflowing ion plasma would 
buck the flame jet's outgoing gas flow, confining its flow and increasing 
the lift pressure beneath the canopy. At this stage, the vortex would be 
slightly larger than the diameter of the craft. The craft would have risen 
to about a 25-foot elevation and would continue to rise as subcanopy 
pressures induce further lift. At this point, the pontoons would have 
completely retracted. Smoke tests, which Brown conducted on an 18- 
inch-diameter model, showed that this electrode geometry indeed gener- 
ates a toroidal vortex (see chapter 3, figure 3.3). 

The report states that as the craft rises, the toroidal vortex would 
expand to about three (craft) diameters. The axial upwelling would 
continue to buck the downward jetstream to add to the jet's upward 
thrust (figure 2.12, Stage 3). At about a 50-foot elevation, the subcan- 
ору pressure would diminish to equal the weight of the craft and equi 
librium would be established. In this fashion, the craft would be able 
to hover at about this height, its canopy riding upon the vortex, whose 
aerodynamic pressure would act at all points against the craft's under- 
side, providing lift. Electrogravitic forces would also contribute to this 
effect, as would electrostatic forces between the craft and charges in the 
surrounding air and charged plasma. 

Horizontal thrust in any direction would be provided by altering 
the symmetry of the electric field and of the resulting vortex pattern 
(figure 2.12, Stage 4). This would allow flame gas to escape to the rear 
of the craft and the forward side of the vortex to exert traction upon 
the water surface. The unbalanced canopy pressures would provide for- 
‘ward thrust, and the additional lift of the leading edge would cause a 
change in the altitude of the craft. 

Project Winterhaven also requested funds to develop solid-state 
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clectrogravitic motors similar to Brown's carly gravitaors. I stressed 
the importance of improvements that had been achieved in developing 
new dielectric materials, noting that the available dielectric constant K- 
values had progressively increased from 6 to 100 to 6,000 to 30,000 and 
beyond. It proposed engineering a 500-pound high-K dielectric motor 
for propelling а model ship and envisioned that this would presage the 
development of much larger motors for ships weighing thousands of 

Yer another Winterhaven project concerned the investigation of clec- 
trogravitic communication equipment that would transmit and receive 
clectrogravitic waves. Early in 1952, Brown conducted a demonstration 
in Los Angeles of one such transmitting and receiving system, through 
which he successfully transmitted а signal over a distance of 35 fect to a 
receiver located within an electrically grounded metallic enclosure.” He 
used a relaxation oscillator as his transmitter, This consisted of a high- 
voltage power supply that continuously charged a capacitor, which, in 
turn, periodically discharged itself through a small spark gap when it 
voltage had reached a certain value (figure 2.13). Just as in his early 
capacitor experiments, Brown reasoned that electrogravitic coupling. 


Figure 2.13, Schematic circuit diagrams of Broun’ electrogravitic wave 
transmitter (left) and receiver (right). 
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would cause the capacitor t radiate gravitational waves. His receiver 
antenna consisted ofa charged high-voleage capacitor bridge circuit sim- 
ilar to the one he used for his gravito-clectric measurements. Because 
the grounded Faraday shield that surrounded his receiver antenna was 
able to prevent the entry of ordinary electromagnetic waves, he con- 
cluded chat the signal being conveyed was gravitic rather than clectro- 
magnetic and that his capacitor bridge was able to detect gravitational 
disturbances. 

In a patent disclosure Brown wrote in September 1953, he described 
another version of this communication device, which was designed to 
send a signal from an audio oscillator to an electrically shielded radio 
receiver. However, instead of capacitors, this device used heavy spheri- 
cal masses for the transmitter and receiver antennae.” His Project 
Winterhaven proposal envisioned that electrogravitic wave transmission 
and reception could be developed into a fundamentally new communi- 
cation technology It noted that because of the extreme penetrating abil. 
ity of these waves, messages could be transmitted to submarines and to 
underground shelters and military installations, locations inaccessible 
to normal radio-wave communication, Brown's spherical antenna gravi- 
tational wave generator bore a close resemblance to devices developed 
by scientist and inventor Nikola Tesla in the early twentieth century. 
How such devices generate gravity waves may be understood in terms of 
the subquantum kinetics ether methodology (sce box) 


A Gravity Wave Model 
Аз mentioned varier. subquantum kinetics predicts # а positive 
charge should Induce the formation of gravty potenti well and а 
лерине charge should duce the formation of s gravity potential il 
Hence asphercal conductor thats skernately charged and discharged 
should radars both an бесте potenti wave and з gravy potenti 
wave. These waves woud be scalar waves rather than fore eld vector 
waves because they would const of changes in energy potential (i. 
cer concentration), whichis a scalar quatty Trats a potential wave 
would have a measurable magnitude э ven point in space but по 
associated drection, Electr charges on 3 spherical monopole antenna 


d 


woud not be шегу displaced to any appreciable exten, ss they 
would be in a conventional dipole antenna: hence, they would induce 
э minimal magnet fel. So unlike Hertzian electromagnetic waves, 
which oscllate transverse to their direction ol travel, these scalar waves 
would induce no forces transverse toa waves direction ol travel They 
would instead produce longitudinal electric and gravity potential field 
gradients that would induce longtucial forces, that is, forces aligned 
wth the waves direction of propagition 

Tesis ether sound-wave model for describing radiant energy waves 
dis this energy potential description quite wel because sinusoidal 
‘varations in ether concentration may be visualized as atemate com- 
pressions and rarefations of the ether medium, analogous to the 
‘ompressons and rarefctons of sir molecules n a sound wave. high 
ether concentration would correspond о э hgh energy potenti, and 
alow ether concentration would correspond to alow energy potental 
So according to ths model, the antenna would be radiating spherical 
waves of alternating ether concentration. In the event that the waves 
were made to repeatedly reflect back and forth under resonance, they 
«ould reinforce one another to produce stationary wave patterns char 
acterized by very song longtudnal forces. 


"The Project Winterhaven proposal requested that its projets be 
carried out under a Department of Defense R&D contract adminis- 
tered by a prime contractor. t advocated a cooperative participation. 
of four commercial corporations engaged in applied research and four 
academic institutions engaged in pure research. The four corporations 
were to comprise Lear Inc (for gravimetric field measurements), Jansky 
AC Bailey (for electrogravitic wave communication research], Brush 
Development Company (for development of high-K dielectric thrust 
motors), and Hancock Manufacturing Company (for development of 
the disc airfoils). The academic institutions included Stanford Research 
Institute, the University of Chicago, and the Franklin Institute, 

"The proposal acknowledged that the Pentagon had classified some 
of Brown's past electrogravtic research. It noted that additional data 
confirming the existence of the electrogravitie coupling effect have been 
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“associated with government research projects of a highly classified sta- 
tus, and publication has been precluded.” Nevertheless, Brown's desire 
in proposing Project Winterhaven was not to keep this technology secret 
bot to accelerate its development so that it could bencfit humanity. 

Unfortunately, his dream of unrestricted access о clectrogravitic 
technology was not to be realized. Perhaps unknown to him at that 
time, highly classified work on clectrogravitics then in progress had 
proceeded to a relatively advanced stage of development. In particular, 
ош of all the ideas proposed in Project Winterhaven, the clectrogravitic 
wave communicator device came closest of all to this ongoing sensitive 
propulsion research. 


24 * ANTIGRAVITY RESEARCH: TOP SECRET 


Brown's effort to promote his electrograviti propulsion concept received 
its greatest boost from Aviation Studies (International) Ltd, a privately 
‘owned, London-based aviation intelligence consulting firm." Since its 
formation in 1950, Aviation Studies has marketed reports to aerospace 
companies and government defense departments on a wide variety of 
subjects, giving information about various kinds of aircraft, rockets, 
and missiles (e their design features, prices, production run sizes, 
foreign arsenal sizes; data on nuclear, thermal, and directed-energy 
‘weapons; assessments of foreign government military intelligence capa- 
bilities (ед. organization missions, manpower, intelligence advisories); 
and much mote. Their price lists for publications available between 
1957 and 1960 and for publications issued in 1993 are reproduced in 
appendix B. 

Richard Worcester, the director of Aviation Studies, had become. 
convinced that Brown had discovered something that could radically 
revolutionize aviation technology. So beginning їп August 1954, his 
think tank began an effort to promote Brown's ideas to the aerospace 
industry, indicating that the rewards of success in developing clec- 
trogravitics technology were too far-reaching to be overlooked. They 
Tie бош acs wan given as Aviston Seis (aeration) id, боек Howe, 


ЗА Parkside, Wimbledon, London SWIS SNB, UK. However, currently о addres for 
‘his organization i arable 
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began including news items about electrogravitics technology in their 
weekly newsletter, Aviation Report,“ and by 1956 also began spon- 
soring research into high-K dielectric materials for use in electrograv- 
itc айстай. Their catalytic effort proved successful because industry 
involvement in electrogravitics expanded exponentially from 1954 
onward. Around the late 1950s, antigravity propulsion research went 
underground and little was heard about it, although today the effort 
continues secretly on a scale rivaling the Manhattan Project's effort to 
develop the atomic bomb. 

In February and December 1956, Aviation Studies published two 
summary reports on electrogravitics. The February report, titled 
“Electrogravitics Systems: An Examination of Electrostatic Motion, 
Dynamic Counterbary and Barycentric Control,” presents an illumi 
nating survey of government and industry's early involvement in the 
field of antigravities R&D." les cover page lists йз origin as the Gravity 
Research Group, a subdivision of the Aviation Studies Special Weapons 
Study Unit, but it is now known to have been written by Worcester 
The December report, titled "The Gravitics Situation,” also written by 
Worcester, was issued as being produced by Gravity Rand Limited, an 
te of Aviation Studies.” It provides additional information about 
aviation industry progress in developing electrogravitic antigravity tech- 
nology. Gravity Rand had no affiliation with the Rand Corporation. 
Rand, an acronym for Research and Development, is often included in 
the names of companies that are involved in R&D work. 

Iis relatively difficult to obtain original copies of these documents. 
Although the card catalog at the U.S. Library of Congressin Washington, 
D.C.,hasa card on file for the February 1956 “Electrogravitics Systems" 
report (LOC no. 3,1401,00034,5879; call no. TLS65.A9), when I tried 
to check out the report in 1985, the librarian found that it was missing 
from its shelves. A subsequent check of the Library of Congress сот 
puter database showed that one other library in the United States kept 
а copy of the report. That was the Wright-Patterson Air Force Base 
"Technical Library in Dayton, Ohio. Originally marked “confidential,” 


тет and intelligence data, qconomicecknical хва rends, and government 
‘news anaes, and reads Î do not know ifi continues го be paid. 
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the report had been declassified sometime prior to when I obtained it in 
1985 and is currently available for public scrutiny. It may be borrowed 
from Wright-Patterson through the interlibrary loan system, but doing 
зо may require some persistence on the part of the requester since the 
documentis not cataloged on all Wright-Patterson computer databases, 
хо Air Force librarians might overlook йз presence. The February 1956 
report is reproduced in appendix С. 

An original copy of the December 1956 report was more difficult 
to locate, Librarians at Wright-Patterson could not find a copy in their 
stacks and an attempt to obtain the document from Aviation Studies 
was also unsuccessful. The director responded that copies of both 
1956 clectrogravitics studies could not be found in its files. Currently, 
however, itis posible to download these documents from the Internet. 
Aircraft and missile companies that have been purchasing the Aviation 
Studies reports may still keep copies ofthese older issues in their tech- 
nical libraries, but company officials may be hesitant to share them 
with outsiders, There is an apparent effort to keep this subject very 
quiet. For example, Loral Vought Systems Corporation of Grand 
Prairie, Texas, a company that is heavily involved in missile R&D and 
that served as a subcontractor to Northrop Grumman Corporation 
‘on development of the B-2 stealth bomber, had listed the December 
1956 report on its library database, but in а 1993 telephone conversa- 
tion, one of their librarians told me that the document was marked as 
"destroyed." Although she mentioned that three ог four other Aviation 
Studies reports were listed, she was unwilling to divulge their titles 
and cited company policy that prevented the documents from being 
loaned out. 

"The subtitle of the February 1956 report—An Examination of 
Electrostatic Motion, Dynamic Counterbary, and Barycentric Control 
blatantly indicates that it deals with gravity control. The words dynamic 
‘counterbary and barycentric control translate to mean antigravity pro- 
pulsion and the control of gravity, the root word агу coming from the 
Greek Варт, meaning weight. More specifically, page 19 of this report 
defines counterbary as “the manipulation of gravitational force lines” 
and barycentric control as “the adjustment to such manipulative capa- 
bility to produce a stable type of motion suitable for transportation.” 
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"The glossary of the December 1956 Aviation Studies report defines 
counterbary as "another name for lofting . . . the action of levitation 
where gravity’s force is more than overcome by electrostatic or other 
propulsion." It defines harycentric control as “the environment for reg- 
ulation of loting processes in а vehicle.” 

The term “dynamic counterbary,” or contrabary, was coined by the 
renowned German scientist Burkhard Heim, who used it publicly for 
the first time in 1952 in a Stuttgart lecture titled “Dynamic Contrabary 
and the Solution of Astronautical Problems.” Heim had been heavily 
engaged in gravity force field research in the carly 1950s and claimed to 
have discovered what he called the "contrabaric effect,” a way of induc- 
ing a gravitational force field by electromagnetic means. 

"The February 1956 report briefly reviews Brown's seminal work and 
mentions һа 1952 Project Winterhaven proposal to develop an electro- 
sravitic interceptor disc of approximately 35 feet in diameter that would 
Ье capable of attaining Mach 3 (2,250 miles per hour) and executing 
sharp-edged changes of direction. The authors of the report were quite 
convinced that electogravitics involves a ponconventional method for 
artificially altering а vehicle's gravity eld, because the report begins by 
stating 


Electrogravitics might be described as a synthesis of electrostatic 
energy used for propulsion... and gravtics (or dynamic counterbary) 
in which energy is also used to set up а local gravitational force inde- 
pendent of the earths... 

The essence of electrogravitics thrust is the use of a very strong 
positive charge on one side of the vehicle and а negative on the other. 
"The core of the motor is a condenser and the ability of the condenser 
to old its charge (the К number) is the yardstick of performance 

The electrogravitics sacer can perform the function of a classic 
lifting surface—it produces a pushing effect on the under surface and 
a suction effect оп the upper, but, unlike the airfoil, does not require 
а flow of air to produce the effect 


The report summarizes clectrogravitics work that was being 
done im the United States and in Great Britain and even indicates 
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that several antigravity test rigs were in operation at that time. It 
also includes extracts from various issues of Aviation Report dated 
between August 1954 and December 1955. These give an illuminat- 
ing view of how interest in clectrogravitics progressively expanded 
‘over this eighteen-month period. Some interesting excerpts are quoted 


here in chronological order: 


Arcri-caavrrarion RESEARCH 
"The basic research and technology behind elecro-anigavitation is s0 
‘uch in ts infancy that this в perhaps one field of development where 
mot ойу the methods but the ideas are secret. Nothing therefore can 
be discussed freely atthe moment Very few papers on the subject have 
been prepared so far, and the only schemes that have seen the light 
of day are for pure research into rigs designed to make objects float 
around freely in a box... long term айта... envisage equipment that 
can defeat gravi 

Aviation Report, August 20, 1954 


Masacestat Poticy Fon Axiciuwmce 
avitics work is. likely to go to companies with the biggest 
electrical laboratories and facilities. It is also apparent that anti- 
avitics, like other advanced sciences, will be initially sponsored 
for its weapon capabilities. There are perhaps two broad ways of 
using the science—one is to postulate the design of advanced type 
projectiles ... The other, which is а longer term plan, is to create an 
entirely new environment with devices operating entirely under an 


tic envelope. 


Aviation Report, August 24, 1954 


Gravines Foruvtartons 
Some extremely ambitious theoretical programs have been submitted 
and work towards realization of a manned [anti gravitic] vehicle has 
begun. On the evidence, there are far more definite indications that 
the incredible claims are realizable than there was, for instance, in 
supposing that uranium fission would result in a bomb. 

Aviation Report, September 7, 19547 
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An October 1954 report refers to Brown's 1952 Winterhaven Project 
proposal and indicates that the Pentagon was about to begin funding 
the development of electrogravitic aircraft: 


Exectao-caavimic Prorvtstow Srruarion 
Under the terms of Project Winterhaven [1952] the proposals to 
develop elecro-gravitcs to the point of realizing a Mach 3 combat 
type disc were not far short of the extensive effort that was planned 
for the Manhattan District. Indeed the drive to develop the new prime 
mover is in some respects rather similar to the experiments that led to 
the release of nuclear energy in the sense that both involve fantastic 
‘mathematical capacity and both ae sciences so new that other allied 
sciences cannot be of very much guide. In the past two years since the 
principle of motion by means of massive-K was first demonstrated on 
a progress has been slow. But the indications are now that 
the Pentagon is ready о sponsor a range of devices to help further 
knowledge... Tentative targets now being set anticipate that the first 
disc should be complete before 1960 and it would take the whole of 
the "sixties" to develop it properly, eventhough some combat things 
might be available ten years from sow. ... The frame incidentally is 
indivisible from the "engine." 1f there is to be any division of respon- 
sibility it would be that the engine industry might become respon 
sible for providing the electrostatic energy (by, itis thought, a kind of 
flame) and the frame maker foc the condenser assembly which is the 
core of the main structure. 


Aviation Report, October 12, 1954 


Note that the October report mentions Brown's flame-jet high- 
voltage generator concept as а means for generating electrostatic 
energy and suggests that such a device would be developed by the jet 
engine industry. A November 1954 report describes the Air Force's 
first attempts to draw up specifications for the development of an elec 
trogravitic vehicle and notes that the goal of a Mach 3 combat saucer 
would be possible through an extrapolation of technology available at 
that time: 
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Салика Srers 
Specification writers seem to be stil rather stumped to know what 
to ask for in the very hazy science of elactrogravitic propelled vehi: 
cles. They are at present faced with having to plan the first family 
of things—first of these is the most realistic type of operational test 
and second, the first type of test vehicle. In turn this would lead 
to sponsoring of a combat disc. The preliminary test rigs which gave 
‘only feeble propulsion have been somewhat improved, but of course 
the speeds reached so far are only those more associated with what 
is attained on the roads rather than in the air. But propulsion is 
now known to be possible, во й is а matter of feeding enough КУА 
[kilovolt- amperes] into condensers with better К figures. 50,000 is a 
magic figure for the combat saucer—it is this amount of КУА and this 
amount of K that can be translated into Mach 3 speeds. 

Aviation Report, November 19, 19547 


The term “КУА, which stands for kilovolt-amperes, is used exclu- 
sively in referring to power consumption in which the power source is 
AC. Its use in the above passage suggests that the disc being discussed 
was to use high-K capacitors powered with AC, rather than DC.” If the 
disc's capacitors were instead powered exclusively with DC, then it would 
have been more proper to refer to kilowatts of power, or KW.* Also, this 
same report later states, "Perhaps the main thing for management to bear 
in mind in recruiting men is that essentially electrogravtics is a branch 
of wave technology and much of it starts with Planck's dimensions of 
action, energy, and time, and some of this is among the most firm and 
least controversial sections of modern atomic physics.” So here is further 
acknowledgment that researchers were actively investigating the use of 
time-varying electric fields for clectrograviti propulsion. 

Although Brown's early demonstration discs were powered with 
high-voltage DC power, later demonstrations, such as the one giver 


When a capacitor is energized with AC, there is phase die between the current 
tend مون‎ cine жены wach thet the corset change батар ы capacitor tends t 
lead the voltage change across it. Consequently the product of average current times 
average voltage lar Klowats i aot а good measure for the average power of a half 
Cre sach cae, electrical engineer теневой арата, 
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gymnasium at Pearl Harbor, appear to have instead used rectified АС. 
Also, in one of his patents, Brown briefly alludes to energizing high-K 
dielectrics with high-frequency AC, but he kept faily quiet about this 
part of his work. How an AC-cnergized capacitor might be used to pro- 
duce an amplified electrogravitic thrust is described in the next chapter. 

During а January 25, 1955, meeting of aviation leaders held in New 
York, George S. Trimble, vice president of advanced design for Glenn 
Martin Aircraft in Baltimore, was quoted by the Associated Press as 
saying, “Unlimited power, freedom from gravitational attraction, and 
infinitely short travel time are now becoming feasible"? He then added 
that eventually all commercial air transportation would be in vehicles 
operating on these fantastic principles. Recall that Brown had briefly 
worked at the Baltimore Glenn Martin plant sixteen years earlier, before 
the beginning of World War I Undoubtedly, he had planted the seeds 
about electrogravitics at that early date. 

At the same meeting, Dr. Walter R. Dornberger, a guided missile 
consultant for the Bell Aircraft Corporation, predicted th 
would eventually travel at 10,000 miles per hour (Mach 13). This would 
make possible a trip from New York to Sidney, Australia, in approxi 
mately one hour. Two weeks later, Aviation Studie issued a report dis 
closing that many aircraft companies were aware of the existence ofthis 
antigravity technology: 


Masaceurxr Nore ron Etscruo-ciavimice 
New companies. who would like to se themselves as major defence 
prime contractors in ten or fifteen years time аге the ones most likely 
to stimulate development. Several typical companies in Britain and 
the US. come to mind—outfis like AiResearch, Raytheon, Plessey in 
England, Rotax and others. But the companies have to face а decade 
‘of costly research into theoretical physics and it means a great deal 
of trust. Companies are mostly overloaded already and they cannot 
afford it, but when they sit down and think about the matter they can 
scarcely avoid the conclusion that they cannot afford not to be in at 
the beginning. 


Aviation Report, February 8, 19539 


Beyond Rocket Propulsion 73 


In July 1955, Aviation Report quoted Lawrence D. Bell, founder 
of Bell Aircraft, as saying that the tempo of development leading to 
the use of antigravitational vehicles would accelerate and that break- 
throughs that had become feasible at that time would advance the 
introduction of such vehicles ahead of the time it had taken to develop 
the turbojet." That same issue predicted chat government procure- 
ment would open up “because the capabilities of such aircraft are 
immeasurably greater than those envisaged with any known form of 

Vn October 15, 1955, the Department of Defense issued a news 
release informing the public that some government aircraft under devel 
‘opment could resemble lying saucers. Secretary of the Air Force Donald 
А. Quarles stated 


уже are now entecing a prid of aviation technology in which ar 
чай of unusual configuration and fight characteristics will begin to 
appear... The Air Force and other Armed Services have under devel- 
‘opment several vertical ring, high performance aircraft... Vertical 
ring аган capable of transition to supersonic horizontal fight 
will be a new phenomenon in our skies, and under certain conditions 
could give the illusion of the so-called firing sauce." 


Although Quarles did not refer to any unconventional propul- 
sion technology, it may be no coincidence that just one year earlier the 
Pentagon had begun plans to fund the development of Brown's elee- 
trogravitics technology. To camouflage the truly exotic nature of the 
project, the news release called attention to the disc-shaped AVRO car, 
developed by AVRO Ltd. of Canada. The AVRO car was an illcon- 
ceived vehicle that used a conventional air turbine that was ducted to 
provide vertical lift. Unfortunately, its design was inherently unstable; 
it had the persistent tendency to flip over after rising just a few feet off 
the ground. 

The November 1955 issue of Aviation Report acknowledges the key 
role that the Aviation Studies newsletter played in catalyzing the devel 
opment of the clectrogravitics industry: 
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Etecraocaavinics Feast 
The feasibility of a Mach 3 fighter (the present aim in studies) is 
dependent оп a rather large К extrapolation, considering the pair of 
saucers that have physically demonstrated the principle only achieved 
a speed of some 30 fps [fet per second]. But and this is important, 
they have attained a working velocity using a very inefficient (even by 

to-day s knowledge) form of condenser complex. 
1t was, by the way, largely due to the ead references in Aviation 
Report that work is gathering momentum in the U.S. Similar studies are 
beginning in France, and in England some men are on the ob full time. 
Aviation Report, November 15, 19555 


Later that month, Ansel Talbert, military and aviation editor for the. 
New York Herald Tribune, published a series of articles on the aviation 
industry's interest in gravity control. On November 20, he wrote: 


A number of major, long-established companies in the United States 
aireraftsand electronics industries also are involvedin gravity research. 
Scientists in general, bracket gravity with life tel as the greatest 
‘unsolved mystery in he Universe, But there are increasing numbers 
‘who fee that there must Бе a physical mechanism for is propagation 
‘which can be discovered and controlled. Should this mystery be solved 
it would bring about a greater revolution in power, transportation, 
and many other fields than even the discovery of atomic power. The 
influence of such a discovery would be of tremendous import in the. 
field of aircraft design where the problem of fighting gravity’ effects 
has always boen basic. 


Talbert's article displayed a photo of two General Dynamics Con- 
айе Division scientists conducting a research experiment aimed at con- 
trolling gravity. It showed them facing an apparatus supported on pillars 
that was wired with electrical connections. In an article dated November 
21, Talbert named six other firms that were involved in such studies: 


Aircraft industry firms now participating or actively interested in prav- 
ity include the Glenn L. Martin Co. of Baltimore, builders ofthe nation's 
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fis giant jt powered fiying boat Conair of San Diego, designers and 
builders ofthe giant 2-6 intercontinental bomber and the words first 
successful vertical take-off fighter, Rell Aircraft of Bafa, builders of 
the first piloted airplane to Ву faster than sound and a current jet *ver- 
tical takeoff and landing? airplane, and Sikors division of United 
Aircraft, pioneer helicopter builders, Lear, Inc. of Santa Monica, one 
ofthe world's largest builders of automatic pilots for airplanes, Clarke 
Electronics of Palm Springs, California, а pioneer in its field, and the 
Sperry Gyroscope Division of Sperry-Rand Corp, of Great Neck, L.1 
‘which а doing important work on guided misiles and earth tls, 
abo have scientists investigating the gravity problem." 


‘Talbert also named several physicists who were interested in pursu- 
ing gravity control research: 


current efforts to understand gravity and universal gravitation both 
atthe sub-atomic level and at the level of the Universe have the positive 
backingtoday of many of Amerca'voutstandingphyscists. Thoieinclude 
Dr. Edward Toller of the University of California, who received prime 
credit for developing the hydrogen bomb, Dr. J. Robert Oppenheimer, 
director of the Institute for Advanced Study at Princeton, Dr. Freeman, 
J. Dyson, theoretical physicist at the institute, and Dr. John A. Wheeler, 
profesor of physics at Princeton Univer, who made important соп. 
tributions to Americal first nuclear fission project 


Others mentioned to be working on understanding gravity included 
Dr. Vaclav Hlavaty of the University of Indiana and Drs. Stanley Deser 
and Richard Arnowitt of Princeton's Institute for Advanced Study. 
Unlike his colleague Albert Einstein, Hlavaty believed gravity simply to 
be one aspect of electromagnetism. 

In his November 21 article, Talbert further acknowledged the exis- 
tence of a widespread industry program geared toward gravity control 
research: 


Many in America’s aircraft and electronics industries are excited 
‘over the possibility of using its magnetic and gravitational fields as 
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а medium of support for amazing “flying vehicles” which will not 
depend on the air for lift. Space ships capable of accelerating in а few 
seconds to speeds many thousands of miles an hour and making sudden. 
changes of course at these speeds without subjecting their passengers 
tthe so-called "С Копа caused by gavit pull also are envisioned, 
"These concepts are part of a new program to solve the secret of grav- 
ity and universal gravitation already in progress in many top scientific 
laboratories and long-established industrial firms of the nation, 

William P Lear, inventor and chairman of the hoard of Lea, Inc. 
‘one of the nation’s largest electronics firms specializing in aviation, 
for months has been going over new developments and theories relt- 
ing to gravity with his chief scientists and engineer. Mr. Lear in 1950 
received the Collier Trophy from the President of the United State 
"for the greatest achievement in aviation in America” through devel: 
oping а lightweight automatic plot and approach control system for. 
jet fighter planes. He is convinced that it will be posible о create ati- 
ficial "elctro-graviational fields whose polarity can be controlled 
to cancel out gravity” Не told this correspondent: “All the (mass) 
materials and human beings within these fields will be part of them. 
"They will be adjustable so as to increase or decrease the weight of 
any object in ies surroundings. They won't be affected by the earth's 
goavity or that of any celestial body. This means that if any person 
‘was їп an ant-gravitaional airplane or расе ship that carried along 
its own gravitational field . . .— no matter how fast you accelerated 
ог changed course—your body wouldnt any more fel it than it now 
feels the speed of the earth." 


ї is unlikely that an industrialist as prominent as Lear would make 
such a strong statement unless he himself had seen concrete evidence 
that such an electrogravitic effect was possible. Bell, whose company 
in Buffalo had built the first piloted aircraft in history to fly faster 
than sound, also was optimistic about the results of gravity research 
then in progress. The New York Herald Tribune quoted him as saying, 
“Aviation as we know it is on the threshold of amazing new concepts. 
The United States aircraft industry already is working with nuclear fuels 


and equipment to cancel out gravity instead of fighting i. 
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Grover Loening, the first engineer hired by the Wright broth- 
ers and whose forty-year carcer in aircraft design, construction, and 
consulting had been decorated by the U.S. Air Force, told Talbert, “I 
firmly believe that before long man will acquire the ability to build 
an electromagnetic contra-gravity mechanism that works, Much the 
same line of reasoning that enabled scientists to split up atomic struc- 
tures also will enable them to learn the nature of gravitational attrac- 
Чоп and ways to counter #7" 

"Trimbles company, Glenn Martin, was the fist in the United States 
to investigate clectrogravitational propulsion. This is not surprising 
given that Brown worked for Martin as carly as 1939. The New York 
Herald Tribune said that, under Trimble's initiative, Martin Aircraft 
was building a laboratory between Baltimore and Washington to house 
the new Research Institute for Advanced Study, which would be com- 
mitted to investigating the theoretical basis of clectrogravitics and to 
conducting programs in applied research. Regarding the development 
of this new technology, the Herald Tribune quoted Trimble 
®1 chink we could do the job in about the time that it actualy required 
to build the first atomic bomb if enough trained scientific brain-power 
simultaneously began thinking about and working towards a solution. 
Actually the biggest deterrent to scientific progress is a refusal of some 
people, including scientists, to believe that things which seem amazing 
can really happen. 

Dudley Clarke, president of Clarke Electronics, was also reported. 
to be optimistic about gravity contro. In ап article dated November 22, 
"Talbert stated, “Mr. Clarke notes that the force of gravity is powerful 
enough to generate many thousand times more electricity than now is 
generated at Niagara Falls and every other water-power center in the 
world—ifit can be harnessed. This impending event, he maintains, will 
make heat and power needed by one family for ап indefinite period." 

“Two weeks after the Herald Tribune story came out, Aviation 
Report stated: 


Exectao-caavrnics Error Winrnasc 
Companies studying the implications of gravitic are said in a new 
statement, to include Glenn Martin, Convair, Sperry Rand, Sikorsky, 
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Bell, Lear Inc. and Clarke] Electronics. Other companies who have 
previously evinced interest include Lockheed, Douglas and Hiller. The 
remainder are not disinterested, but have not given public support to 
the new science which is widening all the time. The approach in the 
US. isin a sense more ambitious than might have been expected. 
Aviation Report, December 9, 19559 


Of these companies, Brown had particularly strong ties with 
Lockheed, having worked there just ten years earlier. The Aviation 
Studies “Electrogravitic Systems” report, issued two months after the 
December 9 article quoted above, noted the increasing number of U.S. 
aviation companies that were expressing interest in antigravity propul- 


tion technology: 


One of the difficulties in 1954 and 1955 was to get aviation to take 
lectrogravitics seriously. The name alone was enough to put people 
off. However, in the trade much progress has been made and now 
most major companies inthe United States are interested in counter- 
ary. Groups are being organized to study electrostatic and elcro- 
magnetic phenomena. Мом of the industry's leaders have made some 
reference to it. Douglas has now stated that it has counteebary on its 
work agenda but does not expect results уе awhile. Hiller has referred 
to new forms of flying platform, Glenn Martin say gravity control 
could be achieved in six years, but they add that it would entail a 
Manhattan District type of effort to bring it about. Sikorsky, one of 
the pioneers, more ос less agrees with the Douglas verdict and says 
that gravity is tangible and formidable, but there must be а physical 
carrier for this immense trans-spatial force. This implies that where a 
physical manifestation exists, а physical device can be developed for 
creating a similar force moving in the opposite direction to cancel it. 
Clarke Electronics state they have а rig, and add that in their view the 
source of graviy s force will be understood sooner than some people 
‘think. General Electric is working om the use of electronic rigs designed 
to make adjustments to gravity his line of attack has the advantage 
‘of using rigs already in existence for other defence work. Bell also has 
an experimental rig intended, as the company puts it, to cancel out 


Beyond Rocket Propulsion 79 


gravi, and Lawrence Bell has said he is convinced that practical hand- 
‘ware will emerge from current programs. Grover Leoning is certain 
that what he referred to as an electro-magnetic contra-gravity mecha- 
nism will be developed for practical use. Convair is extensively com- 
‘mitted tothe work with several rigs. Lear Inc. autopilot and electronic 
engineers have а division of the company working on gravity research 
and so also as the Sperry division of Sperey-Rand. This list embrac 
most of the U.S. aircraft industry, The remainder, Curtis Wright, 
Lockheed, Boeing and North American have not yet declared them- 
selves, but all these four are known to be in various stages of study 
with and without rigs. 


The report added that a certain amount of antigravity work was 
also going on in Europe. It mentioned two French companies getting. 
involved and several private ventures developing rigs in Britain. It also 
mentioned that one Swedish company, two Canadian companies, and 
several German companies were also making studies. The Airplane 
Corporation and Gluhareff Helicopter were among the foreign compa- 
nies that had recently joined the growing gravity rescarch club. 

‘The report extrapolated that it should be possible to produce а 
Mach 3 fighter disc by electrifying the craft with million-volt potent 
and using surface coatings having K-values of more than 10,000. By that 
time, К figures of 6,000 had been obtained from some ceramic materi 
als, and researchers had demonstrated 30 percent weight reductions in 
some energized devices. Moreover, there were prospects of synthesiz~ 
ing ceramics with K figures as high as 30,000. Thus it was felt that an 
‘operational manned aircraft could be built simply by scaling up what 
‘was then already in existence. 

The emphasis on using high-K dielectric materials for the craft's 
hull indicates that its designers planned to achieve gravity control 
marily by electrically charging the craft's surface rather than depend- 
ing entirely on the graviic effect of external ion clouds. Nevertheless, 
since this vehicle was to obtain its high-voltage power from a flame-jet 
generator, its designers probably planned to make beneficial use of such 
auxiliary ion cloud effects. 

‘One month after the February 1956 Aviation Studies report was 


rele 
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эзе, Interavia magazine echoed similar optimism regarding the 


practical application of Brown's electrogravitic technology: 


Such a gravitc force raised exponentially to levels capable of push- 
ing man-carrying vehicles through the air—or outer space—at ultra 
high speeds is now the object of concerted effort in several countries, 
Once achieved, ie will eliminate том of the structural dificulkies now 
encountered in the construction of highspeed aircraft . . . The force 
is not a physical one acting initially at a specific point in the vehicle 
that needs then to be translated to al the other parts, Iia an elecro- 
gravitc ld acting om all parts simultaneous. Changes in direction 
and sped of flight would be effected by merely altering the intensity, 
polarity and direction of the charge. 


In December 1956, Aviation Studies issued а second progress report 


that pointed out the military advantages of the technology and men- 
tioned that government funding was being continued: 


Electrostatic discs can provide lift without speed . . . This could be 
an important advance over all fores of зебой which require induced 
flow, and (lft without airflow) is a development that deserves to 
be followed up in its own right, and one that for military purposes 
is already envisaged by the users as applicable to all three services 
(Army, Navy, & Air Force. This point has been appreciated in the 
United States and a program in hand may now ensure that develop- 
ment of large sized disks will be continued. This is backed by the 
U.S. Government, but it is something that will be pursued on a small 
scale, This acceptance follows Browns original suggestion embodied 
in Project Wintechaven.* 


The report also made the following revealing assessment of the clec- 


trogeavitcs industry situation: 


Already companies are specializing in evolution of particular com- 
ponents of an electrogravitics disk. This implies thatthe science is 
in the same state as the ICBM, namely that no new breakthroughs 


BepsdiodetPopdson Gi 


are needed, only intensive development engineering. This may be an 
‘optimistic reading of the situation, it is true that materials are now 
available for the condensers giving higher K figures than were рони. 
lated in Winterhaven as necessary, and all the ingredients necessary 
for the disks appear to be available. But industry is still some way 
from having an adequate power source, and possessing any practical 
experience of running such equipment. 


The report suggests that other companies were duplicating Brown's 
flying disc experiment and similarly obtaining speeds in the range of 
hundreds of miles per hour. t states, "High speeds in electrostatic pro- 
pulsion of small discs will be worth keeping track of (by high speed 
‘one means hundreds of mph) and some of these results are beginning 
to filter through for general evaluation.” Interest in the subject of 
antigravity continued to accelerate in the following years. In January 
1957, the Institute of Field Physics at the University of North Carolina 
in Chapel Hill held a weeklong scientific conference on the role of gravi 
tation in physics. The conference was attended by forty-five physicists 
from the United States and seven other countries. Brown was undoubt- 
edly among them. Interestingly, the Wright Air Development Center of 
Wright-Patterson Air Force Base was one of the sponsors of the meeting 
and was also in charge of publishing the conference proceedings." That 
same year, J. E. Surrat Je, vice president of the Society of Aeronautical 
‘Weight Engineers, said that Wright-Patterson was equipped with a mul- 
‘imillion-dollar installation designed for the research and study of anti- 
gravity forces." 

A. V. Cleaver, who worked as assistant chief engineer at the Aero 
Engine Division of Rolls-Royce, assessed the status of electrogravitics 
in a February 1957 article published in the prestigious Journal of the 
British Interplanetary Society. He estimated that government and 
industry in the United States were spending on the order of $5 million 
annually on fundamental research on clectrogravitics and noted that 
firms in France, Italy, and Japan may also have been researching the 
phenomenon. 

Nevertheless, unknown to the many newcomers being indoctri 
nated into the field of electrogravitics, this multicompany R&D effort 
was merely supplementing а highly classified effort that had already 
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been in progress since the end of World War П. This preexisting project, 
known as Project Skyvaule, was actually ahead in achieving the goal of 
a manned antigravity craft. Yet before examining this project, let us 
study subsequent developments made by Brown that greatly improved 
the propulsion force of his technology. 


3 


ONWARD AND 
UPWARD 


3.1 « THE PARIS EXPERIMENTS 


‘Skeptics had claimed that Brown's flying discs were propelled entirely 
by ion wind pressure and would lose their propulsive force if tested in a 
vacuum chamber where few air molecules would be present, but in 1955 
and 1956, they were proved wrong. Under the sponsorship of the French 
government, Brown conducted a series of vacuum chamber experiments 
at facilities made available by Société Nationale du Constructions 
Acronautiques du Sud-Ouest, a Paris-based aeronautical corporation. 
"There, he successfully flew a pair of miniature saucer airfoils in a high 
vacuum of less than one billionth of an atmosphere. Not only did the 
discs propel themselves more efficiently, but they also sped faster, since, 
without ion leakage, they could be energized with greater voltages. 
"The tests used a 200-watt power source to supply DC potentials rang- 
ing from 70 to 220 kilovolts Few details are known about these tests 
because the results were considered a confidential matter. However, it 
appears the discs measured about 4 to 5 inches in diameter and had a 
central body made of solid aluminum"? By comparison, the 1.5- and 3- 
foot-diameter discs that Brown had tested in his carousel demonstration 
were made of Plexiglas and lightweight sheet aluminum. 
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In addition to these miniature airfoils, Brown conducted vacuum 
chamber tests of a rotor apparatus. (Appendix D presents one of his 
reports on this experiment.) The apparatus consisted of an arm that 
rotated about a central bearing and that was fitted at cach end with 
a pair of electrodes (figure 3.1). When the electrodes were oppositely 
charged, the rotor spun like a pinwheel, revolving around its axis in the 
negative-to-positive direction. It was found that the torque increased in 
an exponential fashion with applied voltage. At times when а stream of 
electrons would discharge from the negative to the positive plate, the 
rotor would acquire a momentary burst of forward thrust. At around 
150 kilovolts, the rate of rotation became so great after four or five 
discharges that the voltage had to be reduced for fear that the rotor 
might fly apart and shatter йз glass Бе аг enclosure, Moreover, Brown 
found that the thrust persisted even when the capacitor elements were 
each surrounded by Plexiglas enclosures in the manner shown in figure 
3.1. Since there was no way that ions could escape from the enclosures 
ion thrust could be ruled out as a motive force. He also used asym- 
metrical capacitors having electrodes of differing sizes in which either 
the positive plate was larger than the negative or the negative plate wa 
larger than the postive. However, neither of these geometries had any 
appreciable effect on the amount of thrust generated by the discharge 

In February 1973, Dr. Rolf Schaffranke, who wrote the book Ether 
Technology under the pseudonym Rho Sigma, received a letter from 
Brown responding to inquiries he had made about Brown's Paris experi- 
ments.’ In that letter Brown disclosed that the thrust on the rotor was 
several orders of magnitude larger than ion thrust could account for. He 
also related to Schaffranke that he had obtained a greater thrust when 
a massive high-K dielectric such as barium titanate was placed between 


Figure 3.1. Top view of 
ЕЛЫ. the electrograitc rotor 
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the capacitor plates. He also acknowledged that a residual thrust was 
obtained even when there were no discharges, clear evidence of the exis- 
tence of a Biefeld-Brown electrogravitc effect. 

Several effects could explain why very large thrusts accompanied 
cach discharge event. As one possibility, the volley of high-energy clec- 
trons that formed the spark discharge could have delivered an clectro- 
gravitic impulse to the positive electrode. The electron burst would 
have moved from the negative to the positive electrode of the spark- 
ing rotor capacitor at close to the speed of light. That is, in the pre- 
тайпа hard vacuum, electrons accelerated by a 150-kilovolt potential 
would have attained a velocity of about 82 percent of the speed of light. 
Subquantum kinetics predicts that these free electrons would have gen- 
crated а local gravity potential hill, and as they flew toward the positive 
electrode, they would have carried this gravity potential hill with them. 
In the rotor rest frame, this would have appeared as a forward-propa- 
gating gravity potential wave. The sharp potential rise at the leading 
edge of this wave would have had a matter-repeling effec, which would 
have given a thrust impulse in the negative-to-positive direction as it 
momentarily passed through the postive electrode mass and any inter- 
vening dielectric. This electrogravitic impulse effect is further discussed 
in chapter 6 in connection with the gravity beam experiments of the 
Russian materials scientist Eugene Podkletnov. 

"The nonlinear field gradient associated with each spark could also 
have contributed to the thrust. Brown observed that the discharges were 
emitted from a point on his negative electrode and fanned out to pro- 
duce a broad luminescence on his positive electrode. In other words, 
regardless of the size of his positive electrode, whether it was a 4-inch 
disc or a half-inch sphere, the field produced from the discharge would 
have fanned out from a small high-flax-density region to a larger low- 
density region. The fanning geometry of the discharge and the sudden 
onset of the discharge would momentarily have produced a nonlinear 
electric field between the capacitor plates. This in turn would have gen- 
crated a large virtual-charge gradient between the capacitor electrodes 
along with an accompanying gravity potential gradient that would have 
‘momentarily induced a large thrust on the capacitor dielectric in the 
direction of the positive electrode, where the field's flax density would 


Be Onward and Upnard 


have been lowest. We will defer further discussion of such virtual charge 
clectrogravitic effects until section 4.2 of the next chapter. 

Brown's work as a consulting physicist for Société Nationale 
de Constructions Aeronautiques du Sud-Ouest came to an end in 
1956, when the company merged with a larger company, Sud Est, 
that apparently had no interest in clectrogravitics. That summer he 
returned to the United States with all hs papers and took up residence 
in Washington, D.C.* There, he contacted the Navy, hoping to show 
them his Paris data, which proved that their earlier ion wind theory 
was wrong. He was met by Admiral Rickover, but instead of show- 
ing interest in Brown's results, the admiral sternly advised him not to 
take his electrogravitics work any further, that it would be best if he 
dropped it? Nevertheless, by the end of 1956, the Pentagon had begun 
sponsoring electrogravitics research that was then in progress at some 
of the major aerospace firms and had apparently elevated the matter to 
ıa top-secret status, Was Brown, the father of this amazing technology, 
to be excluded from the inner circle of companies chosen to develop 
his ideas? 

Brown was unwilling to give up that easily. He continued his work 
under the sponsorship of a Delaware company he had formed called 
‘Whitchall-Rand Corporation, which had offices in both Washington 
and London. He probably chose the name Whitehall to allude to the 
executive branch of the British government, which is based largely on 
Whitehall Stree in London. In July 1957, while serving as its director 
of research and development, he protected his electric disc and flame- 
jet-driven aircraft ideas by applying for three U.S, patents (2,949,550; 
3,018,394; and 3,022,430). When these were issued, in 1960 and 1962, 
they were assigned to Whitchall-Rand. Brown was the only contributor 
of patents to this company. 


Py the end of August, even had founded the National Investigations Commitee 
on Aerial Phenomena alo knows as NICAP), a UFO research organization that at 
the ie en the ери мый иий infect کے‎ ach ариден». Neverthe, four 
‘month later, эс а тегин of а dngzeement ovr what the organization's objectives 
should be, he was forced to eign a из director, the poston being subsequently fled 
by Major Donald E. Keyboe- 
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3.2 *OVERUNITY LEVITATION 


In the fall of 1957, Brown teamed up with Dr. Frank King and Agnew 
Bahnson Је, who also had a strong interest in antigravity research. 
Bahnson, an industrialist from Winston-Salem, North Carolina, had in 
1956 played an instrumental role in establishing the Institute of Field 
Physics at the University of North Carolina, an organization dedicated 
to the study of gravitation. Having a longtime interest in Brown's clec- 
trostatic antigravity propulsion work, Bahnson constructed а well 
equipped private laboratory in Winston-Salem and invited Brown down 
as consultant to work with himself and King. Beginning in November 
1957 and continuing foc several years, the three carried out electrogra 
vitis research on various kinds of “ballistic electrode” saucer models. 
Bahnson kept a record of their work in a series of laboratory notebooks, 
and some of this was reviewed by Charles Yost in the second issue of 
Electric Spacecraft Journal? This work led Brown and Bahnson to file 
а series of U.S. patent applications in May 1958: an “electrokinetic 
apparatus" patent awarded to Brown in June 1965 (3,187,206) and two 
“electrical thrust producing device" patents awarded to Bahnson in 
1960 and 1966 (2,958,790 and 3,263,102). 

That same year, Brown and his friends organized a company called 
Rand International Limited, with Brown serving as its president. 
"Together, they carried on clectrogravitics experiments and applied for 
more than seventy-five patents in twelve major countries (ће United 
States, Australia, Canada, France, Belgium, Great Britain, Germany, 
Holland, Italy, Japan, Sweden, and Switzerland). 

ї was around this time that Brown succeeded in developing a 15- 
inch-diameter, dome-shaped saucer that was capable of levitating its 
‘own weight! Kitselman, Brown's mathematician friend, related that he 
had contacted Brown after being out of touch with him for several years 
and was told, "The lift isnît just 1 percent any longer; the apparatus 
will now lift 110 percent of its own weight!” Kitselman and his wife 
immediately flew to Washington and with their own eyes saw a mod- 
crately heavy gadget made of metal and Pyrex lift itself right up when 
50 kilovolts of electricity were applied and float steadily when a slightly 
lower voltage was used." 

In an April 1973 letter to Schaffranke, Brown confirmed that he 
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had performed this demonstration but indicated that he had conducted 
experiments throughout the entire voltage range from 50 to 250 kilo- 
voles DC. Illustrating his letter with the sketch depicted in figure 3.2, 
Brown wrote: 


Mr. Kitselman witnessed an experiment utilizing a 15" circular, dome- 
shaped aluminum electrode, wired and energized as in the attached 
sketch. When the high voltage was applied, this device, although teth- 
ed by wires from the high voltage equipment, did rise in the air, lift 
ing not only its own weight bot also а small balance weight which was 
attached to it on the underside It is true that this apparatus would 
‘exert a force of upward of 110% of ts weight” 


In a November 1, 1971, letter written to electrical engineer Tom 
‘Turman to respond to some of Turmar's questions, Brown described 
tests on an 18-inch-diameter disc that lifted 125 percent of its weight: 


Wo used a trarcuat ballistic electrode as the anode and a small elec: 
trode underneath as the cathode . . . The large electrode was made 
of a balsa umbeella-like frame with aluminum foil covering. A thin 
lass stand-off insulator mounted the cathode as shown in the draw. 
ing [drawing shown in appendix А]. The lift of this unit at 170 ky was 


Figure 3.2. А cross-sectional 
‘ew of a model electrogravitic 
saucer that was capable of 
‘sustained levitation. (Brown, 
April 5, 1973, eter written to К. 


‘Schaffante) 
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about 125 grams. The electrode structure self weighed only about 
100 grams, so was actually self evitating е 


The report titled “Electrohydrodynamics,” issued in March 1960 
by the Electrokinetics Corporation, presents а diagram of this 18-inch- 
diameter test model that shows that a toroidal air current vortex was 
generated beneath the arcuate electrode when the electrode was electri: 
fied (figure 3.3)" И notes that this vortex was ап effective aerodynamic 
pattern for inducing lift, although vacuum chamber tests that were con- 
ducted showed that any momentum that may have been imparted by 
this ion wind would have been many orders of magnitude too small 
to account for the observed thrust. The report notes that hydrostatic 
pressure exerted against the entire inner surface of the large arcuate 
electrode resulted in a life force. 

In a second letter to Turman, Brown drew cross-sectional views 
showing how the hydrostatic air pressure is distributed beneath the рок 
itively charged electrode for differing inclinations of the negative сс. 
trode (se figure 3.4). The pressure was found to be up to 0.25-inch 
water gauge (0.64 gram per cm’) and more positive below the electrode 
than in the disc's immediate surroundings. Estimating from Brown's 
sketch, the positive pressure beneath the positive electrode would have 
averaged about 0.1 inch water gauge, or about 0.25 gram per em?. An 
18-inch-diameter saucer would have had a cross-sectional area of 1640 
em"; hence, this pressure would have imparted an upward force of up to 
400 grams, more than enough to support the 125-gram weight. 

‘Commenting on various means of steering or stabilizing the light 
of such a saucer, Brown wrote: 


and its generation of a 
toroidal airflow vortex. 
(Courtesy of the Townsend 
Brown Family and Qualight, 
LLG) 
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E er em <= 
— E: и Figure 14. The 
SEEN A pressure profile under 
В Brown's vertical Mfr 
friarcate ballistic 


electrode, (Drawing 
from 1971 letter 
from T. T. Brown 
10 T. Tuman, ee. 
appendix A, letter 3) 


It was found that, by canting the center electrode, the pressures could 
һе unbalanced so that one side or the other could be lifted. This could 
provide horizontal stability in а large prototype. An alternate way 
‘of doing this sto provide three independent electrodes in triangular 
configuration instead of one center electrode. These electrodes can be 
differently charged in order to change the electric field configuration 
under the ballistic canopy and this did away with the necessity for 
а mechanical moving part. Horizontal stability could be maintained 
entirely electrically 


Brown recognized that the forces involved may not be just electro 
sravitic, but may also involve a more conventional electrostatic force 
phenomenon such as electrophoresis (the force exerted on a charged 
particle in the presence of electric fields) or dilectrophoresis (the force 
exerted on dielectric materials in the presence of nonuniform electric 
fields). He referred to this new field of study generally as electrobydro- 
dynamics. the study of high-intensity electric field phenomena and 
their influence on nonconducting (dielectric) media. He regarded this 
area of investigation to be the counterpart to the more widely known 
field of magnetohydrodynamics. Electrokinetics Corporation's “Electro 
hydrodynamics” report also describes vacuum chamber tests in which a 
-inch-diameter ballistic electrode saucer was made to levitate when 
energized at 150 kilovolts DC, the lift force reaching a detectable level 
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above 10 kilovolts. The graph reproduced in figure 3.5 indicates how 
thrust and input electric current were found to vary as air pressure 
was decreased, with the supplied DC voltage being kept constant. 
"The report notes that when the pressure fell moderately below one 
atmosphere, current rose catastrophically and went off-scale when 
the pressure had decreased to about a hundredth of an atmosphere 
(10 mm of mercury). At these low pressures, the air spontancously 
ionized, producing a glow discharge that shorted out the electrodes. 
As a result, the electrogravitc thrust plummeted, only to reappear 
when the pressure had dropped to the very low value of 4 x 104 
atmospheres (0.003 mm of mercury). At and below this hard vacuum 
pressure, the glow discharge diminished, along with a precipitous 
drop in current to the device. Significantly, the graph demonstrates 
that thrust remained constant at 17 grams (0.6 glemr), despite the 
‘major drop in supplied current. The report states 


A significant feature of the curves is that, except for this imitation 
[the glow discharge gap], thrust remains constant with the reduction 


LJ 76 Ww о 
Pressure in mm of Hg 


Figure 3.5. Typical plot showing howe thrust and current vary with vacuum 


pressure for an electrokydrodynamic thrust device. (Sketch provided by T. T. 
Brown to A. Wagner) 
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im pressure to 10 mm of Hg, while current consumption falls off 


sharply demonstrating the system's improved efficiency as a hard 
vacuum is approached. 

For this reason the strong indication remains that thrust results 
primarily from electrostatic field stresses, rather than plasma flow. 
“Thus electrohydrodynamics may prove more efficient їп a hard vac 
‘uum (107 mm of Hg) than in air where the induced plasma actually 
seems to result in unnecessary power consumption. 


Because the rate of ion flux passing between the clectrodes of 
the device correlates with current, the ion wind should accordingly 
have dropped precipitously with the drop in current, Hence, the data 
clearly demonstrate that the source of the observed thrust із due not 
to ion wind, as critics often charged, but rather to some other force. 
‘This raises a question in regard to the canopy pressure measurements 
described in chapter 2. In the vacuum chamber tests, there would have 
been no vortical ion movement below the positive electrode, nor any 
air-induced pressure differential of the sort proposed in explaining the 
‘operation of the acro-marine vertical takeoff vehicle. The suggestion in 
the “Electrohydrodynamics” report that the upward thrust results from 
"electrostatic field stresses” is explored later in this chapter. 

Another test, presumably carried out with a larger electrode and 
energized at а higher voltage, achieved even greater thrusts: 


Laboratory devices weighing 100 grams (approx. 3.5 ounces) la 
power source have produced a thrust of 110 grams, for an electrical 
power expenditure of 500 watts (250,000 volts @ 2.0 milliamperes) 
"This experiment was performed in air (1 atmosphere) Supplementary 
research indicates much greater efficiency results [same thrust for less 
power input) when operated in a vacuum (10 * am Hg or better), when 
the current drops to about 2.0 microsmperes * 


Here, the report makes the astounding disclosure that under hard 
‘vacuum conditions, a force of 110 grams (1.1 newtons) could be achieved 
for a power expenditure of just 0.5 watt (250,000 volts times 2 10 
© amps), or 2,200 newtons of thrust per kilowatt. This is about 150 
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times the thrustto-power ratio of a jet engine! Also, i is 10,000 times 
greater than the thrustto-power ratio of a space shuttle main engine. 
‘The report notes that under harder vacuum conditions of 10 mmHg, 
such as exist in space, Brown's electrokinetic propulsion device would 
be expected to achieve even higher efficiencies due to a further reduc- 
tion im jon leakage power consumption. The report also compared 
the observed thrust with that of the National Acronautics and Space 
‘Administration's (NASA) ion propulsion engine, which weighed ten 
times as much as Brown's saucer and produced only 28 grams of force 
for an input power of 1,200 watts, or just 0.23 newton per kilowatt, 
Hence, NASA's ion propulsion engine was 10,000 times less efficient 
than Brown's electrokinetic dise. 

‘These measurements of thrust indicated that the force lifting 
Brown's electrified dise was almost 100 million times greater than what 
could reasonably be generated by an ion wind. For example, an upward 
thrust of 110 grams is equivalent to а force of about 10" dynes. By com- 
parison, a 2-microampere ion wind resulting from electrons accelerated 
in а 250-kilovolt potential would yield a force of somewhat over 101 
dynes, almost 100 million times less than the lift produced by Brown's 
apparatus. 


Jon Wind Force 
The upper-hritestmate for ion wind force may be arrved at through 
the following calculation: An electron curent of 2 х 10* amps would 
comprise ап ion wind fux of = 125 x 10" electrons per second. 
А voltage drop of 250.000 voks would accelerate these particles to а 
velocity у = 296 x 10* cm/sec, or 0988c, which woud yield Lorentz 
factor of y= 66, Theion wind force, or electron momentum fix, would 
equal F 91 x 103 g/eectron » y + ¥= 22x 10! dynes Ие юп 
wind was made up of aluminum ions instead of electrons, the renting 
force would be опу durs eh fol greater Ву companson, the iting 
force Brown observed amounted to 110 gm +980 cm/sec = 1.08 10° 
dyes. 
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"This vertical-life device performed much better than the tethered 
electrokinetic discs that Brown flew in his demonstration for Will 
‘Cady, the scientist from the ONR. It developed fourteen times greater 
thrust when electrified at a voltage that was more than five times 
higher. Also, it consumed thirty times less power when operated under 
vacuum conditions. 

Moreover, Brown's apparatus would have yielded a far greater 
thrust if it had used barium titanate for its dielectric instead of Pyrex. 
Barium titanate ceramics can have a dielectric constant, K, of around 
5,000 when charged with a DC potential, but when rapidly charged 
and discharged at frequencies of hundreds of megahertz, its K value 
may drop to about 50. The lower value may be the more relevant here 
because, as discussed in section 3.4 of this chapter, it appears that he 
was cyclically varying the voltage potential across the plates of his 
electrokinetic apparatus at frequencies of around 750 megahertz to 
maintain a high thrust condition. The "Electrohydrodynamics" report 
notes that thrust on the electrokinetic apparatus was observed to 
increase directly with the К value of the dielectric and according to the 
square (or in some cases the cube) of the applied voltage. Consequently, 
a dielectric having a К equal to 50, which is about twelve times greater 
than the dielectric constant for Pyrex, would produce a twelvefold- 
greater thrust. Also considering that barium titanate has а mass den- 
sity 2.7 times that of Pyrex, it should develop a proportionately greater 
thrust when subject to a gravitational gradient. So, one 
overall athirty-two-fld improvement, allowing Brown's apparatus to 
generate a phenomenally high levitating force of about 3.5 kilograms! 
If this high-K dielectric device consumed only half a watt of power, 
its thrust-to-power ratio would have had the unusually high value of 
70,000 newtons per kilowatt, almost five thousand times that ofa jet 

Phe measurements reporting а power consumption of only half 
a watt may have been referring to just the DC power consumption. 
If substantially greater power was needed to establish an AC field 
across the apparatus, then the thrust-to-power ratio value estimated 
above would have to be reduced accordingly. If tests were conducted 
with barium titanate, curiously, they are not mentioned in the report. 
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Brown probably did not openly discuss such test results because they 
were so phenomenal. If reports were written, it is possible that they 
are currently classified. 

Consider the usefulness of this technology for spaceflight. Suppose 
that a high-K electrokinetic thruster was able to achieve a thrust-to- 
power ratio of 70,000 newtons per kilowatt Energized by a 3-kilowatt 
power source, a bank of 6,000 asymmetrical capacitors could develop a 
thrust of 21 metric tons (210,000 newtons), enough to propel a small, 
100-ton spacecraft to Mars in just over five days. Using chemical or 
nuclear rocket propulsion, the same trip would require anywhere from 
five to seven months and demand a far greater fac load. 1f this 100-ton 
spacecraft were placed in space and left to accelerate under the influ- 
cence of this 0.21-g force (21 tons/100 tons), its propulsion efficiency 
would increase linearly with time. By the end of one second, when it 
had attained а velocity of about 2 meters per second, its propulsion 
efficiency would already have reached 7,000 percent Moreover, its 
efficiency would continue to increase tenfold with every additional ten- 
fold increase in flight time. Because kinetic energy far in excess of the 
inputted electric energy appears to be created out of nowhere, Brown's 
device, by its nature, violates the first law of thermodynamics. Such 
iconoclastic results become the new norm when one steps into the era 
of field propulsion. 


3.3 = NONLINEAR FIELDS 


Unlike his tethered flying disc models, Brown's levitating saucer mod- 
els had no bumper wires for generating positive and negative ions. An 
idea of how they achieved their high antigravity thrust was put forth in 
Brown's “electrokinetic apparatus" patent, filed in 1958 and awarded 
in 1965, which discussed the assembly shown in figure 3.6. The patent 


TAO g accelerating force will accelerate a 100-00 стай at the ate of 206 em 
Mie one second, this raft wil айша «velocity of about? msec and hae a kinetic 
energy of E, ар During thi second, he crafts ЗА донан cce power 
ы, Ho; woul hore seal ia tral carey e of 3080 Быш, 
жЕ, - 3 X 10 ers. Hence, he реро «сете would equal - EVE, - 7,060 
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attributes the thrust of the device to its ability to produce a nonlinear 
field gradient between its postive and negative electrodes, the gradient 
being steeper at the negative electrode than at the positive electrode 
‘This was accomplished by curving the upper, positively charged sur- 
face into the form of a parabaloid and by reducing the size of the 
negative electrode. The negative electrode was pictured either as a 
‘small-diameter sphere or as a disc placed at the positive electrode’ geo- 
metrical focus. Regarding the importance of having a nonlinear field 
gradient across the dielectric member, Brown wrote: 


Lave discovered that f two electrodes are mounted on opposite ends 
of a dielectric member, and a field emanates from these electrodes 
which produces а linear gradient through the dielectric member as 
shown by dotted line 30 of FIGURE 3 [dashed line in figure 3.6), 
then no thrust is produced by the dielectric member. However, if the. 
field is distorted to produce а nonlinear gradient such as graphically 
represented by line 32 in FIGURE 3 (solid line in figure 3.6, then 
a thrust will be produced which thrust will be related to the degree 
‘of nonlinearity of the field gradient. One way to produce a gradient 
which varies nonlinearly isto shape one of the electrodes in a form of 
an arcuate surface! 


Brown's patent suggests that the electric field gradient could also be 
made nonlinear by using a conical dielectric member that tapers toward 
the negative electrode or one whose dielectric constant K progressively 
changes along its length, that is, one that preferably decreases toward 
the negative electrode. И also points out that the force is directed from a 


Figure 3.6. An 
lectrogravitic thrust 
producing device described 
im Brown's 1965 patent 
efi) electric potential, 

Ф, platted versus distance 
along the length of the 
dielectric той right). 
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region where the electric flux density is high toward a region where the 
electric flux density is low. For example, i states: 


By attaching а pair of electrodes to opposite ends of а dielectric mem- 
ber and connecting a source of high electrostatic potential to these 
electrodes, а force is produced in the direction of one electrode pro- 
‘vided that electrode s of such configuration to cause the lines-f force 
to converge steeply upon the other electrode. The force, therefore, is 
in a direction from the region of high fax density toward the region 
‘of low flux density, generally in the direction through the axis of the. 
electrodes. The thrust produced by such a device is present if the elc 
trostatic field gradient between the two electrodes is nonlinear. Thi 
nonlinearity of gradient may result from a difference in the configura: 
tion of the electrodes, .. from the shape of the dielectric member, 
from a gradient in the density, electric conductivity, electric permittiv- 
ity and magnetic permeability of the dielectric member, ог а combina- 
чоп of these factors. 


Brown often emphasized that nonlinear electric fields were central 
to the phenomenon. In a letter to Turman in 1968, he wrote that this 
1965 patent held the key to understanding electrogravitics:* 


"The Patent No. 3,187,206 contains the essential teaching in electro 
goavitic. А definition of the electrogravitic force might be “the pon 
deromotiv force developed within a high-K dielectric under electrical 
strain.” The patent teaches the use of nonlinear electric fields such a 
‘those internally developed in truncated cones of dielectric m. 

"The belief that the phenomenon is gravitic in nature is based 
almost entirely upon the appearance of the effects of mass (in the 
dielectric material) on the force exhibited” 


Brown did not elaborate as to why a nonlinear electric field would 
produce increased thrust. He arrived at his conclusions from care- 
ful observation but offered no theory to account for them. However, 
by extending the theory described in chapter 1 for the electrogravitic 
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effects of charge densities, it should be possible to gain an understand- 
ing of how nonlinear electric fields might boost а capacitors lectrogra- 
vitic thrust. This involves understanding how a nonlinear field would 
produce a virtual-charge-density gradient across a dielectric and how 
this gradient, in turn, would generate а gravity field gradient, A virtual 
charge is а charge source, like an electron or proton, but is one that 
is not associated with any particle. It instead arises from the ambient 
electric field continuum whenever that field varies with distance in a 
nonlinear manner 

‘This virtual-charge concept is most easily understood within the 
"ether physics" context presented in the next chapter. Thus we will defer 
discussing the virtual-charge clectrogravitic thrust effects on Brown's 
electrokinetic apparatus until after the subquantum kinetics ether con- 
cept has been introduced, It should be noted here, however, that with 
sufficient field nonlinearity the electrogravitic thrust effects produced 
by virtual charges could far exceed those produced by the real charges 
being applied to the capacitor plates. 

Part of the thrust developed by Brown's electrokinetic apparatus 
would also have been produced by unbalanced electrostatic forces act 
ing on the charges on the capacitors plates. An unbalanced residual 
force would have been present because the capacitors nonlinear electric 
field would have exerted more force on the smaller electrode than on 
the larger electrode. Such a residual force would be absent in a conven- 
tional capacitor having equal-ize electrodes. Such capacitors establish 
а linear electric field across their dielectric when charged, the electric 
Potential gradient being the same at thei negative pole as at their рок. 
tive pole. The electric field gradient being created across the charged 
capacitor, then, would eectrostatically attract the capacitor's negatively 
charged electrode toward the field's positive pole and the capacitors 
positively charged electrode toward the field's negative pole. Because 
both capacitor plates would carry the same surface charge density and 
be subject to the same field gradient, these two attractive forces would 
be equal to and opposite one another. Hence, the capacitor would expe- 
rience a compressive force pushing the plates in toward the dielectric. 
However, since these forces would balance one another, the capacitor 
as а whole would experience no net translatory motion. In this force 
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analysis, we assume that the capacitors electric field is anchored neither 
to the capacitors charges nor to the capacitors plates, but rather resides 
in the capacitors environs as an independent entity capable of exerting 
forces on the very same charges that created it. 

Now, let us instead consider an asymmetrical capacitor of the kind 
that Brown used in his electrokinetic saucer experiments, one whose 
positive electrode is larger than its negative electrode (figure 3.7). The 
electric field across this type of capacitor varies with distance in a поп 
linear fashion, the electric flux density and Бе gradient being highest 
at the capacitor's negative pole and lowest at йз positive pole. Suppose 
the capacitor is in a vacuum and, hence, has no ionic charges aroun 
The electric field established in the vicinity of the lower negative elec- 
trode would induce an attractive force on the negative charges gathered 
there, which would be directed upward toward the electric field's posi: 
tive pole, Also, the electric eld established in the vicinity of the upper 
positive electrode end of the dielectric would induce an attractive force 
оп the positive charges gathered there, which would be directed down- 
ward toward the field's negative pole (figure 3.7). However, since the 
electric field lines converge toward the negative electrode, the field gra 
dient would be stronger there as compared with the positively charged 


Figure 3.7. Unbalanced electrostatic 
‘repulsion forces induced on tbe. 
dielectric members of to of. 
Brown's saucer designs: (a) design 
illustrated im bis electrokinetic 
‘apparatus patent and (b) apparatus 
used in test witnessed by Kitseman. 
(в. LaViolette, © 2007) 
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end of the dielectric. Consequently, the force pulling the lower end of the 
dielectric upward would be greater than the force pulling the upper end 
of the dielectric downward. Аз а result, the capacitor as a whole would 
experience a net force directed upward toward its larger electrode. 

Moreover, the force vectors on the upper electrode would have only 
а fraction of their total force directed downward. The more periph- 
eral regions of the postive electrode that make up most of the clec- 
trode's surface would have their force vectors angled inward, toward 
the dielectric axis, with а lesser vector component being directed down- 
ward (see figure 3.7). It then becomes clear why Brown fashioned his 
upper electrode into an umbrella ike arcuate shape, so that it curved 
downward to enclose all or most of the dielectric column. This pulled a 
greater number of positive charges toward the clectrode's periphery and 
changed the direction of the attractive forces affecting those upper clec- 
trode charges, causing their vectors to be angled more horizontally, per 
pendicular to the dielectric axis. Thus the downward force on the upper 
electrode would be less than the upward force on the lower electrode 
both because the upper electrode force magnitudes would be less and 
because they would be vectored so that only a portion of their thrust 
‘would be aimed downward. 

Such unbalanced electrostatic forces would produce а thrust toward 
the larger electrode even if the capacitors polarity was reversed. This 
because the direction of the residual electrostatic force is not linked to 
plate polarity, but to the direction in which the electric field diverges. 
"The directional dependence for this electrostatic thrust differs from that 
for the eletrogravitic thrust which, as explained in the previous section, 
is always directed toward the positive electrode. So, depending on the 
polarity of the DC field across the asymmetrical capacitor, the unbal- 
anced electrostatic thrust would ether reinforce or oppose the clectro- 
gravitic thrust. 

їп his patent, Brown mentions that his asymmetrical electrokinetic 
apparatus always produces a thrust toward its larger electrode, even 
when the electrode polarity is reversed, although he mentions that the 
thrust is greater when the larger electrode is positive rather than nega- 
tive. This suggests that the electrogravitic force is being overpowered 
by the unbalanced electrostatic thrust that depends on field geometry 
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rather than plate polarity. However, his statements here appear to be 
referring to the case where his thruster is energized with a DC potential. 

He does not comment on the correlation of thrust direction with plate 
polarity when an AC field is energizing the apparatus. 

In responding to the unbalanced electrostatic force, the upward. 
movement of Brown's electrokinetic apparatus would occur with по 
recoil displacement of the electric field й was generating. In fact, as the 
apparatus moves upward, the charges that generate this field would also 
move upward, so the field would move upward as well. Thus, by means 
of this unbalanced force effect, Brown's saucer, so to speak, “picks itself 
up by its own bootstraps.” 

Standard physics is somewhat split over the issue of whether a 
field might exist as an independent entity. For example, most would 
agree that electromagnetic waves propagate as entities independent 
of the displaced charges that first created them. However, the notion 
that an electrostatic field exists independently of the charges creating 
it poses a problem for theories that view electrostatic attraction as 
being mediated by entities such as virtual particles that are “mecha 
cally" ejected and subsequently absorbed with a momentum recoil at 
the time of ejection and an equal and opposite momentum transfer at 
the time of absorption. 

Subquantum kinetics, however, avoids this source-to-arget тотеп 
tum exchange requirement. According to subquantum kinetics, charges 
are able to create an electric field without suffering any momentum 
recoil from the effect that this feld might produce on other charges. 
In other words, the source charges are blind to the consequences of the 
field they are producing. Also, when the fields voltage gradient acceler- 
ates these other charges, they respond with no recoil being transferred 
back to the field. In the familiar case of repulsion between two like- 
charged particles, each particle acquires its repulsive impulse by espond- 
ing to the other particle's field with no recoil momentum being imparted 
to the field itself. This reactionlss electrostatic thrust idea is generally 
consistent with a similar idea independently advanced by French inventor 
Jean-Claude Lafforgue (ee discussion in chapter 4). The existence of eec- 
rostatic thrust in asymmetrical capacitors has been demonstrated in tests 
of devices developed by Lafforgue, which are reviewed in chapter 12. 
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As the nonlinearity and steepness of the applied voltage gradient 
increase, so too does the net thrust developed from the unbalanced elec- 
trostatic forces. The magnitude of the induced electrostatic force also 
depends on the amount of charge stored on the capacitors plates. This 
explains why Brown emphasized using а high-K dielectric. For а given 
voltage differential, high-K dielectrics are able to store up more elec- 
tric charge on their end electrodes, the amount of charge being directly 
proportional to their K factor. With a greater charge load, the plates 
are able to generate а proportionately greater unbalanced attractive 
force with respect to the ambient field. In agreement with this, the 
“Electrohydrodynamics” report states that under vacuum, the thrust 
on the triarcuate electrode was observed to increase in direct pro- 
portion to the K of the dielectric, that i, in proportion to the stored 
charge: recall the previous section. 

Increasing the voltage across the dielectric would also cause the 
dielectric to store more charge because йз ability to store charge is 
directly proportional to the applied voltage differential, At the same 
time, the higher voltage would increase the electric potential gradient 
across the capacitor and thereby augment the inward attractive force 
acting on each ofits electrodes. Hence, for a given field geometry, а 
given increase in voltage should produce a far greater increase in thrust, 
Indeed, Brown found that the thrust on his saucer varied as the square 
ос cube of voltage. 

When Brown's electrokinetic apparatus was operated in an atmo- 
sphere, ionic forces also played a role, although in view of the results 
of the vacuum chamber tests described in the "Electrohydrodynamics" 
report, such forces could not have been very significant. Positive ions 
tended to be emitted on the underside of the canopy, the side facing 
the negative electrode, and they produced an upward-repelling force 
‘on the postive charges in the canopy. Also, negative ions emitted from 
the lower, negative electrode produced a negative space charge located 
somewhat above this electrode. This repelled the negative charges in 
that electrode, producing a force directed inward toward the electrode 
and angled downward. Its difficult to say whether the force produced 
by the upward-repelling positive ionic charges prevailed over the force 
produced by the downward-repelling negative ionic charges to pro- 


Onward and Upward 103. 


duce а net upward thrust. Ionic forces appear to be more important 
in understanding the operation of the lifter devices that are described 
in chapter 12. 

“To summarize, electrostatic forces on ће plates of a capacitor become 
unbalanced when the electric field intensity varies nonlinearly with dis- 
tance between the plates. The net thrust increases as the field nonlin- 
arity increases in accordance with the teachings of Brown's patent 


34 - AC FIELDS 


Careful reading of Brown's 1965 patent indicates that he proposed apply- 
ing an AC voltage across the high-K diclectric of his thrust producing 
device. He may have gotten a clue to energizing his dielectric with a 
nonlinear AC field potential as а result of studying the results of his 
Paris vacuum-chamber experiments. Observing that the test rotor in 
those experiments developed a very high cectrogravitic thrust during 
each of its spontaneous electron discharges, it would have been natu- 
tal for him to steer his rescarch inthe direction of duplicating these 
high-thrust conditions by rapidly charging and discharging his ve 
cal thrust electrokinetic apparatus with a high-frequency oscillating 
field. 

Brown's 1965 patent suggests that a cyclically varying potential 
would repeatedly establish a nonlinear field gradient along the length of 
the dielectric member and increase the resulting thrust: 


Io applying potentials to these various embodiments, t has been found 
that the rate at which the potential is applied often influences the 
thrust. This is especially true where dielectric members of high diee 
trc constant are used and the charging time is а factor. In such cae 
the field gradient changes as the charge is built up. . . . One adv 
tageous manner of applying potential а that of employing pote 
which vary cyclically.” 


In his patent, Brown proposed applying a high-voltage AC field in 
the megahertz radio frequency range to a hornlike device fitted with 
a conical dielectric (Figure 3.8). The small disc (29) at the apex of the 
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dielectric was identified as a “half-wave radiator.” and the applied AC 
voltage was said to be of a frequency such that а half wavelength spans 
the disc's diameter. 

Note that the saucers that Brown tested, which succeeded in levitat- 
ing 110 to 125 percent of their own weight, also used a disc electrode 
attached to the tip of a central dielectric column. Hence, these devices 
were essentially the same design as the microwave device pictured in fig- 
ure 3.8, except that their positive electrode was curved rather than coni. 
cal in shape and the disc antenna was somewhat larger. So the dramatic 
lift Brown obtained in these experiments may have been because he was 
applying radio frequency AC in addition to the high-voltage DC 
potential In describing this experiment to Kitselman, Schaffranke, and 
Turman, Brown never mentioned that he was also using AC. Perhaps 
this was the key to the practical application of his technology, and for 
that reason, he wished to keep that aspect proprietary. 

In the case of the device shown in figure 3.2, whose canopy was 
15 inches in diameter, the negative dsc electrode would have been 
about 4 inches (i.e, 10 cm) in diameter. In the absence of an attached 
dielectric, it would have been most efficiently excited at a frequency of 
around 1.5 gigahertz to radiate a 20-centimeter wavelength. However, 
in this case, in which the same size disc is cemented to the apex of a 
dielectric cone, ће dielectric changes the disc's impedance so that the 
antenna would be driven more efficiently at a lower frequency, say 


Figure 3.8. Anelectrokinetic apparatus proposed by Thomas Townsend Brown 
‘that used high-voltage AC to generate ап electrogravitic thrust. Numbers indi 
cate the following: positive electrode in the form of a frustrated metallic cone 
(23) frustrated dielectric cone (27) containing semiconducting particles near 
its tip (28), negative electrode in the form of a disc serving as a half-wave 
radiator (29), direction of electrogravitic thrust (31). (From Brown, U.S. pat- 
ent 3,157,206, figure 4) 
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of 750 megahertz, which would be in the ОНЕ range.“ This would 
radiate а proportionately longer free-space wavelength of 40 centi 
meters. Provided that the negative disc electrode was spaced from the 
positively charged canopy by a quarter-wavelength distance (about 10 
centimeters, the canopy (or horn) would act as a resonator cavity, 
allowing a 10-centimeter quarter-wavelength standing wave to build 
up across the two ends of its central dielectric. 

Let us suppose that the DC potential bias applied across the capac- 
itor dielectric was chosen to be -100 kilovolts and that the AC field 
amplitude was adjusted to have a comparable value of 95 kilovolts and 
was applied so that the negative electrode potential was left free to oscil: 
late relative to the grounded positive electrode. The net potential across 
the capacitor, due to the summed AC and DC potentials, then would 
have varied between -5 kilovols and -195 kilovolkes. As explained in the 
next chapter, this repeating unipolar oscillation would have generated a 
virtualcharge gradient across the dielectric that would have produced 
an oscillating unidirectional electrogravitic thrust on the apparatus 

‘The electrogravitic thrust would have been stronger than that 
achieved with DC energization alone because with such a rapid charg: 
ing cycle, the dielectric would have had insufficient time to appreciably 
polarize in response to each voltage onset. Hence, the dielectric’ oppos- 
ing lectrogravitic dipole moment would have been unable to build up 
sufficiently to cancel out the imposed electrogravitic ficld, allowing a 
maximal thrust to be exerted throughout the dielectric. Unlike Brown's 
agraviator, described in chapter 1, whose forward thrust progressively 
diminished after being initially energized, the oscillating potential 
applied across his electrokinetic thruster would have caused it to receive 
ıa series of rapidly recurring forward thrusts. 

Brown's patent suggests that the half cycle period of the AC voltage 
‘oscillation applied to the asymmetrical capacitors negative electrode was 


“For example, copper Бана аа titanate compontes have э фест: constant of 
shout S0 in the frequency ange of 10 ıo 10° berz, he dielectric constant of sch igh 
K didecric being mach lower at high fequences than at low frequencies. Knowing 
that the optimal driving frequency scales эз ПК and thst the dielectric cover only = 
small portion of the diameter of the radiating dic, we might surmise that the optimal 
driving frequency would be endced by factor o} rather than 7, making about 750 
еа 
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comparable to the time taken for this voltage change to travel across 
the dielectric to the capactor’s positive electrode. Under such a circum- 
stance, the applied oscillation would increase the nonlinearity of the 
field spanning the dielectric and thereby boost the thrust arising from 
both the electrogravitic effect and the unbalanced electrostatic force 
effect, 

"There is another aspect to this AC energizing that Brown did not 
discuss in his patent—namely, that a phase-locked stationary wave pat- 
tern would have formed beneath his disc and stored up the energy of 
each AC cycle, This would have crested an electric and gravity poten- 
tial gradient in the space around the disc that would have progressively 
increased over time, eventually becoming far greater than the gradient 
applied during any individual cycle. Tesla observed this effect in his 
experiments with high-voltage, high-frequency shock discharges. This 
important effect is well known to "black project" engineers, who term 
it "fild-induced soliton phenomenon.” It is explored further in chapter 

the discussion of phase-conjugate resonance. 

Rapid recurrent charging of the dielectric should also improve the 
thrust arising from unbalanced electrostatic forces. As the capacitor 
dielectric polarize, the charges on the capacitor plates become partially 
neutralized by charges of opposite polarity supplied by the adjacent 
dielectric, so the residual thrust on the capacitor would tend to decline. 
By charging the plates quickly and repetitively, without any polarity 
reversal, the electrostatic thrust could be maintained at а maximal 
level 


3.5 "ELECTROGRAVITICS GOES BLACK 


When Brown began working on this AC electrograitic resonator con- 
cept, he may have been getting too close to something that governments 
considered top secre. Around 1959, there was a substantial change in 
openness about antigravity research. Earlier, daring the mid-1950s, 
aerospace companies did mot hide from the public the fact that they 
were conducting electrogravitics R&D, although they generally kept the 
particulas of their own work confidential. For example, an article by 
A.V. Cleaver, from Rolls Royee's Acro Engine Division, indicates that 
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as of the beginning of 1957, secrecy had not been imposed but might be 
imminent. The article states, “The fact that there appears to be no very. 
high security rating attached to i їп itself suggests that definite results 
have not yet been achieved; if, and when, they are one would expect the 
usual ‘clamp’ to be tightened донт”?! 

‘Openness continued, even into the early part of 1958, with the sub- 
ject inspiring heated discussion at a January aeronautical science meet- 
ing in New York. Just prior to the event, Product Engineering magazine 
carried the following news brief: 


Etecraocnavinics: SCIENCE ов DAYDREAM? 
A few weeks from now, at a special session of the Institute of the 
Aeronautical Sciences (New York City, Jan. 27-31), a group of dedi 
«ated men will discuss what some peopl label pure science-fiction, bur 
‘others believe is an attainable goal. The subject electrgravitics the. 
science of controlling grav. 


After exploring various notions of gravity, the article finally 
concludes: 


Perhaps British aeronautical engineer A.V. Cleaver i right in insisting 
‘that if any antigravity device is to be developed the first thing needed 
is mew principle in fundamental physics not just а new invention 
ог application of known principles. Nevertheless, the Air Force is 
encouraging research in elactrogravitics, and many companies and 
individuals ace working on the problem. 


Afer the meeting, Business Week magazine reported the following: 


anyone had predicted 10 years ago that a cross-section of the nation's 
top physicists, aeronautical engineers, and mathematicians would be 
fighting for standing room to hear the chaste theory of gravity seri- 
ously challenged, he would have been labeled sun-stroked, senile, or 

At an opening day meeting of the Institute of Aeronautical 
Sciences in New York last week, however, the impossible became 
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possible. In record numbers а rush that stacked up scientists 20 
deep at every entrance to the Sherton-Astors North Ballroom—the 
lite of research came to hear what i is that has reawakened scientific 
interest in the possibility of doing something about gravitation. 

What has happened, they wanted to know, that has caused major 
aircraft companies as well as the government and various universi 
ties, to start serious inquiries into the possiblity of controlling grav 
ity? How do the recent discoveries in antiproton research ft into the 
picture? And even more importantly, how accurate are the reports 
circulated by Tas) that Russian scientists hope to turn up some sort 
‘of machinery to cancel or modify the force of gravity sometime dur- 
ing 19582 


Business Week went on to list an impressive array of compa- 
nies and institutions backing gravity research, companies such as the 
Glenn Martin Company, Grumman Aircraft Engineering Corporation, 
Lockheed Aircraft Corporation, Sperry- Rand Corporation, the Army. 
‘Transportation Research and Development Command, Princeton 
University, the University of North Carolina, and the University of 
California. Hughes Aircraft should also be added to the list of ong 
zations that by 1958 had become involved in antigravity research. 
Yet this climate of openness began to change very soon after, as 
companies became increasingly silent about thee involvement in gravity 
research. In the July 1959 issue of Canadian Aviation, Charles Carew 
wrote, “The author has not been able to determine whether the Glenn 
L. Martin Corp. has discontinued its antigravity program or made a 
significant discovery which has elevated i to super-top-secret category, 
since no information about the project has recently been available." 
‘This indicated that Glenn Martin had made a decided turnabout 
from its unusually outspoken support of cectrogravitics, evident in its 
Nice presidents statements to the press in 1955. Most probably, anti 
gravity research had begun to be funded by the military and as a result 
had continued under a cloak of secrecy. This could explain the diffi 
culty Brown had been encountering in promoting his ideas. During this 
period, he had been slowly and patiently giving demonstrations for the 
Pentagon and key acrospace companies in the United Seates, hoping 
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to generate some interest in his work, but success continually cluded 
him. In The Philadelphia Experiment, Moore wrote that “such inter- 
estas he was able to generate seemed to melt away almost as fast as it 
developed—almost as if someone (or perhaps something?) was working 
against him." 

As mentioned earlier, beginning in 1957 Brown was invited to work 
on а consulting basis with Agnew Bahnson Jr. to investigate clectro- 
sravitic propulsion. Together with Dr. Frank King, they had explored 
methods of applying AC fields to electrified discs. An examination 
‘of Bahnson's laboratory notebook shows that on January 5, 1958, he 
had suggested to Brown a variation of the AC electric field concept 
Bahnson’s idea was to place a parabolic metal grid between a positively 
charged parabolic lift canopy and a negatively charged sphere, as shown 
in figure 39. Then he applied an oscillating high тонар; Бе between. 
the lft canopy and the negative sphere. He chose a megahertz frequency 
for this oscillating eld that would establish а resonant stationary wave 
between the two electrodes. He hypothesized that this electrostatic 
tionary wave would somehow store the energy of the applied AC field 
in an “ether-like” energy reservoir residing in the space immediately 
around the test device. He felt that this resonant condition might allow 
the latent energy in this stationary field to be used with a minimum of 
power consumption. So here we sce Babnson hitting upon this same key 
idea of a fild-induced soliton phenomenon. 

Bahnson also described the use of alternating current fields in a 
U.S. patent that he filed in September 1964 on an electrogravitic levi 
tation device (sce figure 3.10). The data in his patent indicate that 
his test rig had developed a thrust of 100 grams at 150 kilovols, with 
thrust increasing exponentially according to the 2.6 power of voltage. 
‘This performance was comparable to the levitating rigs that Brown had 


Figure 3.9. An 
electrograviti lift device 
suggested by Babson. 
(After C. Yost, Electric 
‘Spacecraft Journal, May/ m 
ine 1991, vol 8) 
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tested, which again leads us to suspect that Brown was using AC to get 
the impressive results that his friend Kitselman had witnessed. 

Shortly after Bahnson filed his patent, tragedy struck. He was killed 
under somewhat unusual circumstances, when his private airplane 
reportedly struck а high-tension wire.” His patent, which was issued in 
December 1965, was assigned to his state. His heirs, having no interest 
in further developing Bahnson's antigravity work, sold his patents to 
another company. 

Brown's electrokinetic apparatus and his electric generator pat- 
ents (3,187,206 and 3,196,296) were issued several months before 
Bahnson's, in June and July 1965. Brown's patents were assigned to 
the Electrokineties Corporation, a company that Philadelphia busi- 
nessman Martin Decker had formed in collaboration with Brown to 
develop Brown's electrokinetic devices. The company was located in 
the Philadelphia suburb of Bala Cynwyd, where Decker was operating 
an industrial compound. This was only cight miles from the General 
Electric Space Center in King of Prussia, where Brown had conducted 
vacuum chamber experiments in 1959. Brown had consulted for 
Electrokinetics since the ea 


Figure 3.10. Am electrogravitic thrust producing device as illustrated in 
Babncon’s 1965 patent. 
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quantity of stock in the company in exchange for the assignment of his 
patent rights. In his biography of Brown, Schatekin writes that in the 
summer of 1964, Decker had told Brown that his Eectrokinetics stock 
had become worthless." Nevertheless, the company must have contin- 
ued to function, as patents of Brown's issued as late as 1967 are listed 
as being assigned to Electrokinetics. Some mystery appears to surround 
this company’s circumstances. 

Electrokinetics Corporation kept its electrogravtics work veiled 
in secrecy because in 1968, in a letter to Turman, Brown wrote, "The 
company to which I serve as consultant has not released some of the 
information you have requested and 1 am very much at a loss to know 
what to say." This shroud of secrecy over Brown's work apparently 
continued into the 1980s because in February 1982, responding to an 
Minois gentleman inquiring about the status of his work, he wrote, "I 
regret to advise you that electrogravitic research has been taken over in 
its entirety by a California corporation which has imposed secrec 
least until their investigations are completed. No further publica 
release of information is permitted, possibly until next year." Ws 
California corporation Lockheed Martin, or wa 
Brown did not say. 

After his brief consulting work for Electrokinetics in the early 1960s, 
Brown went into semiretirement, and by 1970 had dropped most of his 
applied electrogravitic work to busy himself with research on petroclec- 
tricity, or so it had seemed. Brown died of natural causes in 1985. Until 
the time of his death, details about the use of pulsating fields in his clec- 
trogravitics research were not forthcoming. Classification restrictions 
or concerns for trade secrecy presumably discouraged him from openly 
saying much about this aspect of his work. 

Moore's biography of Brown paints a picture of someone who was 
ahead of his time yet not understood by most of his colleagues, of an 
inventor who was confronted by one discouragement after another in 
his attempts to secure government funding and who finally gave up 
clectrogravitic propulsion research at the end of the 1960s. However, 
опе source close to the Brown family indicates that this was not the 
case, that Brown was being kept in the loop of the secret aerospace 
research he had catalyzed and that the switch to petroclectriciy research 
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was primarily a cover. The public exposure he had received in the past 
due to media attention to his electric disc technology would have made 
him a potential security threat. Thus itis understandable that when the 
military began seriously funding his ideas, the work would have been 
contracted to а large aerospace company, with Brown being allowed to 
consult in private as long as he kept quiet about his involvement. 

Although Brown was probably legitimately pursuing petroelectric- 
ity research, which also included the work he was doing at Stanford 
Research Institute, this openly acknowledged work must not have occu- 
pied him full ime. He apparently had obtained high-level clearance and 
‘was also quietly consulting on a secret military project that was imple- 
menting his clectrograviti propulsion ideas. As described in chapter 5, 
Brown's electrokinetic technology was eventually incorporated into the 
B-2 Advanced Technology bomber, serving as its primary means of pro- 
pulsion. In effect, the B-2 is the realization of the concept Brown first 
Proposed in Project Winterhaven. Its electrogravitic technology would 
Probably have remained a secret were it not for information leaked by 
a group of engineers who were part ofthe inner circle working on such 
super-secret projects. 

I seems that the optimistic projections that clectrogravitic vehicles 
would be commonly used for commercial flight have not come to pass 
as of the present date. Carew's investigations into the unpublicized 
gravity control research, being conducted all over the globe in 1959, 
at that time led him to believe that the technique for effectively con- 
trolling gravity would be mastered within the lifetime of his readers. 
"The February 1956 Aviation Studies report was even more optimistic. 
It estimated that development of a prototype antigravity combat disc 
‘was only ten years away. It predicted that the twentieth century would 
be divided in half. Whereas air transport during the first half had used 
aerodynamic principles, heat engines, and flapping controls, it pre- 
dicted that the second half would arise аз а radical offshoot with no 
Чез to past aviation science and that in this new era electrical energy 
would serve as the catalyst to motion. Gravity, the bitter foe in the 
first half of the century, would become the great provider in the sec- 
ond half. However, almost half a century later, we still find commer- 
cial aviation using the “sledgehammer” approach, employing jet and 
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rocket propulsion technologies. Still, these early predictions were par- 
tially correct: gravity control did become practically applied, but not 
for commercial use. As described in subsequent chapters, antigravity 
vehicles have been developed for the military and are being flown in 
large numbers, but knowledge oftheir existence is being kept a closely 
guarded secret. 


4 


AN ETHERIC 
EXPLANATION 


4.1 * THE NEW "CLASSIFIED" PHYSICS 


As we discussed in chapter 1, the Bicfeld-Brown effect proved to be 
puzzling to scientists right from the start, because of its departure from 
prevailing theories of gravitation held by classical eld theory and gen- 
eral relativity. Einstein's space-warping equations, for example, failed to 
predict a connection between electrostatics and gravitation, The follow 
ing passage from Aviation Report illustrates thi confusion: 


Meanwhile Glenn Martin now fel ready to say in public that they are 
‘examining the unified field theory to see what can be done. It would 
probably be truer to зау that Martin and other companies are now 
looking for men who can make some kind of sense out of Einstein's 
equations, There's nobody in the air industry at present with the faint- 
ен idea of what i [lectrogravitis] is all about. 

Aviation Report, November 19, 1954 


Noting that modern physics did not shed much light on the clec- 
trogravitic phenomenon, the Aviation Studies February 1956 report 
speculates that an answer might be forthcoming from discoveries pro- 
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viding new insights into the physics of subatomic particles. It suggests 
that atom-smasher experiments and abstruse field theory calculations 
might turn up useful leads. 

"The scientific establishment provided litle help in carrying out 
needed basic research into electrogravitics because its members refused 
to believe that such an effect could exist. The complacency of the con- 
ventional scientific world pertaining to this line of investigation is 
typified by the response of scientists at the U.S. National Bureau of 
Standards Laboratory in Boulder, Colorado. Of any government sci 
entific laboratory, this one should have made it its business to be doing 
basic research into electrogravitic phenomena, Yet in 1985 1 asked their 
expert on gravity measurement, Dr. James Faller, whether he knew of 
anyone who had done experimental research investigating а possible 
coupling between charge and gravitational mass. He replied that he 
knew of no such research. When I asked him why no one had carried 
ош such а study, he answered, “Because there has been no interes 

Nevertheless, since 1956, when the Aviation Studies "Electrog 
vitics Systems” report was written, there have been vast improvements 
both in understanding the theory behind the clectrogravitics phenome- 
mon and in developing hardware, but most of this work has been carried 
‘out in Air Force black projects. n 1992, 1 had an interesting telephone 
conversation with a man who is one of the group of informants men- 
tioned in chapter 5 whose stunning revelations about the B-2 bomber 
‘were published in Aviation Week & Space Technology. Although he 
gave me his full name, 1 will identify him as Ray for reasons of confiden- 
tialty. Ray claimed to have worked on a number of black R&D projects 
and to have been in contact with certain other black-world researchers. 
He told me that the physics theories that academics and most laboratory 
physicists currently understand, teach, and write about are grossly in 
error. A very advanced and much more accurate theoretical framework. 
has been developed by scientists of the black-programs community, but 
its fundamentals presently remain classified. From the standpoint of 
this new plenis, modern рушса стаса dud Ja the contenticnal 
world, such as relativity theory, quantum electrodynamics, and quan- 
tum mechanics are referred to as "classical concepts,” that is, they are 
regarded as terribly outdated. 


An Ether Explanation 


According to Ray, unlike today s “classical” physic, the new physics 
docs not begin with physical observables in developing its treatment of 
physical phenomena. Rather, it postulates the existence of an underlying 
reality consisting of an inherently unobservable subtle substance called 
an ether ос alternatively дебет, which fills all space. t then defines all 
of its fundamental quantities at that subphysical level. Physical observ- 
ables then emerge as mathematical solutions to equations defined in 
terms of these more basic ether processes. This new physics regards time 
and space as absolutes and views Einstein's notion of relative time and 
space as fundamentally incorrect. Physically observable phenomena, 
such as length contraction and clock retardation, which relativists nor- 
mally interpret as alterations of the space-time continuum, emerge as 
manifestations resulting from motion through the absolut ether. Thus, 
the ether concept, so long spurned by the academic establishment, turns 
‘out to be central to this highly classified new physics. 

Ray said that this ether physics embraces Brown's electrogravitics 
phenomenon as well as key research that Brown conducted while he 
was with the Navy, documents of which have remained highly classi 
fied. Perhaps he was referring to work Brown did in connection with 
the Philadelphia Experiment. Ray stated that this physics also embraces 
phenomena discovered by Tesla. Among other things, Tesla is known 
for his work with resonant AC circuits and with techniques for produc- 
ing unconventional shock discharge Coulomb waves, sometimes called 
longitudinal waves. As described in chapter 1, the clectrogravitic waves 
that Brown was producing with his communication device were of this 
sort. How Тез work relates to antigravity propulsion is further dis 
cussed in chapter 6. 

As mentioned earlier, conventional physics is at a total loss to 
account for the Biefeld-Brown effect. Nor does string theory, with 
its ten-plus dimensional spaces, offer any insights, and now, after its 
forty-year reign, many physicists have become disenchanted with it 
leaving the search open once again for а unified field theory that will 
жой As of this time there has been no public disclosure of the clas- 
sified ether physics or of how it explains clectrogravitics. However, 
there is one very promising theory that we can talk about and that 
does predict many aspects of the electrogravitic phenomenon. This 
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is the ether physics of subquantum kinetics.“ Unlike string theory, 
which never resulted in any testable prediction, subquantum kinetics 
has to date had twelve a priori predictions verified, outdoing most 
standard field theories. 

Let us take a moment to review something about this new approach 
and examine how it accounts for the mysterious gravitational thrust 
that Brown was observing. Subquantum kinetics is an approach to 
microphysics that is based upon discoveries made in recent years in the 
disciplines of general system theory, nonequilibrium thermodynamics, 
and nonlinear dynamics. t was inspired from research carried out in 
the late twentieth century on certain types of nonequilibrium reaction 
systems that have the ability to spontancously sel organize wave pat- 
terns of precise wavelength. Problems such as wave-partile dualism, 
field-source dualism, infinite energy absurdity, naked singularities, the 
cosmological constant conundrum, the wave packet dispersion prob- 
lem, and many others that plague conventional physics do not appear 
in subquantum kinetics because it represents quantum phenomena in a 
very different way. 

Like the classified physics of the black project world, subquantum 
kinetics begins with an ether as its point of departure. It conceives 
quantum structures, such as subatomic particles and energy waves, to 
be concentration patterns that emerge in a primordial reaction-diffusion 
ether, one whose constituents both diffuse through space and react 
among one another according to а specified set of nonequilibrium reac- 
tion processes. This subtle medium is postulated to extend throughout 
space and to be composed of subquantum units, called etherons, that 
come in various types. In a similar manner, conventional physics por. 
tulates subquantum structures called quarks that come in various sorts 
distinguished by their “colors” and "flavors." However, subquantum 
kinetics, in its current Model G formulation, uses far fewer types of 
ctherons as compared with the number of quarks that physics postu- 
lates. Model G involves just seven types of etherons for its specification: 
A, B, G, X, Y, 7, and 0, Unlike quarks, which are characteristcally 
unreactive, these etherons are postulated to react with one another and 


“For formation about thovesubquantum kinetics prediction that were subsequently 
confirmed, see www абаа orp Viole Predict? heml. 
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Figure 4.1. А schematic representation of Model G's reaction kinetic path 
ways (left), also displayed as a series of five separate kinetic equations (right). 
(P. LaViolette, ©1995) 


‘transform from one etheron state to another according toa specified set 
of five reactions, which are collectively termed Model С (igure 4.1). 

‘This reaction system is similar to the Brusscator, а two-variable 
reaction system developed at the Free University of Brussels, with the 
exception that it interposes a third variable С between the A and X 
reaction states, hence the name Model G. The k symbols in figure 4.1 
arc Kinetic constants that specify the rates at which each reaction pro- 
ceeds forward. Together with the diffusion coefficients that describe the 
rate at which each etheron type diffuses through space, this set of reac- 
tions forms the essence of subquantum kinetics. The basic processes are 
extremely simple, yet from ther interactions emerge physically realistic 
structures and a very rich array of behavior. 

Subquantum kinetics identifies etheron concentration at any given 
point in space with the standard energy potential concept. In par- 
ticular, an electric field characterized by a spatial variation in electric 
potential would correspond to a spatial variation in X and Y etheron 
concentration. A gravity field characterized by a spatial variation in 
gravity potential would correspond to a spatial variation in С etheron 

Unlike traditional physics, which is founded on closed-system, mecha- 
nistic concepts, the continually reacting and transmuting reaction- 
diffusion ether of subquantum kinetics functions as an open system. 
Unlike closed systems, open systems allow the possibility for order to 
emerge from disorder. Under the proper conditions, the ether is able 
to spawn subatomic particles that have wavelike characteristics. They 
form spontaneously from energy fluctuations of sufficiently large 
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magnitude that occasionally emerge from the cthers chaos. Thus, sub- 
quantum kinetics espouses a cosmology of continuous matter creation. 
rather than a single big bang creation event. 

According to subquantum kinetics, the etheron concentrations are 
in а state of continual fluctuation throughout space, manifesting as 
energy potential fluctuations. These аге similar to the zero-point energy 
fluctuations proposed in conventional physics, except of far smaller 
magnitude, each being less than a quantum of action. Also, they do 
not necessarily arse as correlated matter-antimatter polarity fluctua 
tions, but rather as individual unipolar pulses that can be of ether posi- 
tive or negative polarity? This can manifest either as a positive polarity 
fluctuation—a region of high-¥ and low-X ether concentration—or as 
a negative polarity fluctuation—a region of high-X and low-¥ ether 
concentration. 

‘On occasion, one such electric potential fluctuation “seed” will 
become large enough that over time it will grow in size and develop into 
ıa subatomic particle configured as a stationary electric potential wave 
pattern. The spontancous growth of such an energy fluctuation would 
appear to violate the first law of thermodynamics, which holds that 
energy may be neither created nor destroyed. But such growth is permis 
sible due to the open-system character of the ether, the action respon 
ble for this growth coming from the ever-present reaction processes that 
underlie all particle and ficld phenomena. This matter creation process 
would occur so slowly that a well-equipped physicist would be unable 
to detect it in an Earth-based laboratory. 

Subatomic particles would not emerge as mass points, as standard 
physics would conceive them, but as wave patterns configured of etheron 
concentrations whose magnitudes vary cyclically through space. Figure 
4.2a illustrates the spherical, shell-like geometry of the ХУ wave pat- 
tern forming a proton, and figure 4.2b presents a stylized cross-scc- 
tional view of the variation of the X and Y ether concentrations in the 
core of a proton. This would chart the proton’ electric potential field, a 
positive charge polarity corresponding to a high-Y/low-X core concen- 
tration. The negatively charged antiproton would have a low-V/high-X 


"This of course ites the comenional rule of charge conservation butt allowable in 
кеа батал framework when desing wah патат zero рон Паана 
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core concentration, hence X and Y magnitudes that were of reversed 
polarity 

The wavelength of this electric field pattern would equal the рагі 
cles Compton wavelength, which is numerically equal to the wavelength 
of the photon that would result ifthe particle's rest mass was converted 
entirely to energy. This Compton wavelength, 2, is mathematically 
quantified as: A = he/E, where Eis the rest mass energy of the particle, Р 
is Planck's constant, and c isthe velocity of light. The proton's Compton 
wavelength, for example, would measure just 1.32 X 10" centimeters. 
"The electron’s wavelength would be about two thousand times longer. 
Subquantum kinetics calls this wavelike field the particle's Turing wave, 
in honor of the British cyberneticist Alan Turing. Turing was the first to 
demonstrate that reacion-diffusion systems could form such wave pat- 
terns through a process he termed morphogenesis. 

‘One of the successes of subquantum kinetics is that its predic 
tion that the nucleon's core electric field should be contoured with a 
‘Compton wavelength periodicity was confirmed almost thirty years 
later by nucleon scattering experiments! The quark model, by com- 
parison, failed to anticipate the nucleon’s wave characte 

‘The standard quantum mechanical view proposes modeling the 
location of the subatomic particle as a wave packet, a superposition of 


Figure 4.2. (a) A cross-section of the concentric, sbell-like ether concentra 
Hom pattern making up a proton showing alternating Y and X ether max 
ima. (b) Radial variation of tbe X and Y etheron concentrations forming the 
proton’s stationary electric potential wave pattern. The peak-to-peak shell 
wavelength would equal the particle's characteristic Compton wavelength. 
(f. LaViolette, © 1995) 
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a series of linear electromagnetic waves. It has long been recognized, 
however, that the wave packet has the problem that over time it sponta- 
neously broadens and eventually disperses, leaving the particle entirely 
unlocalized. The subatomic particles that Model С forms, though, do 
not disperse over time. Their periodic ether concentration structure is 
continually regenerated by order-creating etheric reaction-and-diffusion. 
processes. The cyclical transformation of X into Y and Y into X depicted 
in figure 4.1 is what allows the model G reaction system to create and 
maintain the subatomic particle's stationary wave pattern. 

An analysis of the Model С reaction system indicates that there is 
ıa stable steady state in which the core Turing wave of an initially neu- 
trally charged particle becomes biased away from its ro-charge steady 
state. Upon making the transition to this state, the particle acquires 
а unit of electric charge that allows it to create its long-range electric 
field. This is not an assumption; it is a characteristic that emerges as a 
consequence of the postulated reaction system. In a positively charged 
particle, for example, the electric field pattern would become pos 
tively biased at its center, its igh-Y core concentration rising and its 
low-X core concentration falling to adopt bias levels similar to those 
shown in figure 4.2b. In a negatively charged particle such as an elec- 
tron, the electric eld pattern would instead be negatively biased, the 
Y core concentration being depressed and the X core concentration 
being elevated. Recent particle scattering observations that elucidate 
the charge distribution in the core of the nucleon confirm this wave 
pattern bias prediction.” 

Subguantum kinetics predicts that a particle's electric charge 
generates its gravitational mass and associated gravity potential field 
through the reverse, ether reaction G ~ X, which converts X etherons 
(%ons) into G etherons (G-ons). Although the ether reactions shown 
їп figure 4.1 proceed predominantly in the forward direction (to the 
right in the figure), such reverse reactions also exist, although they 
proceed at an almost negligible rate. But even though the reverse X- 
t0-G reaction produces а very small G flux, without it particles would 
be unable to generate their gravity fields. Through this reaction, an 
increase or decrease of X arising from cither а negative or a positive 
charge polarity translates into a corresponding increase or decrease 
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of G. Accordingly, subquantum kinetics predicts that there should be 
two gravitational mass polarities, each correlated with a correspond- 
ing electric charge polarity. That is, positively charged particles such 
as protons, which have low X-on concentrations in thei cores, should 
produce а central gravity potential well, while negatively charged pa 
ticles such as electrons, which have high X-on concentrations in their 
cores, should produce a central gravity potential hill. 

Consider, for example, a positively charged particle such as a pro- 
ton, which would maintain a high Y-on and low X-on concentration at 
its center. The low X-on concentration would correspondingly reduce 
the rate at which G-ons were created in the center of the proton via the 
‘X-to-G reaction. In other words, the particle's positive charge would 
generate a corresponding positive gravitational mass; see figure 4,3, The 
reduced X-on and G-on core concentrations resulting from the X-on and 
G-on production rate deficits would induce X-ons and G-ons to diffuse 
inward from surrounding regions. Also, the elevated Y-on core concen- 
tration arising from the Y-on production rate surplus would induce 
Y-ons to diffuse radially outward to the environment, These radial dif 
fusive fluxes would generate the long-range electric and gravity poten- 
tial eds that surround the proton's core, 


Figure 43. (a) The electric 
potential field of a proton 
{postive Yom concentration) 
bemg created by a central positive 
charge density (Y-on production. 
rate surplus. (b) The negative 
gravity potential field of a proton 
(negative G-on concentration) 
being created by a central positive 
‘mass density (G-on production 
тие deficit). Arrows indicate 

the directions of Y-on and G-on 
diffusion that create the respective. 
fields. The X-on concentration. 
profile, not shown, is the inverse. 
ofthe Y-on profile. (Р. LaViolette, 
2007) 
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The electric field would consist of a 1r decline in the particle's 
X-on and Y-on etheron concentration biases, and the gravity field would 
consist of a Lr decline in the particle's G-on concentration bias. Both 
fields mathematically conform to the requirements of classical clectro- 
statics and gravitation. Their 1/ characteris not assumed ad hoc, but 
rather emerges as a natural consequence of radial etheron diffusion. In 
his Lectures on Physics, the Nobel laureate physicist Richard Feynman 
proposed an etheron diffusion model not too different from this as a 
way of understanding how a subatomic particle generates its 1/7 energy 
potential fil 

These concentration biases and etheron diffusive fluxes would be 
just the opposite for an electron. A negatively charged particle such as 
an electron would maintain high X-on and G-on and low Y-on con- 
centrations in its core, which would constitute the negative charge and 
negative mass state. This X-on and G-on production rate surplus would 
induce X-ons and G-ons to flow outward to surrounding regions and 
the Y-on production rate deficit would induce Y-ons to diffuse inward 
from the environment. These fluxes would generate the electron’ long: 
range electric and gravity potential fields. A proton's gravity well would 
tracting effect on surrounding neutral matter, while an 
у hill would have a matte-rpelling effect on surround: 
ing neutral matter. 

Austrian astrophysicist Sir Hermann Bondi described this gravity- 
field-generating mass with the term "active gravitational mass," dis 
inguishing it from passive gravitational mass, which characterizes the 
particle's tendency to respond to an external gravity field, and from iner- 
tial mass, which characterizes the particle's tendency to resist changes in 
velocity. Electrically neutral matter, containing equal numbers of pro- 
tons and electrons, would have а nct positive active gravitational mass, 
since the proton's positive gravitational mass is slightly greater than 
the electron’s negative gravitational mass. That is, the proton’s gravity 
well is only partially canceled out by the clectron’s gravity hill, and 
аз a result, the electrically neutral atom is left with a residual matter- 
attracting gravity well Particles producing gravity wells would attract 
neutral matter, whereas particles producing gravity hills would repel 
neutral matter. 
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Ie should be kept in mind thar subquantum kinetics grew out of the. 
intention to apply chemical kinetics concepts to microphysics and the 
realization that a reaction kinetic ether could provide a viable framework 
for describing the formation of subatomic particles. I did not devise it 
in a concerted attempt to explain the phenomenon of lectrograviics. 
In fact, I was initially somewhat concerned that the theory predicted 
two mass polarity states, each correlated with a corresponding electric 
charge polarity, but was late relieved upon discovering Brown's work. 

Subquantum kinetics accounts for gravitational force in terms ofthe 
action of gravity potential gradients on material bodies and not by intro- 
ducing ad hoc assumptions about dimensional warping. Gravity poten- 
tial fields move a particle by affecting the ether reactions that generate 
the particle and form its Turing wave. This reaction-kinetic approach 
is something quite foreign to classical physics and quantum mechanics, 
which consider a proton or an electron as a relatively immutable struc- 
ture, Not so in subquantum kinetics. The subatomic particle's etheron 
population is continuously transformed and renewed. A particle's Turing 
wave structure is re-created every instant, as etheron diffusion balances 
«theron creation or dissolution at each point in space. The subatomic 
particle, then, maintains its field structure in a dynamic steady state, 
‘or what the Hungarian systems theorist Ludwig von Bertalanffy would 
call a Flessgleichgewicht, a "patterned flow equilibrium." Or, using 
a term coined by the Russian Nobel laureate Шуа Prigogine, we would 
refer to subatomic particles as “dissipative space structures.” 

"The presence of an external field gradient will necessarily affect the 
position of a particle because it will disturb the equilibrium of the reac- 
tion processes that continually generate the particles Turing wave pat- 
tern. That is, the field gradient will distort the particle's space structure 
by raising (or lowering) the etheron concentrations more on one side of 
the particle than on the other. Because the steady-state condition tends 
to create a symmetrical space structure for the particle, any such depar- 
ture from symmetry will induce a stress, or а state of disequilibrium. 
“This stress is identified with the electrostatic or gravitational force that 
this electric or gravity potential field exerts on the particle. The reaction 
system relieves this stress and momentarily gains greater symmetry by 
accelerating or moving the particle's regenerating wave pattern either 
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up or down the field gradient, the direction of movement depending on 
whether the Бе action is attractive or repulsive. 

According to subquantum kinetics, force action is fundamentally a 
reactionckinetc process rather than a mechanical process, one in which 
the particle's core field readjust its concentration pattern in response to 
the disequilibrium caused by an imposed Бе gradient. Thus the field's 
induction of force and acceleration is accomplished with no recoil force 
being applied back on the field. No momentum transfer is involved. 
Similarly, the potential gradient generated by a charge or mass becomes 
established in the ether and is able to operate on charges and masses 
without any deference to the charges or masses that originally generated 
it, Thus, in subquantum kinetics it is perfectly acceptable for а field to 
accelerate the very same charges that generate it. This field autonomy 
is key to understanding how unbalanced electrostatic forces can induce 
motion in an asymmetrical capacitor, а subject we examined inthe pre- 
vious chapter. 

French inventor Jean-Claude Lafforgue proposes a similar idea in 
his 1991 patent on an asymmetrical thrust capacitor. He suggests that 
when a capacitor is charged, the fields it generates have their seat in 
the local space-time continuum reference frame, allowing them to act 
‘on the capacitor without any reaction force being directed back to the 
capacitor itself. Thus, he suggests that the electric fields generated by a 
properly shaped asymmetrical capacitor can exert unbalanced electro- 
static forces on the capacitor, whose residual is capable of displacing 
the capacitor relative to its initial rest frame. In his patent Lafforgue 


It is acceptable then to consider that F [electrostatic force rests its 
support on E [electric force field intensity, that is to say, on the space: 
time continuum the same for all the electrodes whatever their 
orientation and polarization... Whether Ње electrodes are at rest or 
in motion does not at all change the values of p, of o, of q, of E, nor of 
F. So under the action of the “force of expansion,” the isolated system 
mores and drags with itself and E and consequently Е. Our isolated 
systems are therefore self accelerated." 
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Lafforgue's term “force of expansion” refers to electrostatic pres- 
sure, that is, the electrostatic force F = oF present on a portion of the 
capacitor plate divided by the surface arca it acts through. Lafforgue 
does not refer to the notion of an ether. He uses instead the relativ- 
istic term “space-time continuum,” and he adopts the convention of 
working with force field intensity, E, rather than the electric potential 
gradient Ver. However, his conclusions about a capacitor's self-field 
action, which are based on experimental observation, are surprisingly 
identical to those predicted by subquantum kinetics. Hence, his work 
may be considered as independent support for the subquantum kinetics 
approach. Tests performed on one of Lafforgae's asymmetrical capaci- 
tors are discussed in chapter 12. 

Classical physics assumes that subatomic particles produce only 
matter-attracting gravitational forces regardless of their charge polar- 
ity. Classical theory doesn't describe what а gravitational field is or 
how it exerts its force; it just identifies it and mathematically repre- 
sents how gravitational force is related to the mass of a body and to 
эп observer's distance from the body. As for antimatter, there are a 
variety of opinions among physicists. Some believe that antimatter par- 
ticles should produce matterattracting fields and others believe that 
they should produce matter-epelling fields. 

‘General relativity, like classical physics, also asserts that all sub- 
atomic particles should produce attractive gravity fields regardless of 
their electric charge. Yet it also advances the additional proposition that 
these gravitational effects come about because the body's mass warps 
the surrounding metric of space and time and as a result induces an 
attractive motion in neighboring masses. Relativity docs not state how 
matter manages to accomplish this warping fea; it simply states this as 
а given. Although fancy equations are presented to describe the warp- 
ing assumption, they do not themselves provide any insight as to why 
matter, a physical quantity, might affect the geometry of space or the 
rate at which time passes. The initiate is asked to accept this on faith. 
Subquantum kinetics, on the other hand, does explain how a material 
body generates its electric and gravity potential fields, why these two 
fields are interlinked, and also how these fields induce forces on charges 
and masses. Furthermore, it describes how a material particle comes 
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into being in space, another point on which conventional physics is a 
bie vague. 

Most physicists are reluctant to consider ether-theory explana 
tions of particles and fields because relaivists have long drummed into 
them the misconception that the idea of an ether, with its preferred 
reference frame, has been disproved. Usually, they cite the Michelson- 
Morley experiments failure to detect a directional variation in the 
velocity of light. However, many have argued that the experiment’ null 
result was due to the fact that it was conducted underground, where 
the ether was stationary in the reference frame of the rotating Earth. 
Other experiments carried out by Georges Sagnac, Dayton Miller, and 
Ernest Silvertooth have since shown that the one-way velocity of light is 
not a constant.“ Hence, the results favor the notion of an ether over 
relatvity’srelative-frame notion. 

“The vindication of the ether-frame concept even impacts us every day 
in a practical sense. To establish proper synchronization of the clocks 
in the global positioning system satellite array, computer software must 
make allowances for the change in radio signal velocity caused by the 
array's geosynchronous rotation relative to the local ether frame, Were 
this not done and the network was instead synchronized in accordance 
with the pronouncements of special relativity, а hiker would be unable 
to accurately establish his latitude and longitude coordinates. The mili 
tary knows this quite well. 

Moreover, general relativity has no exclusive claim over tests car- 
ried out to check its predictions, such as the gravitational bending of 
starlight by the Sun and the precession of Mercury's orbit. All of these 
have also been accounted for in terms of classical physics effects. I 
might be added that these same gravitational effects are also predicted 
by subquantum kinetics. What general relativity refers to as a spatial 
warping of starlight photons by a celestial mass subquantum kinetics 
understands to be a refraction of photons (ether waves) by the body's 
gravity potential gradient (G-on concentration gradient). The gravita- 
tional time dilation phenomenon that all massive bodies experience and 
that relativity interpres again as an inexplicable warping of space is 
understood as a clock retardation effect that arises as a result of the 
reduction of the G-on concentration within the star or planet (as G 
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decreases, so too does X, and in turn so too does the X-Y flux rate 
that is responsible for all physical action). The gravitational redshift of 
light emitted from a massive celestial body occurs for a similar reason. 
Subquantum kinetics also accounts fo special relativistic effects. АП of 
these effects emerge from the five basic equations diagrammed in figure 
4.1 (see page 118). In summary, special and general relativistic effects 
emerge as corollaries of subquantum kinetics, but without requiring the 
magical warping of space-time. 

‘So itis noe surprising that highly classified black-budget programs 
embrace the concept of an ether in their attempts to understand the 
sravity-defying technologies that they have been developing. They 
have no obligation to please the academic physics establishment, 
which still teaches the rocket principle as the ultimate in space pro- 
pulsion technology. 

Norwegian researcher Dr. Bjórn Overbye points out that most 
physicists find it virtually impossible to visualize and understand rela 
tivity theory because И requires that one think in terms of four dimen- 
sions. He says, “Even experienced mathematicians and theoretical 
physicists who have worked with higher dimensional space for years 
admit that they cannot visualize them! Instead, they retreat into the 
world of mathematical equations.” According to the Nobel laureate 
Hannes Alfvén, "The people were told that only Einstein and a few 
geniuses that were able to think in four dimensions could understand 
the true nature of the physical world. Science was something to believe 
in, not something that should be understood.” 

Subquantum kinetics, on the other hand, offers us a path back to 
visualization and understanding. It is based on a simple conceptual 
framework, but to follow it one must forget the misleading models 
that have been taught in the past, quantum mechanics and relativity 
theory being among them. Since the theory is not easily presented in 
the space of a few paragraphs, the reader is referred for more details 
to the journal articles cited at the beginning of this chapter and to my 
book Subquantum Kinetics, all of which deal more thoroughly with 
the subject. The more philosophically inclined are referred to my 
book Genesis of the Cosmos, which presents a less technical introduc- 
tion to the subject. 
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4.2 = VIRTUAL CHARGE ELECTROGRAVITIC 
EFFECTS 


In earlier writings of how subquantum kinetics predicts an electrogra- 
vitic connection, I did not also consider that vireual-charge gradients 
might also produce electrogravti effects. However, it is reasonable to 
expect that, like real charges, virtual charges also should induce grav- 
ity potentials. Moreover, gravitational thrusts on a capacitor dielectric 
arising from virtual charges may in some cases be far greater than those 
produced by the real charges creating the capacitors electric field So it 
isevident that the scope of the subquantum kinetics clectrogravitics pre 
diction should be expanded to include such virtual-charge effects, Let 
proceed to derive this by considering a charged asymmetrical capa 
tor that establishes a nonlinear electric field across its dielectric 

Due to the math involved, the material presented in the next several 
pages may be a bit challenging for those who have not had a course in 
college physics. Some, then, may want to skip over it. But those wishing 
to acquire а nuts-and-bolts understanding of how antigravity technology 
might work are encouraged to read this section, if not now, at least at some 
later time, for this material is referenced frequently later in the book. 

As was explained above, subquantum kinetics identifies an elcc- 
tric potential gradient with an X-on ог Y-on ether concentration gr 
ent. Consider а charged asymmetrical capacitor whose negative plate is 
smaller than its postive plate. With such afield geometry, the voltage 
gradient will vary nonlinearly with distance across the dielectric, the 
field gradient getting steeper toward the capacitors smaller negative 
plate. Represented in terms of the X-on etheron concentration compo- 
nent, Cy, X-on concentration will rise nonlinearly, reaching a maximum 
atthe negative plate. X-ons will continuously diffuse down this concen- 
tration gradient away from the negative plate, their flux per unit surface 
area being represented by the symbol Ф, called the X diffusive flux vec- 
tor. Itis related to the X-on concentration gradient, VC,, by the formula 
Ar) = Ә.С, where Dy is the diffusion coefficient. 

Suppose that we consider three adjacent volumes in the capacitor 
dlicletri aligned along the axis of the capacitor and located near the 
capacitors negative plate (sce lower three boxes in figure 4.4). Because 
the field potential varies nonlinearly with distance across the dielectric, 
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the X-on concentration gradient, VC,, between box 1 and box 2 will 
be steeper than that between box 2 and box 3. Therefore, more X-ons 
will be induced to flow into box 2 than will be induced to leave from 
box 2. Asa result of this ых imbalance, the number of X-ons in that 
box will increase at the rate ya) = dea. This has the effect of raising 
the X-on concentration in that box, which is equivalent to lowering its 
electric potential, negative potential being correlated with increased 
X-on concentration. 

Because there is a net inflow of X-ons into box 2, the divergence of 
the X diffusive ых vector Vt for that box will be a negative quantity. 
"This diffusive flux-vector divergence by definition is calculated from 
the variation of X-on concentration C,() using the equation РФ) = 
D, Cir). This negative divergence, in turn, is equal to a quantity 
called the X production rate balance density, ру, а scalar quantity that 
represents the rate, Quy at which X-ons enter а unit volume dV. This is 
mathematically expressed эв pir) = ОУУ = V(r) = D.C). 

"The X production balance density, у, is the ether counterpart of the 
negative virtual electric charge density, py.“ Thus the excess influx of 
X per unit time into box 2 would act as though а negative electric charge 
density, pz, was present in that box. Also, the X diffusive flux vector, 
4o is the ether equivalent of the electric flux density vector, D, of con- 
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ventional theory. Physicists also refer to D as the electric displacement, 
but we use here the flux density vector designation since it more closely 
approximates the terminology used for its ether counterpart. It should 
be mentioned that all of these conventional physics terms were originally 
developed in the context of 18th- and 19th-century ether models. 

The upper set of boxes in figure 4.4 illustrates how these etheron 
fluxes would be expressed in conventional physics terms using D and pr. 
A nonlinear electric potential gradient Voy is assumed to extend across 
the capacitor dielectric with the potential gradient steepening toward 
the negative clectrode on the left. This field gradient induces а greater 
electric flux density to flow out from box 2 (to the left) than t flow into 
box 2 (from the right). Consequently, D has a positive divergence, which 
by definition creates а negative virtual-charge density in that box. In 
conventional terminology, this is expressed as VD(r) = -e'gsir = pt. 
Rearranging these terms we may write: 


ТРЕТИ © 


Here we also include in the expression the term -éF Er), which expresses 
this equivalence in terms of the permittivity times the divergence of the 
electric field intensity, E, for those who are familiar with this alternate 
term. 

However, in the case of real negative charges such as electrons, the 
D vectors would instead be inward directed making the divergence term 
FD a negative quantity. If this subtle difference between real and vir- 
‘tual charges is not appreciated, one might mistakenly assign a 
polarity to virtual charges and calculate gravity thrust vectors pointing 
in the opposite direction. Taking the etheron model as an example, if 
real negative charges were present in box-2, X-ons would be entering 
the box through X-on creation attributable to the Model G reactions. 
"The resulting X-on surplus would produce an outward diverging flux, 
making the divergence term Vb, а postive quantity. In the case of a 
negative virtual-charge density, on the other hand, the X influx arises 
from the spatial redistribution of X-ons, which enter the unit volume as 
ıa result of the electric field's nonlinearity. Thus the diffusive flux vectors 
will instead point inward, making the divergence term ТФ, a negative 
quantity. 
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Based on equation 6 above, we conclude that virtual charge is 
formed wherever the field's electric flux density vector D acquires a 
nonzero divergence value, div D # 0, or in other words, wherever the 
derivative of D differs from zero. Expressed in terms of the electric 
potential field, ө (7, a virtual charge would arise wherever the second 
derivative of the field's electric potential becomes nonzero, that is, 
iy. 0, For the second derivative to be nonzero, the magnitude of 
the field's electric potential mast vary nonlinearly with distance. 

Now, going back to our ether flux model, let us consider how these 
virtual electric charge densities would produce a gravitational Бе 
across the capacitor. The positive X production rate balance density in 
box 2 (lower half of figure 4.4) results in the creation of a positive G 
production rate balance in that box due to the reverse reaction, G X, 
which in turn produces а local increase in G-on concentration, Cy. With 
this surplus G production rate, the volume acts as though it contains a 
negative virtual mass density that produces a local increase in gravity 
potential, gy. Consequently, a negative divergence of the X diffusive flux 
vector leads to an increase in gravity potential at that point. 

"Thus subquantum kinetics leads to а charge-mass equivalence simi 
lar to that stated in relation 2 of chapter 1, except here we broaden 
the definition of charge density so that we consider the electrogeavitic 
effects of a virtual-charge-densty gradient opposed to a real-charge- 
density gradient. Hence we may state that a virtual-charge density of 
magnitude py creates a proportional virtual mass density of magni 
tude po, that is, pa ж ре. И the negative virtual-charge density var- 
ies with distance across the capacitor's dielectric, then there will be a 
corresponding variation in negative virtual mass density and a gravity 
potential gradient will form across the dielectric. Given that this 
mass density creates a proportional negative gravity potential field, ра 
x ~#,(F, we conclude that the gravity potential at a given point r should 
be proportional to the negative charge density at that location. By using 
equation 6 above, this may be mathematically expressed a 


Syl « р) = FDU) = Er) = зец т 


The gradient of this gravity potential field would create a grav 
tional force оп matter that it spanned. As mentioned earlier, this force 
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would arise because the G-on concentration gradient spatially distorts 
the etheric wave patterns of the subatomic particles it affects, perturb- 
ing them from their ideally spherical symmetric configuration. Because 
of their tendency to maintain a state of morphogenic homeostasis, the 
particles respond to this stress by moving down the gravity potential 
gradient toward the capacitor’ postive pole. 

In accordance with Newton's second law, the gravitational force 
acting on а body at point ғ would be proportional to the negative gra- 
dient of the induced gravity potential field at that location multiplied 
by the body's inertial mass, which is expressed as F,(r) = Gm en. 
Hence using relation 7 о substitute for gravity potential er) the gravi- 
tational force on a capacitor is expected to vary in proportion to the 
third derivative of the electric potential g(r, or as the derivative of the 
LaPlacian ofthe electric potential: 


Fri = k me (Wir) в) 


As before, the constant Ё in this equation is an experimentally deter- 
mined clectrogravitc proportionality constant that quantifies the virtual 
charge-to-xirtual-mass coupling relationship. 

‘This thrust on the capacitor dielectric will persist as long as the 
applied electric field is not canceled out by the opposing electric dipole 
moment created by the polarization of the dielectric. By oscillating the 
electric field to repeatedly create virtual charge, the gravitational thrust 
may be maintained without complete cancellation. 

‘One thing that becomes apparent from studying relation В is that the 
clectrogravitic force should increase as the electric potential field across 
the capacitor becomes increasingly nonlinear; the more nonlinear the 
field, the greater the induced gravitational thrust. Force also increases 
in accordance with the dicectrics dielectric constant, е, and its mass, 
‘mg. Thus dielectrics with higher К and greater mass will deliver greater 
thrust. Brown stressed all of these points in his work. 

Furthermore, like the clectrogravitic force produced by a real- 
charge-density gradient, the clectrogravitc force arising from a virtual- 
charge-density gradient will always be directed toward the postive pole. 
Ifthe field polarity is reversed, the polarity of the virtual-charge density 
‘would also reverse, as would the direction ofthe gravitic thrust. Thus, 
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if the smaller electrode in an asymmetrical capacitor was made positive 
instead of negative, the clectrogravitic thrust would be directed once 
again toward the postive electrode, which in this case would be the 
smaller of the two electrodes 

Now let us consider a standard symmetrical parallel late capaci 
tor. Such а capacitor would develop no vireual-charge-densiy gradi 
ent when charged since its electric field potential would vary linearly 
across its dielectric. The only gravity field across its dielectric would 
be that arising from the charges on its plates. The negative charges on 
the negative plate would be producing X-ons and G-ons while the pos 
tive charges on the capacitors postive plate would be consuming X-ons 
and G-ons. Consequently, the X-on and G-on concentrations would be 
highest at the capacitors negative pole and would drop linearly with 
distance across the dielectric until they reached their lowest value near 
the capacitor’s positive pole. These X-on and G-on concentration gra 
dients would be accompanied by a diffusive lux of X-ons and G-ons 
flowing down the gradient in a uniform manner. Since any volume in 
the dielectric would experience the same etheron influx as eflux, the 
divergence of the X diffusive flux vector would be zero throughout the 
dielectric, as would be the virtua-charge density 

We may now attempt to calculate the gravity field developed across 
an asymmetrical AC electrokinetic capacitor having a design similar to 
that shown in figures 3.2 and 3.6. We may use clectrogravitic relation 
7 to determine the virtual-charge profile and gravity potential ficld that 
would be generated across the dielectric. Suppose that a 100-kilovolt 
DC bias potential were applied across the capacitor plates, with poten- 
tial varying nonlinearly according to the inverse square of distance аз 
shown by the dotted line in figure 45a. This would plot as the equation 
V = =. Compare this with the field potential graph reproduced from 
Brown's patent (sce figure 3.6). Note that this ficld is substantially more 
nonlinear than the 1/ potential field that would typically exist around a 
charged sphere. Let us also suppose that the capacitors negative antenna 
electrode excites a quarter-wave sine wave oscillation across the dicec- 
tric with a node at the positive electrode. Iit was а conventional sym- 
‘metrical capacitor having equal area electrodes, the oscillating potential 
would vary with distance across the dielectric, as shown in figure 4.5b, 
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in which the solid and dashed curves represent the potential distribution 
at voltage minimum and voltage maximum. However, since the capaci- 
tor is asymmetrical, with a field that varies with distance in a nonlinear 
‘manner, this sine wave amplitude will decrease sharply with distance 
toward the positive electrode. 


[] 
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Figure 4.5. (a) The DC bias potential across tbe dielectric (dotted line), with 
‘the superimposed resonant oscillation (solid line represents maximum nega 
tives dashed Ime represents maximum positive). (6) Sine wave voltage oscilla. 
tom applied across the dielectric in Browns electrokinetic apparatus (c) The 
corresponding gravity potential profile. (Р. LaViolette, © 2007) 
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If it were superimposed on the DC bias potential, the overall field 
‘would oscillate between the very negative potential profile prevailing 
when the sine wave oscillation was at its maximum negative voltage 
(chown as the solid line in figure 4.52) and the low negative voltage 
field distribution prevailing when the sine wave oscillation was at its 
‘maximum positive voltage (shown as the dashed line in figure 4.59) 
"The amplitude of the sinusoidal oscillation at the negative electrode is 
adjusted to be about 95 percent of the bias voltage. Using theelectrogr 
viti coupling expression that is presented as relation 7 and including a 
geometry correction to account for the capacitors asymmetrical geom- 
etry, the resulting gravity potential distribution is computed to be that 
shown in figure 4,5e; ce text box for details. The gravity gradient and 
resulting thrust vary from a minimum to a maximum as the voltage of 
the sine wave resonance at the negative electrode cycles between posi 
tive and negative maxima. Throughout the AC cycle, the thrust remains 
always directed toward the positive electrode, but oscillates in magni- 
tude approximately 750 million times per second. 


Gravity Potential Distribution in an Asymmetrical 
Capacitor with a DC Voltage Bias and 
Applied AC Voltage Oscillation. 
The gravy potential graphed in fure 4.Sc was computed from the 
following equation: 
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negative эз referenced from the grounded postive plate. This quan- 
iy is diferentted to derive the electric field gradient, Vor, which 
by definition а proportional tothe negative electri Пих density нес. 
tor.-D. However since we are deabng with an asymmetrical capacitor 
With а postive electrode surface area that is larger than the negative 
electrode surface area, in considering the total electric бик entering 
‘or leaving given spherical shell increment, we mast multiply D times 
4r", which accounts for the increased surface area toward the posi- 
tive electrode. Taking the derivative of this and dividing by бт gives 
the divergence of D in that volume increment. Then, multiplying by 1, 
we get the virtual charge density in hat increment, рб). The negative 
ofthis, in шт, gives the gravity potential ү), wich isthe quantity 
plotted in igure 45. 

Note that f the volage potential across the dielectric instead was 
ко vary only as V/ as do fields radiating from a charged sphere, then in 
that сазе the divergence would be zero, ince the бик per unt surface 
area would not change with stance. Hence, such a held, although non- 
linear, would not produce э virtual charge-densty gradient. 


"The gravity potential gradient is sen to be steepest at the negative 
electrode and to rapidly decrease in magnitude as the positive electrode 
is approached, and the gravitational thrust on the dielectric declines in a 
similar fashion. Consequently, the thrust developed by the device could 
be maximized by incorporating high-mass semiconducting particles in 
the dielectric near its negative pole, where the gravity gradient is highest. 

"The amplitude of the AC quarter-wave resonance should be kept 
below 100 percent of the negative DC bias voltage. Otherwise the net 
electric potential across the dielectric would become slightly positive 
during the small fraction of the oscillation cycle when the sine wave 
oscillation was at its positive maximum. This in turn would produce 
а slightly negative gravity potential having а small positive potential 
gradient that would generate a thrust directed toward the negative elec- 
trode. During the brie time it was produced, thi small opposing thrust 
would subtract from the gravitic thrust developed during the majority 
of the oscillation суе. 
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The results obtained in Brown's Paris vacuum chamber experi- 
ment may also be explained in terms of the virtual-charge clectro- 
gravitic concept. The sudden rotor thrusts observed after each spark 
discharge could be due to the creation of a virtual.charge-density gra 
dient across the rotor’s capacitor element. The fanning feld geometry 
of the spark discharge would have created a nonlinear electric poten- 
tial gradient between the capacitor plates that in turn would have cre- 
ated a virtual-charge-densty gradient between the plates. This, then, 
would have momentarily generated a gravity potential gradient across 
the capacitor element. With the disappearance of the spark, these vir- 
tual charges would have also disappeared, the intervening field hav- 
ing become linear once again. While the virtual charges were present, 
however, they would have generated a substantial gravitational thrust 
on the rotor. 

It is also possible that the rapid recharge of the negative electrode, 
which took a matter of milliseconds following each spark discharge, 
served to increase the nonlinearity of the field between the plates 
thereby increasing the created virtual charge and the accompanying 
gravitational thrust. Brown's observation that he obtained greater 
thrusts when he used a barium titanate dielectric between the capaci 
tor plates may be explained on the basis of this virt, 
In accordance with equation 8 above, the clectrogra 
‘on an intervening dielectric should vary in direct proportion to the 
diclectrics permittivity. A dielectric such as barium titanate has а K- 
value of about 10* when slowly charged, but when rapidly charged 
over a few milliseconds, its Kvalue will be much lower, perhaps 
around 1,500. So during the course of a voltage change of a millisec- 
‘ond duration, a 1,500-fold-greater virtual-charge density and 1,500- 
fold greater thrust would be created, compared to the case in which 
such a dielectric was absent. The high mass density of barium tita- 
nate would be another factor contributing to the production of greater 
‘thrust, barium titanate being about six times as dense as water. That 


is, fora given gravity potential gradient generated across the capacitor, 
dielectrics having greater mass would produce greater thrust. 
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4.3 TOWNSEND BROWN'S ETHER PHYSICS 


"To account for clectrogravitic phenomena, Brown, too, came to the- 
осше about the existence of an ether and to reject the idea of rela- 
tive frames. His Vega laboratory notebook contains a section titled 
"Structure of Space,” in which he qualitatively explores the subject 
of the existence of an ether and sets forth some of its more impor- 
tant properties. Although the notebook's cover page is labeled “Vega 
Aireraft Corp..” these notes on the ether are dated between January 
and March 1943, which suggests that Brown most likely wrote them 
when he was teaching at the Atlantic Fleet Radar School in Norfolk, 
Virginia. Interestingly, the ether theory that Brown explores has some 
similarities with subquantum kinetics 

In one passage, Brown explains his reason for considering the pres 
ence of an ether. He writes: 


For certain phenomena it is desirable and almost necessary to assume 
the existence of an aether in order to evolve a satisfactory explanation. 
An example is the force of gravitation, particularly the elctrogravi- 
tational effects; The phenomenon of the movement of a dielectric 
such an example... Much of the work [presented in these note 
is based on facts derived from actual experiments which cannot be 
satisfactorily explained without the existence of an aether possessing 
substantially these qualities. 


Brown proposes that the dielectric constant К and permeability и, 
which are electromagnetic properties of free space, be identified with 
the ether. He then proposes that matter might induce a variation in the 
magnitude of К and p, causing these quantities to attain greater values 
massive body. He associates this variation in К and p with a grav- 
itational potential field gradient and suggests that a mass acted upon 
by this field has a "tendency to migrate" toward regions of higher К 
and p, that is, toward regions where the gravitational potential is more 
negative. He envisions a low К and p region аз manifesting a "high pres- 
sure” and a high К and p region аз а manifesting a “low pressure,” and 
that a gravitating body would be migrating from a high-pressure region 
toward a low-pressure region. 
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As is done in subquantum kinetics, Brown proposes that potentials 
are the real existents and that a body's adjustive response to afield gra- 
dient is the essence of force. Brown's suggestion that a body migrates 
in an equilibrating response to the influence of a gravity gradient very 
much resembles concepts used in subquantum kinetics. However, he 
uses a mechanical analogy of a solid body's response to a pressure 
differential, whereas subquantum kinetics adopts a reaction-diffusion 
process analogy, which is fundamentally different. 1 believe the reaction- 
diffusion system concept is a better framework for application to micro- 
physics because in addition to offering an understanding of how fields 
are generated and how they exert force, it predicts the autogenctic 
creation of subatomic particles having charge, mass, spin, and matter- 
wave properties, 

Brown adopts а mechanical model when he suggests that the etheric 
field creates a pressure upon a material body. A similar concept has been 
expressed in many of the nineteenth-century ether theories. However, 
Brown's theory doesnot bring us any closer to understanding what force 
is, To say that the observed gravitational force arses from the summed 
collisional action of myriad energetic etheric particles merely begs the 
question; one is still left to wonder why these etheric particles should 
exert an accelerating force. Subquantum kinetics, on the other hand, 
addresses this question by providing an understanding of how а mate- 
rial body—an etheric reaction-diffusion wave patten—migeates in 
response to the influence of an etheron concentration gradient (poten 
tial gradient). The wave pattern migrates because the etheron gradient 
alters the ongoing reaction and diffusion processes that are responsible 
for generating it and deploying it. 

Like subguantum kinetics, Brown's theory makes a significant 
departure from the traditional general relativistic concept of assuming 
that masses warp space-time. However, does his theory explain how a 
mass might alter the К and р values he ascribes to the ether? Based on 
the few quotes from his notes that his family has released to the public 
up to this point, there is по indication that it does. Brown indicates 
that is ideas about the ether are based on experimental results, Indeed, 
permittivity and permeability are observable quantities that are used to 
characterize Ње electrical properties not only of material media but also 
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of a vacuum transmitting electromagnetic waves. However, it is a major 
leap of induction to assume that this aspect of the ether is the cause of 
gravitation. Beginning from observables, itis difficult to extrapolate 
the workings of an etheric realm, which are inherently inaccessible to 
direct observation. One risks making the error ofthe blind men and the 
elephant. 

We know that the speed of light slows down in media having higher 
К and p values, and we also know that the speed of a photon decreases 
while passing through the gravity well of a massive celestial body, which 
is responsible for the gravitational lensing effect. However, it does not 
necessarily follow that gravity mediates this effect by increasing the 
cther's К and р values. Might not this speed decrease arise because a 
decrease in the gravity potential (etheron concentration) causes a gravi 
tational clock retardation effect? Subquantum kinetics predicts the lat 
ter and proposes that the same retardation phenomenon that relaivists 
term “time dilation” is also responsible for causing the gravitational 
redshift observed in the spectra of white dwarf stars. 

Subquantum kinetics also describes in detail how a mass locally 
decreases the G-on concentration to create a gravity potential well in 
its vicinity and also how a charged particle generates а corresponding 
decrease or increase in gravity potential depending on its electric polar- 
ity. As such, it is the only unified field theory о predict the existence of 
electrograviic coupling at low potential energies. Does Brown's ether 
theory correspondingly explain how electric charge might produce 
gravitational force effects by inducing changes in the ether's К and p? 
With the small amount of information that has currently been made 
available, we are left only to wonder. Nevertheless, it is interesting to 
find that Brown was considering ether physics explanations at this early 
date in is electrograviicsrescarch. 


Changing бе K value of the ether, that ia, the value of t electric permittivity, i 
‘guialentinsabquantuminesics to changing the X and Y diffusion соенеп ol the 
Model Geter eaton sytem. Changing these ан coefficients would change the 
‘and Ү etbericconcertrason тартам. the бест potetall n патты kine 
Jes, however ethene concentration gradients (potential gradient may be produced 
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5.1 ELECTROGRAVITIC SECRETS 
OF THE B-2 BOMBER 


For many years, rumors circulated that the United States was secretly 
developing a highly advanced radar-evading aircraft. Rumor turned 
to realty in November 1988, when the U.S. Air Force unveiled the 
B.2 Advanced Technology Bomber (sce figure 5.1). Although mili- 
tary spokesmen related some things about the craft's outward design 
and low radar and infrared profile, there was much they were silent 
about. However, several years later, some key secrets about the B-2 
‘were leaked to the press. In its March 9, 1992, issue, Aviation Week & 
Space Technology magazine made the surprising disclosure that the B-2 
clectrostatically charges its exhaust stream and the leading edges of its 
winglike Боду! Those familiar with Brown's work will quickly realize 
that this is tantamount to stating that the B-2 is able to function as an 
antigravity accra 

Aviation Week obtained its information about the B-2 from a small 
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Figure 5.1. The B-2 Advanced Technology Bomber in flight. (U.S. Air Force 
photo) 


group of renegade West Coast scientists and engineers who were for- 
теу associated with black research projects, which are defense proj- 
саз so secret that even their very existence is classified. In making these 
disclosures, the scientists broke a code of silence that rivals the Mafia. 
"They took the risk because they felt that t was important for economic 
reasons that efforts be made to declassify certain black technologies 
for commercial use. Two ofthese individuals said that their civil rights 
had been blatantly abused (in the name of security), either to keep them 
quiet or to prevent them from leaving the tightly controlled black R&D 
Several oaths afer Aviation Wok pub the ric, euey 
personnel from the black world went into high gear. That sector of the 
Mack R&D community received very strong warnings, and as a result, 
the group of scientists subsequently broke off contact with the magazine. 
Clearly, the overseers of black R&D programs were substantially con- 
cerned about the information leaks that had come out in that article, 
Northrop, the prime contractor for the B-2, had been experiment- 
ing for some time with the propulsive benefits of applying high-voltage 
charge to aircraft hulls. For example, at an aerospace sciences meeting 
held in New York in January 1968, scientists from Northrop's Norair 
Division reported that they were beginning wind tunnel studies on 
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the aerodynamic effets of applying high-voltage charges to the lead- 
ing edges of high-speed aircraft bodies. They said they expected that 
the applied electric potential would produce a coronal glow that would 
propagate forward from the craft's leading edges to ionize and repel air 
molecules upwind of the aircraft. The resulting repulsive electric forces 
would condition the airstream so as о lower drag, reduce heating, and 
soften or eliminate the supersonic boom.“ Their results showed that 
‘when high-voltage DC is applied to а wing-shaped structure subjected 
to а supersonic flow, seemingly new "electro-acrodynamic" qualities 
appear that result in significant air-drag reduction on the structure and 
the virtual elimination of friction-caused aerodynamic heating, as well 
as the elimination of shock wave and wave-drag phenomena. Similar 
research was carried out in 1965 by the Grumman and Avco corpora- 
tions, Interestingly, in 1994, Northrop bought out and merged with 
Grumman as part of its drive to place increased emphasis on defense 
electronics technologies. 

Northrop and Grumman scientists apparently got the idea for 
investigating this sonic cushion effec either from Brown or from papers 
describing his work that had been previously circulated. For example, 
in his 1952 paper describing Brown's electrogravitic discs, Rose wrote, 
“The Townsend Brown experiments indicate that the positive feld which 
is traveling in front of the saucer acts as a buffer wing which sa 
ing the air out of the way. This immaterial clectrogravitational feld acts 
as an entering wedge which softens the supersonic barrier, thus allow- 
ing the material leading edge of the saucer to enter into а softened pres 
sore area; This was accompanied by the diagram reproduced in figure 
5.2a, which shows how the supersonic flow would be diverted around 
leading edge of a wing. 

Brown also called attention to this effect in his 1960 electrokinetic 
apparatus patent, which describes using а flame-jet generator to place 
а high-voltage positive charge on a needlelike electrode at the front end 
of a rocket (sce figure 5.2b). In one passage, he wrote, "By using such 
а nose form, which at present appears to be the best suited for flying 


lhcagh the author of that article speculate that Northrop was negatively charging 
the aircraft leading edge, he onic barrier effects could aloe accomplished with 2 
postive charges m Bere erigi ecard. 
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Figure 5.2. (a) Electrostatic deflection of tbe airstream around the electrified 
leading edge of a saucer shaped aireraft (From Rose, "The Flying Saucer,” 
University for Social Research, April , 1952, vol. 7) (0) Brown's proposed 
use of a high-voltage needle electrode at the prow of a rocket. (From Brown, 
U.S. patent 3,022,430, figure 2) 


speeds approaching or exceeding the speed of sound, 1 am able to pro- 
duce an ionization of the atmosphere in the immediate region of this 
foremost portion of the mobile vehicle. 1 believe that this ionization 
facilitates piercing the sonic barrier and minimizes the abruptness with 
which the transition takes place in passing from subsonic velocities to 
supersonic velocities 

Aerospace companies later pat Brown's suggestion into use on 
rockets. А spike was placed at the nose of a rocket and caused to emit a 
high-voltage are. Wind tunnel studies showed that the resulting electric 
field pushed the bow shock front away from the rocket nose vo that it 
no longer contacted the main body of the missile and, hence, substan- 
tially reduced air drag. According to one Greek scientist working in 
ion with the U.S. Embassy in Greece, nose electrification is a 
standard technique used on U.S. rockets to stabilize them during take- 
off, Engineers are told to figure a 20 percent weight reduction during 
the first few kilometers" gain in altitude when determining the rocket's 
trajectory. 

In the late 1970s, Russian scientists at the loffe Institute in St. 
Petersburg led by Anatoly Klimov carried out an interesting experiment 
that demonstrated how plasmas could reduce air drag. They fired a 3- 
centimeter steel sphere at a velocity of one kilometer per second through 
a tube filled with low-pressure argon gas. In one section of the tube, 
the argon gas was ionized to form a plasma. They found that when 
the sphere entered the plasma, its shock wave stood twice as far away 
from the sphere as it would in ordinary gas, and, more important, the 
spheres aerodynamic drag was reduced by 30 percent.” 
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Interestingly, Northrop, which had past experience in leading-edge 
electrification, was contracted by the Pentagon in 1981 to work on the 
highly classified B-2. Northrop's expertise in this area must have been 
а key factor contributing to its winning of this contract, for Aviation 
Week reported that the B-2 uses "electrostatic feld-generating tech- 
niques” in йз wing leading edges to help it minimize aerodynamic tur- 
bulence and thereby reduce its radar cross-section." The same article 
mentions that the B-2 also charges its jet engine exhaust stream, which 
has the effect of rapidly cooling its exhaust and thereby remarkably 
reducing is thermal signature. 

Although these disclosures were framed in the context of enhanc- 
ing the B-2's radar invisibility, in fact they are part of its field propul- 
sion drive capability. With a positively charged wing leading edge and a 
negatively charged exhaust stream (figure 5.3) the B-2 would function 
«essentially as an electrogravitc aircraft. Just as in Brown's model lying. 
discs (see figure 2.1) and in his patented electrokinetic disc (see figure 
2.8), the positive and negative ion clouds created ahead and behind the 


Figure 5.3. The profile of the B-2 as seen from above. The plane тез. 
sures 69 [eet from front to back and 172 feet from wing tip to wing 
ip. Cowlinge on either side of the cockpit feed large amounts of intake 
air to the flamejet high-voltage generators enclosed within its body. 
(P. LaViolete, ©1993) 
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B-2 would produce а locally altered gravity feld that would cause it to 
feel a forward-directed gravitic force. In effect, the B-2 is a realization 
of the lying disc design Brown described in his electrokinetic generator 
patent as seen in chapter 2. 

Rumors circulating among aviation industry personnel close to the 
project allege that the B-2 does use antigravity technology. A similar 
claim was made in the 1970s by Marion Williams, a former Central 
Intelligence Agency officer who had worked at the highly classified Area 
51 facility, where the B-2 was testflowa.*" Just before he died of can- 
cer, Williams confided to his relative Andrew Basiago that design prin- 
ciples from crashed alien antigravity spacecraft were being utilized in 
the stealth bomber. Thus, our conjecture that the B-2 incorporates an 
electrogravitic drive may be substantially correct, although its design 
may actually have originated closer to home than Williams had been led 
to believe, The B-2, then, may be the first military antigravity vehicle 
to be openly displayed to the public! It may be the final realization of 
the kind of craft that Brown had proposed in Project Winterhaven and 
thatthe 1956 Aviation Studies report had disclosed was beginning to be 
developed by the military in late 1954. Consequently, the desig 
72" might more appropriately stand for Biefeld-Brown effect. 

The secrecy that has so tightly surrounded the B-2 most likely does 
not concern its radar-evading technology as much as it docs its anti 
gravity propulsion technology, although the two are probably closely 
intertwined. The use of such nonconventional propulsion technology 
would explain the B-2's high price tag, which averaged more than $2 
billion per plane. 

Although the black-world scientists mentioned nothing about clec- 
trogravitics in their Aviation Week disclosure about the B-2, they did 
admit to the existence of very “dramatic, classified technologies" appli- 
cable to “aircraft control and propulsion.” They were especially hesi- 
tant to discuss these projects, noting that they are "very black.” One 
of them commented, "Besides, it would take about 20 hours to explain 
the principles, and very few people would understand them anyway"! 
Apparently, what he meant is that this aircraft control and propulsion 
technology is based on physics principles that go beyond what is currently 
known and understood by the general public as well аз most academic 
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physicists. Indeed, by all normal standards, electrogravitcs is an exotic 
propulsion science. Nevertheless, by beginning with an understandable 
theory, electrogravitics becomes а lot less mysterious. As mentioned ear- 
lier, subquantum kinetics provides one such viable theory. 

"The B-2's body design also raises suspicions that the aircraft is in 
fact an dlectrogravitic vehicle. A primary design criterion for an electro- 
gravitic craft is that ie have a large horizontally disposed surface area 
so as to permit the development of а sufficiently strong antigravity lift 
force. As Brown's experiments demonstrated, such an aircraft need not 
necessarily be disc shaped; triangular- and square-shaped forms also 
exhibit antigravity lift when electrified, although disc shapes give the 
best performance, The triangular planforms used in the B-2 and other 
advanced stealth aircraft may have been deemed better for reasons of 
their much lower radar cross-section. 

Interestingly, one of the central features of the B-2's classified tech- 
nology is the makeup of its hulls outer surface. Authorities tll us that 
the hull is composed of а highly classified radar-absorbing, material 
Ceramic dielectrics are a likely choice for the B-2. Unlike many lossy 
dielectrics that dissipate the energy of incident radio waves and there- 
fore function as radar wave absorbers, ceramic dielectrics are lossless, 
energetically noninteractive, and, hence transparent to radar waves. 
More important, ceramic dielectrics also have the ability to моге large 
amounts of high-voltage charge. By covering the hull with such an clec- 
tric insulator, it would be possible for the B-2 to maintain a high-voltage 
differential between its postive leading edge and its negative ion exhaust 
stream. At sea level, the breakdown vokage is about 27,000 volts per 
centimeter, whereas at an altitude of fourteen kilometers, the breakdown 
voltage drops to about 10,000 vols per centimeter. So with its 69-foot 
(21-meter) frontto-back dimension, the B-2 at sea level in dry air should 
be able to maintain а voltage differential of up to 57 million volts before 
arcing over, whereas at fourteen kilometers, it should be able to maintain 
ıa differential of up to 20 million vols. Military spokesmen have said that 
the B-2 cannot fly in rainy weather, giving the reason that its coating of 
radar-absorbing material can be adversely affected. The real reason is 
‘that if the hull becomes wet, it cam lose its insulating properties, and the 
leading edge electrode can short out to the rear exhaust duct. 


LE 


Even after the hills high-voleage electrification is shut off, the hull 
dielectric can retain a residual charge for some time because of the 
dielectric absorption effect mentioned in chapter 1. This could explain 
rumored incidents of ground crews having been zapped by touching a 
B-2 too soon after it landed, 

The B-2's positively charged leading edge, another key component 
of its propulsion technology, was also a matter of special concern to 
Northrop designers. According to Aviation Week, ће bombers leading 
edges posed a particularly challenging production problem on the first 
aircraft, The leading edge ionizer is most probably a conductive strip or 
wire that runs along the B-2's sharp prow and is electrically charged to 
upwards of many millions of volts, As the craft moves forward, its clec- 
tified leading edge deflects the approaching airstream to ether side, 
so that а large fraction of the generated positive ions are carried away 
from its body surface and are prevented from immediately contacting 
and neutralizing the negative ions in the B-2's exhaust stream, As a 
result, the B-2 is able to build up very large space charges ahead of and 
behind itself that would subject it to а large gravity potential gradient. 


increasing force. Hence the B-2's clectrogravitic drive should operate 
more efficiently when the craft is moving at higher speeds. 

Best results should be obtained when the B-2 is traveling at super- 
sonic speeds. Positive ions from its leading edge should become entrained 
in the upwind sonic shock front and flow away from the craft through 
that sonic boundary layer, later to converge on the negatively charged 
exhaust stream. Military sources, however, claim that the B-2 is a sub- 
sonic vehicle. Its somewhat stubby cross-section and the angle of its 
‘wings might lead one to believe that this is so. Yet these design fea 
tures should not pose a problem for supersonic flight, considering that 
the B-2 uses an electrostatic field to deflect the approaching airstream. 
Brown's saucer designs similarly had a stubby cross-section and yet were 
intended for supersonic travel. The Air Force probably avoided disclos- 
ing the B-2's supersonic capability to avoid raising curiosity about how 
the craft would generate the required thrust. 

In both subsonic and supersonic flight, the deflected positive ions 
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would form an ellipsoidal sheath as they circuit around the B-2 (figure 
54). The B-2's forward postive ion sheath would act very much like 
an extended positively charged electrode whose surface has а parabolic 
shape. Thus, the electrogravitic force propelling the B-2 would arise 
mot just from the leading-edge electrode, but also from the entire posi- 
tively charged forward ion sheath. The positive- and negative-ion space 
charge distributions would very much resemble the charge configuration 
that Brown employed in some of his later lectrogravitic experiments 
‘Compare figure 5.4 with the parabolic electrogravitic devices shown in 
figure 3.7 that Brown had been testing. Brown noted that he obtained 
a greater lectrogravtic thrust when the postive electrode was curved 
and made much larger than his negative electrode. At the time they exit 
the B.2's exhaust nozzles, the negative ions should be spatially much 
more concentrated than the positive ions emitted along the B-2's leading 
«edge, so the field gradient from front to back would be very nonlinear. 


Figure 5.4. A side view of the B-2 showing the shape of its electrically charged 
Mach 2 supersonic shock amd trailing exhaust stream. Slid-line arrows show 
the direction of ion Пош dashed-line arrows show the direction of the gravity 
gradient induced around the craft. (P. LaViolette, © 1993) 
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As mentioned in chapter 3, in describing the operation of his vertical- 
life test rigs, Brown had voiced the necessity of establishing a nonlinear 
field gradient across the intervening dielectric to maximize thrust. Asin 
these laboratory test rigs, the B-2 would have established а highly non- 
linear field from ай to fore while in flight. The field lines would have a 
very high flux density at the negatively charged exhaust stream exiting 
the rear of the craft and would have diverged out to a much lower field 
flux density at the greatly dispersed, positively charged ion sheath sur- 
rounding the front of the стай. This same asymmetry would character- 
ize the polarization of the B-2's ceramic dielectric hull, the field lines 
being most concentrated toward the negatively charged exhaust ducts 
and most dispersed toward its positive leading edge electrode. 

The electrostatic field produced by the ions surrounding the B-2 
would exert forces on the B-2's polarized dielectric body that would pro- 
duce a net forward thrust, as shown in figure 5.5. The high concentration 
‘of negative charges at the rear end of the craft would repel its negatively 
charged tail forward. Electrostatic attraction forces would also assist the 
crafts forward thrust by pulling its negatively charged stern toward йз 
positively charged bow shock. The electric field would fan out and there- 
fore drop in intensity toward the В-2' bow, зо opposing forces 
the front of the craft would be weaker and would have force components 
vectored mainly crosswise to the crafts direction of travel. The rear- 
ward slant of the B-2s positively charged bow shock would also assist 
the craft's forward propulsion by producing forward vectored repulsive 
forces on the B.2's nose and wing leading edge. At faster velocities, the 
craft's bow shock would bend back to a steeper angle, thereby increasing 
the forward thrust delivered by these repulsive forces. 

Although the charges are moving away from the aircraft at a very 
high velocity, they are continuously being generated and dispersed 
into the surrounding air. Consequently, their space charge distribution 
remains stationary relative to the craft. I follows the craft and continues 
to exert its propelling force. The electrostatic forces depicted in figure 
5.5 are arrayed quite differently from the lectrograviic forces shown 
in figure 5.4, but both would assist the craft's forward propulsion. Not 
enough is known at this point to say which of these sets of forces would 
be more important in propelling the craft. 
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Figure 5.5. Side view of the B-2 showing the direction of the electrostatic 
‘repulsion forces (large white arrows) developed between the craft's charged 
‘body and the surrounding fom pace charge. (P LaViolette, © 2006) 


As seen in figure 5.6, both of the B-2's leading edges are segmented 
into eight sections separated from one another by 10-centimeter-wide 
struts. Quite possibly, the struts electrically isolate the sections so that 
they may be individually electrified. In this way, through proper con- 
trol of the applied voltage, it would be possible to gravtically ster the 
craft, Brown had suggested a similar idea as a way of steering his saucer 
craft, 

"The leading-edge sections positioned in front of the air scoops are, 
том likely, sparingly electrified so as to prevent positive ions from 
entering the engine ducts and neutralizing the negative ions being pro- 
duced there. These two nonelectrified leading-edge sections would be 
ideal places to mount forward-looking radar antennae, since the ion 
plasma sheath produced by the other leading-edge sections would form 
а barrier that would interfere with radar signal transmission. In fact, 
the B.2's two Hughes Aircraft radar units are mounted precisely in 
these leading-edge locations, right in front of the air intakes. The ellip- 
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Figure 5.6. А cutaway view showing the arrangement of the B-2's flame-jet 
generators (Р. LaViolette, © 1993) 


soidal ion plasma sheath that envelops ће B-2 would strongly attenuate 
incoming radar pulses as well as any signal reflected back by the craft, 
thereby substantially reducing the B-2' radar visibility. This ion sheath 
might actually attenuate radar signals better than the ceramic radar- 
absorbing material that composes the В-2% hull. In fact, the military 
continues to research ways of using plasmas to absorb radar signals in 
the hope that a plasma-enveloped plane would be radar invisible. 
"The Hughes radar units may also be supplying microwave energy 
to the В-2% leading edge to assist the air-ionization process. Microwave 
frequencies emitted along the leading edge would readily ionize the 
approaching air and allow the B-2's high-voltage electric field to dis 
charge a greater flux of postive ions. With increased ion currents, 
the B-2 would be able to generate а greater ion sheath space charge at 
a given velocity and thereby increase the electrogravitic and electro- 
static thrust propelling the craft. New Scientist magazine reported that 
NASA's Langley Research Center in Hampton, Virginia, had conducted 
wind tunnel tests in which they used a microwave beam to create а 
plasma upwind of an aircraft wing in a Mach 6 airflow and found dra 
matic reductions in air drag." Quite likely, the B-2 has been using the 
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same technique, although a high-voltage radio frequency field might 
work just as well. 


5.2 © THE В-2'5 FLAME-JET GENERATORS 


The excerpt from the October 1954 Aviation Report article quoted 
in chapter 2 suggests that there should be a division of responsibility 
in the program to develop a Mach 3 electrogravitic aircraft, that the 
“condenser assembly which is the core of the main structure" be devel 
‘oped by an airframe manufacturer and that the Ват је generator that 
provides the electrostatic energy for the craft should be developed by 
companies specializing in jet engine technology. Consistent with that 
suggestion, we find that Northrop Grumman, a company experienced 
in aircraft electrostatics, was contracted to develop the B-2's airframe 
and that General Electric, a company experienced in the development 
of jet engines and superconducting electric generators, was contracted 
by the U.S. Air Force to develop the B-2's engines. Recall that the 1956 
Aviation Studies report mentions General Electric аз one of the comps 
nies involved in early clectrogravitics work. Also, note that Brown had 
conducted vacuum chamber experiments at the General Electric Space 
Center and that the Electrokinetics Corporation, which had hired him 
asa consultant, was located just several miles away. 

"The Air Force states that the stealth bomber is powered by four 
General Electric F-118-GE-100 jet engines similar to those used in the F- 
16 fighter, but the B-2's engines quite likely have been modified to func- 
чоп as flame jet high-voltage generators. The propulsive force lfting the 
craft, then, would come not only from the mechanical thrust of the jet 
exhaust, but also from the clectrogravitic and electrostatic force fields 
set up around the craft that would be powered by the jet's generators. 
Such flame-et generators also would account for the presence of ions, 
which Aviation Week says are present in the B-2's exhaust stream. As in 
Brown's saucer, the engine nozzle would acquire а high positive charge as 
itexhausted negative ions. Presumably, the engine is electrically insulated 
from the aircraft hull and surrounding ductwork and its positive charges 
are conducted forward to power the leading-edge ionizers. 

"The B-2's General Electric engines are reported to cach be capable 
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of putting out 19,000 pounds of thrust. Consequently, а four engines 
together should provide the B-2 with a total output of about 140,000 
horsepower, which translates into an electric power output of about 
25 megawatts, assuming а 30 percent conversion efficiency.“ Ву com- 
parison, the November 1954 Aviation Report concluded that а 35-foot- 
diameter electeogravitic combat disc would need to have access to 
about 50 megawatts of power in order о attain Mach 3 flight speeds. 
"Thus it appears that the magnitude of the B-2's power output is in the 
right ballpark, 

A total of about 50 kilowatts of power (50 kilovolts X 1 ampere) 
probably would be sufficient to get the engine ionizers started. This 
could easily be handled by electric generators mechanically driven by 
the jet turbines. Once the flame: jet generators were operable and power 
was being extracted out of the ionized exhaust stream, the power draw 
of the leading-edge and exhaust ionizers could be allowed to rise much 
higher, to tens of megawatts. 

"The B-2 may use superconducting generators for йз more conven- 
tional means of generating power from its turbines. Such generators 
have the advantage of being nearly 100 percent efficient in converting 
shaft power to electricity and of being extremely lightweight, weighing 
less than one-tenth as much as conventional generators. The first super- 
conducting generator was developed in the mid-1970s by scientists at 
the General Electric Research Laboratory working under an Air Force 
contract, Subsequently, the generators were being mass-produced for 
the Air Force. 

When the B-2 was unveiled in 1988, one Air Force official com- 
mented that it uses a system of baffles to mix cool intake air with its hot 
exhaust gases so as to cool the gases and thereby make them less visible 
to infrared-guided missiles. Although infrared invisibility might be one 
side benefit, most likely the real purpose for diluting the exhaust is to 
greatly increase the flow volume and, hence, the ability of the exhaust 
stream to eject negative charges from the craft. Much of the air entering 
the B-2’ intake scoops would bypass the inlet to the flame jet and be 
allowed to mix in with the jets hot ionized exhaust (figure 5.6) 


Lo in мны om the ammo that tots wuld bt 
propel the craft юа velocity of about 600 male per hour (Mach 0.8. 
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Actually, the je’s exhaust has an aspirator effect in that friction 
between the exhaust stream and the surrounding air creates а sheer 
layer that naturally entrains the bypassed air into the exhaust flow and 
thoroughly mixes the two. As а result, the temperature and velocity of 
the exhaust stream drop as is volume increases. At the same time, the 
sound that normally emanates from the exhausts shear layer, which is 
the prime contributor to а jets sonic boom, is substantially muffled, for 
all this occurs within the engine shroud. Aeronautical engineers call this 
air-mixing exhaust nozzle an eector-type suppressor nozzle 

А series of electrified conical collars, similar to those described in 
Brown's patent 3,022,430 (se figure 2.10), located ín the exhaust noz- 
йе might inject additional negative ions into the mixed exhaust stream, 
thereby boosting its ion content. This augmented volume of ionized 
ases then discharges through the two rectangular exhaust ports posi- 
tioned near the rear of the B-2's wing and contacts the titanium-coated 
‘overwing exhaust ducts, portrayed in figure 5.6. These open-duct sec- 
tions may function as rear electric grids that collect million-volt elec- 
trons from the exhaust streams and recycle them to power the exhaust 
and wing air ionizers. This might be done in the same fashion as Brown 
had suggested in his patent (see figure 2.9). Additional high-voltage cur- 
rent could be recovered from the conical electrodes. 

As the exhaust leaves the crat, it passes over trailing-edge exhaust 
deflectors, flaps that can be swiveled so as to direct the exhaust stream 
either up or down for flight control. This accomplishes more than just 
vectoring of the exhausts thrust; it also changes the direction of the 
electrogravitic force vector. When the exhaust is deflected downward, 
negative charges are directed below the craft. As a result, the electro- 
gravitic force on the craft becomes vectored upward as well as for- 
ward. When the exhaust stream is deflected upward, its negative ions 
are directed above the craft, resulting in an electrogravitic force that is 
directed downward as well as forward. Thus, by using these flaps, the 
B-2is able to control йз force field so as to induce either a gain or a loss 

iude. 
‘Once the B-2 attained а sufficiently high fight speed, it would 
receive enough airflow through its scoops that it could maintain а rela- 
tively high flow rate of ionized exhaust, even with its engine combustion 


of 
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substantially reduced. Since hot exhaust is not essential to its opera- 
tion, the high-voltage generator could just as well ran on cool intake 
air with fuel combustion entirely shut of. As Brown pointed out in his 
electrokinetic generator patent, “It is to be understood that any other 
fluid stream source might be substituted for the combustion chamber 
and fuel supply." 

In such a “coasting mode,” in which jet combustion is entirely 
shut off, the B-2 would be able to fly for an indefinitely long period of 
time with essentially zero fuel consumption, powering itself primar- 
ily with energy tapped from its self-generated gravity gradient. For 
example, during coasting, the kinetic energy of the scooped airstream 
‘would arise entirely from the craft's own forward motion, with this 
motion being due to the pull of the electrograviti propulsion field. 
The kinetic energy of this ionized airstream is responsible for linearly 
accelerating negative ions down the B-2's exhaust ducts and, hence, 
for creating the multimegavole potential difference relative to the р 
tively charged engine body. The craft's high-voltage electron collector 
srids—the overwing exhaust ducts and other collector surfaces pos- 
sibly hidden in the exhaust nozzle—recover a portion of this electric 
power to run the ionizers for the craft's flame-jet generator. Provided 
that this power drain is not excessive and that the plane's propulsive 
gravity field can be adequately maintained, the craft would be able 
to achieve a state of perpetual propulsion. As mentioned in chapter 
1, such perpetual motion behavior is possible in devices having the 
capability to manipulate their own gravity field. Morcover, when the 
B-2 flies at а sufficiently high velocity, such that the flow rate of its 
scooped air exceeds many times the exhaust flow rate from its jet tur- 
bines, the electric power output of its mixed exhaust will be compara 
bly larger, perhaps exceeding 100 megawatts. 

When the B-2 was first put on public display, critics had suggested 
that it could not risk flying at high altitudes because it might create 
vapor trails that would be visible to an enemy. Edward Aldridge Je, 
then secretary of the Air Force, was asked whether that problem had 
been solved. He replied, “Yes, but we're not going to disclose how.” 
Clearly, to explain how the B-2 could travel at high altitude with its jet 
combustion essentially shut off and producing no vapor tail, he would 
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have to disclose the vehicle's nonconventional mode of propulsion. 
Incidentally, in such a coasting mode, the B-Z's waste heat output also 
would be greatly reduced, hence lessening its chance of being detected 
with infrared sensors. 

The B-2's emergency power units (EPUs) probably play a key role 
in assisting such high-altitude flight. According to Bill Scott, author 
of the book Inside the Stealth Bomber," each ЕРИ consists of а small 
self-contained gas turbine powered by hydrazine, а liquid that rapidly 
decomposes into gases when activated by a catalyst. The expanding 
gases are made to drive a turbine that, in turn, drives an electric gen- 
erator. Public disclosures state that the purpose of the ЕРИ» is to sup- 
ply electric power to the craft should the B-2' four jet engines happen 
to flame out or its four electric generators happen to simultaneously 
fail. More likely, they were designed to function as auxiliary generators 
capable of operating at high altitudes (or even in space), where the air 
would be too thin to sustain normal jet combustion. At high altitudes, 
the decomposed hydrazine gases would take the place of scooped air as 
the medium for transporting ions from the craft. That is, after passing 
through the ЕРИ», these gases would be electrified and expelled from 
the craft in the same fashion as would the jet exhaust. Brown noted that 
his eectrograviti propulsion system could run just as well using а сот 
pressed gas source such as carbon dioxide as the ion-carrying medium 
asit could using the exhaust from a jet engine. 

When flying between an alitude of twenty-cight and cighty-three 
kilometers, the B-2 would have to shutoff its hull electrification, since 
in this altitude range the air would become a very good conductor 
because of che glow discharge effect. By accelerating to an orbital vloc- 
ity speed in the range of Mach 19 to 23 prior to reaching an altitude 
of twenty-five kilometers, the B-2 could coast through this forbidden 
region. Once in space, above an altitude of cighty-three kilometers, the 
‘vacuum would be good enough that the B-2's electrogravitc drive could 
‘once again be switched on. As mentioned earlier, it would rely on its 
hydrazine ЕРИ» to power itself in spaceflight. 

Figure 5.7 is а picture taken of a B-2 in transonic flight through 
humid coastal air. At transonic speeds, which range from just below 
to just above the speed of sound (Mach 0.8 to 1.3), some parts of the 
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airflow over an aircraft become supersonic. In this speed regime, very- 
low-pressure areas form at various locations around an aircraft, and if 
the aircraft happens to be passing through humid air near the dewpoint, 
visible clouds can form in these low-pressure areas and remain with the 
aircraft as й travels Figure 5.8 shows a cloud formed around an F/A-18 
jet fighter flying at transonic speed. 

Northrop Grumman has produced a movie clip showing the B-2 in 
various flight modes. Iti available for public viewing at its website, 
‘wwwis.northropgrumman.com/windows_media/62_tx.wme. One seg- 
ment near the beginning of the clip, which lasts for one and a half sec- 
‘nds, shows the B-2 surrounded by transonic vapor condensation clouds 
as й flies through humid air. French astrophysicist Jean-Pierre Petit has 
posted this segment on his website and notes that the vapor cloud above 
the B-2's wing visibly luminesces as though it was being excited by а 
high-voltage field.** The reader is also referred to color stills from this 
video posted on Pet's website. Unfortunately, we were not able to secure 
permission from Northrop Grumman to reproduce the stills here. 

“The segments from this video show that the cloud itself has а yellow 
luminous hue, а color that differs from the white color that such clouds 
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‘would normally exhibit in sunlight. Since at high voltages fog is more 
subject to electrical breakdown than is dry ай, a high-voltage field could 
excite a glow discharge in an overwing vapor cloud to appear much like 
the luminescence seen in the video. An orange hue is also seen reflecting 
from the portion of the B-2s upper-wing surface that borders the vapor 
cloud. Interestingly, in the last two frames of the video clip segment, the 
vapor cloud almost entirely vanishes, yet this orange luminescence or 
slow reflection is still apparent on the B-2's wing, suggesting that the 
high-voltage field is sill active. is surprising that this loud disappear- 
ance happens suddenly from one frame to the next, in less than a tenth 
of a second. Iti not clear whether this change is due to a sudden change 
in air humidity or whether the B-2's electric feld was being switched to 
a lower setting 

The B2 is not quite as invisible to detection as is often claimed. 
For example, its flame-jet generator exhaust could generate a radio 
noise signal. If that’s so, the random high-velocity movement of nega 
tive ions present in the turbulent exhaust stream would produce radio 
wave noise emission. This could explain the signal noise that one TV 
viewer reported at the time of one B-2 sighting. Also, although invs 
ible to radar detection at microwave frequencies, at lower frequencies 
such as are used in television broadcasting, the B-2 produces a distinct 
reflection. Just like conventional low-flying airplanes, it causes а local 
distortion in the TV signals received by residential televisions. In fact, 
during the war in Yugoslavia, Serbs were monitoring TV disturbance 
patterns over populated arcas as a method of alerting them to when 
2:2 was in the area and to determine where one might be located at 
any given time, In retaliation, the Americans bombed their television 
transmitting tower. 


5,3 # AC ELECTRIFICATION? 


It is possible that the B-2 superimposes an AC signal on its DC bias 
potential. The Aviation Studies “Electrogravitic Systems" report men- 
tions using high-K diclectrics energized with 50,000 kilovolt-amps of 
power as a means for propelling a supersonic combat vehicle of the 
sort proposed in Project Winterhaven. This clearly implicates the use of 
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high-voltage AC. So, we might venture that, in addition to the DC bias 
potential a high-frequency AC field is applied between the wing leading 
edge and the rear exhaust ports. Ifthe excitation frequency was chosen 
to be 30 megahertz, then a quarter wavelength would have fit across 
the ten-meter distance from the exhaust ducts to the wing leading edge. 
‘This would have allowed the applied AC field to resonantly build up to 
ıa high voltage potential, similar to what Brown was achieving with his 
electrokinetic apparatus. This could be done with a high-voltage class 
C amplifier designed to automatically lock in on the wing's resonant 
frequency. By repeatedly charging and discharging the craft's dielectric, 
the AC field would also have kept the craft's dielectric from fully polar- 
izing and building up an clecric dipole moment that might cancel out 
most ofthe field propulsion thrust effects. 

Же might venture that the same AC energization technique may 
also be used to provide vertical thrust to the B-2, thereby allowing it to 
hover. The B-2 is said to have a weight of about 158,000 pounds (72 
metric tons) when empty and about twice that when fully loaded. For 
a wing area of 460 square meters, this works out to about 16 grams 
per square centimeter empty or 32 grams per square centimeter when 
fully loaded. By comparison, Brown's 18-inch-diameter vertical cec- 
trokinetic thruster was generating an upward force of 125 grams when 
energized at 170 kilovolts. This amounts to а lift of about 0.08 gram 
per square centimeter. So, to generate a force sufficient to support the 
B2, a thrust-per-unit area only four hundred times greater would be 
needed. This could easily be accomplished simply by using а high-K 
dielectric for the thrusters central insulator and energizing the device 
at a higher voltage. The “Electrohydrodynamics” report mentions that 
thrust increased exponentially with voltage, according to the square or 
cube of voltage. Moreover, the data Bahnson presented in his 1965 pat- 
ent indicates that thrust on an AC-energized test rig increased according 
to the 2.6 power of voltage. Extrapolating this, we find that Brown's 
vertical thruster would deliver greater than a hundred times more thrust 
if it were energized at 1,000 rather than 170 kilovols. Also, if Brown 
had replaced his Pyrex insulator with a material such as barium titanate, 
having a higher dielectric constant and higher mass density, this would 
have boosted the thrust by an additional thirty-two-fold. So instead 
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of just 125 grams of force, Brown's thruster could have produced an 
amazing 400 kilograms of force. If 380 of these asymmetrical capaci- 
tors were distributed over the B-2s lower wing surface, they would col- 
lectively produce an upward thrust of 152 tons, sufficient to loft a fully 
loaded B-2. Brown is likely to have made similar thrust projections in 
proposing his electrograviics idea to the military. We may be erring 
оп the low side in making this estimate, since dielectrics are known to 
exist that have K values more than four times higher than the K value 
of barium ttanate.* 

То ensure that the thruster electrodes did not arc over at these high 
voltages, the interior space of the arcuate canopy (shown in figure 3.2) 
could be filled with a low-K insulator. The entire thruster together with 
its high-strength canopy, central high-K dielectric, surrounding low-K 
insulator, and high-voltage step-up transformer might weigh only 20 
kilograms, which would amount to 2 percent of the thrust that the 
device would be producing. 

‘The “Electrobydrodynamics” report states that under vacuum 
conditions, Brown's electrokinetic capacitor drew just 2 microamps of 
current at 250,000 volts. At the 1,000-kilovolt potential proposed for 
the B-2 thrusters, this leakage current would probably extrapolate to 
bout 30 microamps, or about 30 watts of power. Adding in the power 
requirement for the AC microwave source used to excite the negative 
electrode, the total power consumption might come to about 100 watts 
per thruster, ог about 38 kilowatts total. Given that each thruster would 
be yielding 400 kilograms of force, this amounts to a thrust-to-power 
ratio of about 40,000 newtons per kilowatt, or about 2,700 times that 
of a jet engine. 

As an alternative to Brown's electrokinetic thrusters, the B-2 could 
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be lofted by а series of Lafforgue field propulsion thrusters of the type 
discussed in chapter 12. Theoretical projections suggest that such a 
capacitor, measuring 38 centimeters high, 8 centimeters wide, and 1 
meter long, made with a К = 4,000 barium titanate dielectric, would 
be capable of delivering a lift of 2 tons when charged to 100 kilovolts. 

Currently, there is no laboratory data available on barium titanate 
Lafforgue thrusters to back up this projection, but if it is correct, it 
‘would imply tha seventy-five such thrusters would be sufficient to levi 
tate а fully loaded B-2. 

Earlier, we spoke of General Electric's Air Force-funded develop- 
ment of lightweight superconducting generators, with the Air Force 
being the prime purchaser. Such generators might not only be used to 
run the B-2s electrical equipment, but might also be the principle means 
by which the craft generates AC power for its vertical lofting. Power 
from these generators would be fed to a network of high-voltage step-up 
transformers attached to each thruster. High-voltage AC power could 
also be conveyed between the leading-edge electrode and the overwing 
exhaust ducts to enhance the B-2's forward thrust. Power applied at a 
radio frequency of some tens of megahertz would have helped ionize the 
airstream approaching the wing's leading edge to soften the shock front, 
having the same effect as a microwave ionizer. 

By having a distributed array of vertical thrusters, the potential of 
cach thruster could be made to “float” so that those located closer to 
the bow of the B-2 would operate at a more positive DC potential than 
those at the stern. Also, the B-2 could accomplish pitch stabilization by 
selectively powering these thrusters. Activating more thrusters on its left 
side, for example, would cause the craft to execute a clockwise roll to 
its right. Thus, its thrusters would take the place of mechanical flaps on 
conventional planes. This selective energization could be carried out by 
ап onboard computer, which would automatically control the stability 
of the B-2 with the help of a fuzzy logic servo system. 

After the B-2 bomber was unveiled, scientists at the British 
Aerospace Corporation (ВАЕ Systems) were eager о reverse-engineet 
its propulsion system. In 1996, a member of their Advanced Concepts 
Office privately told one visitor that they were aware that the B-2 flies 
by means of some form of antigravity propulsion and that the craft. 


has a very massive power supply. Indeed, if the B-2 had superconduct- 
ing generators and numerous high-voltage transformers on board, its 
power supply would have been quite massive. 

In 1997, a three-star general told retired Air Force colonel Donald 
Ware he knows that “the new Lockheed Martin space shuttle [National 
Space Plane] and the B-2 [stealth bomber] both have electrograviicsys- 
tems on board"; and that “this explains why our 21 Northrop В-2 cost 
about a billion dollars each. Thus, after taking off conventionally, the 
B-2 can switch to antigravity mode, and, 1 have heard, fly around the 
world without refueling." 

Ware made this comment four years after I had presented my paper 
оп the B-2's electrogravitic propulsion system at the 1993 International 
Symposium on New Energy.” After presenting this paper, I sent a copy 
of it to Bill Scot, editor of Aviation Week and Space Technology, the 
same magazine that had made the original disclosure about the B-2 
charging the leading edge of йз wing with high voltage. Scott, who has 
formerly worked for the National Security Agency, has himself flown the 
32 bomber during test-light operations. Some time after sending the 
paper, 1 telephoned him and asked him what he thought. His response 
‘was, *[Vlery interesting, very interesting.” He would say no more. 

That same year Ben Rich, the man who had led the development of 
the F-117 Stealth Fighter at Lockheed's secret research and development 
Skunk Works, gave an alumni speech at his UCLA alma mater in which 
he stated: “We already have the means to travel among the stars, but 
these technologies are locked up in black projects, and it would take an 
act of God to even get them out to benefit humanity ... Anything you 
can imagine, we already know how to do.” Rich was right about the dif- 
белку of breaking the military code of secrecy. In October 2007 1 heard 
from a reliable U.S. government source that Bocing recently completed 
ıa classified electrogravitcs propulsion project for the military that had 
certain novel features. The technology worked so well that they felt it 
could be of fantastic benefit if used on their commercial jet airliners. 
"They reportedly applied for declassification of their invention for com- 
mercial use, but were denied permission. 
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GRAVITY BEAM 
PROPULSION 


6.1 "EXPLAINING THE ELECTROGRAVITIC 
IMPULSE EFFECT 


A high-voltage shock discharge produces a momentary gravitational 
thrust chat we may refer to as the cectrogravitic impulse effect. One 
example of this is the train of shock discharges that were emitted 
from Tesla’ high-voltage magnifying transmitter (sce figure 6.1). The 
shocks created thrusts in their direction of travel with minimal reversal 
‘occurring during their intervening relaxation periods. Tesla frequently 
remarked on the force that such impulses would exert on distant objects. 
He noted that when he stood near the source of the discharges, he could 
feel them as а great force or sharp pressure striking the whole front of 
his body. These effects were most apparent as a stinging of the face or 
hands, which persisted even when he situated himself behind glass and 
metal shields as far as 50 fet from the shock source. By properly adjust 
ing the discharger om his transmitter, he was able to either project forces 
‘outward or direct forces inward.” 

Tesla referred to these longitudinal force field rays as radiant 
energy, although the usual use of this term was to signify the radia- 
tion of transverse electromagnetic waves. He fashioned a series of long 
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‘vacuum tubes to project the radiant energy waves he was producing. 
These “heam-ray tubes" employed a single concave negative electrode 
in one end and, in many cases, had a thin metallic window, usually 
aluminum or beryllium, at the opposite end. Despite the hard vacuum. 
that they were intially provided with, these tubes often developed 
anomalously high pressures and often exploded. In Secrets of Cold War 
Technology, Vassilatos notes that Eric Dollard, who duplicated many of 
Tesla's beam-ray experiments in the 1980s, also observed the anoma- 
lous force that these tubes developed. Vasslatos wrote that "vacuum 
bulbs so activated actually ruptured in tiny holes, and yet continued to 
produce their ‘vacuum’ discharges! Me. Dollard and the witnesses of 
these experiments reported hearing а hissing issuance which emerged 
from the glass rupture holes. Once the activating energy was removed, 
the globes simply imploded.” 

Dollard has demonstrated both mass-repulsion and mass-attraction 
effects being produced by radiant energy impulses. Tesla conceived 
these discharges as being waves conducted in a rarefied ether. Vassilatox 


їп һи article, Tela describes the shield permeating shocks ax “sound 
waves of electrified ale” Nevertheless, he makes а remarkable 
ment concerning the sound, heat, light, pressure, and shock which 
he sensed passing directly through copper plates. Collectively, they 
"imply the presence of a modium of gaseous structure, that hs, опе 
consisting of independent carriers capable of free motion.” Since a 


Figure 6.1. Toda 
aging 
рет 
operating, wth 
Tal tog the 
эйр. 


Figure 62. Nîkola Tela in 1894 "| 
at age thie eight 
= 


« 


was obviously not this “medium,” to what then was he refering? 
Further in the article he clearly states that "besides the air, another 
medium is present. 


‘Tesla’ reference to etheric sound waves implies an ether medium 
that is compressible and that transmits waves longitudinally, much аз 
air transmits sound. The ether he visualized was very different from the 
clastic solid ether proposed by the nineteenth-century ether physicists 
that was supposed to transmit electromagnetic waves by means of tra 
vene stresses in its lattice, creating forces perpendicular to the diree- 
tion of wave propagation. Tesla adopted this diferent view because the 
forces produced by his shocks were directed longitudinally, not tra 
versely. As such, his concept of ће ether comes close to the transmut- 
ing ether idea suggested in subquantum kinetics, which views а local 
energy potential a a localized high ог low etberon concentration and an 
energy potential wave as a propagating etheron concentration magni 
tude, The alternate increase and decrease of etheron concentration that 
‘would characterize а passing wave very much resembles Tesla's idea of 
alternate compression and rarefaction of an ether gas. 

"Tesla ascribed the longitudinal forces he observed to the action 
of ether currents propelled forward by the ether shocks he was gen- 
erating. However, as is suggested below, the net force imparted by 
these impulses is more likely due to the action of the potential gradient 
(the etheron concentration gradient) rather than to any mechanical 
momentum-type action arising from an associated ether wind. 

Experiments performed by Eugene Podkletnov and his coworkers 
ata laboratory in Russia provide yet another example of the existence 
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of the electrogravitic impulse effect. Using his knowledge of crystals 
and ceramic materials, Podkletnov developed a unique superconducting 
ceramic material, yttrium-barium-copper-oxide (YBa;Cu;07,), and 
conducted a series of experiments in which he emitted high-voltage dis- 
charges from an electrode that had been coated with this superconduct- 
ing material. Та his early experiments, he applied thin coatings of this 
superconductor to the surfaces of metal spheres having diameters rang- 
ing from 25 to 50 centimeters. He would cryogenically cool a sphere, 
charge it to $00 kilovolts with a Van de Graaff generator, and then 
allow it to discharge across a gap toa second metal sphere. Both were 
contained in а helium-filled chamber (figure 6.3).* He observed that a 
weak gravitational pulse was emitted that was able to move a newspa- 
per taped to the wall in an adjoining room. The force did not appear to 
diminish with distance 

Inlater experiments, which used a modified version of this spark gap, 
Podkletnov determined that this force was gravitational in nature. He 
succeeded in confining the impulse to а narrow beam that was capable 
‘of imparting strong longitudinal forces to very distant test masses For 
these tests, he elaborated on the technology by enclosing his discharge 
apparatus in а vacuum chamber. Also, instead of a sphere, he used а 
10-centimeter-diameter, 0.8-centimeter-thick superconducting ceramic 
disc for his emitter (sce figure 4). The disc was cooled to $0 to 70K, 
and an inner electromagnet coil induced a “frozen-in” magnetic field 
‘oriented perpendicular to the face of the disk to assist in collimating the 
discharge. An outer coil that girdled the discharge chamber was used to 
generate an auxiliary field to further enhance the collimating effect of 


Figure 6.3. The initial 
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Figure 6.4. Gravity impulse beam generator developed by Podkletmov (After 
Cook, Jane's Defense Weekly, 2002) 


the inner magnetic field. Podkletnor then used а Marx capacitor bank 
to generate a high-voltage electron pulse ranging from 0.5 to 2 mega- 
volt, which he discharged through the disc and across the evacuated 
вар toward a 1.5-centimeter-thick copper anode of similar diameter, 
When the capacitor bank was discharged, a coherent plane wave 
‘was emitted from the superconducting cathode as а flat, 10-centimeter- 
diameter glowing disc covering the entire electrode surface, which then 
propagated toward the anode. Using a laser beam as a sensor, Podkletnov 
and his associates were able to determine that the discharge had a rise 
time of less than 100 nanoseconds and a duration of the order of 10 to 
100 microseconds. A gravity shock wave was apparently accompanying 
this electron discharge. While the electron discharge terminated at the 
beam generators anode, a gravitational shock wave, apparently accom- 
panying the discharge, would continue in the same direction, passing 
through the anode unstopped and emerging as a gravity impulse that 
‘was confined to a 10-centimeter-diameter beam matching the anode's 
‘When fired with a discharge voltage of 2 million volts, the emit- 
ted wave was found to produce a 14-centimeter deflection of an 18.5- 
gram pendulum bob suspended from an 80-centimeter-long thread and 
placed at a distance of 150 meters from the beam generator. The beam 
жаз able to exert this force after having first passed through a Faraday 
cage shield, an additional 2% centimeters of stel, and a 30-centimeter- 
thick brick wal. This reminds us of Tesla's radiant energy shocks, which 
exerted forces even after having penetrated shields of copper and glass. 
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А quick calculation indicates that their pendulum bob experienced а 
momentary repulsive force of about 500,000 g with the passage of each 
100-nanosecond shock front.“ 

Pendulum bobs of differing masses and made of various materials 
(esi, rubber, glass, plastic, metal) were used, but ай deflected by the. 
same amount for a given discharge voltage. Since force on the pendu- 
lum scaled in direct proportion to the pendulum mass, Podkletnov and 
the physicist Giovanni Modanese concluded the effec they were seeing 
was gravitational in nature." This mass effect rules out the possibility 
thar momentum is being imparted to the pendulum by electromagnetic 
radiation pressure. Furthermore, the amount of electromagnetic energy 
produced by the discharge is far too small to explain the observed force 
effects. These pendulum results also rule out the possibility that this 
force might be due to a longitudinal “electrokinetic force" of the sort 
proposed by American physicist and professor Oleg Jefimenko, which 
‘would act only on free charges present in the target material.” If the 
force produced by the gravity impulse beam were doe to such electro- 
kinetic ion forces, differing force magnitudes should have been observed 
‘when differing pendulum bob materials were tested, and such was not 
seen. Figure 6.5 shows the amount of deflection that the pendulum 
experienced when the gravity beam generator was energized at various 
voltages 

Experiments conducted with smoke indicate that the air in the 
path of the gravity beam would briefly move forward and back with 
the passage of each emitted gravity impulse. Firing the gravity impulses 
‘through pressure-scnsitive carbon paper at varying distances consis 
tently produced a 10-centimeter-diameter black circle. This indicates 
that the eam was able to maintain tight coherence over large distances, 
with the force of the beam cutting off sharply outside of this circular 
boundary. In this fashion, this impulse beam is comparable to a 
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Figure 6.5. Graph ofthe pendulum deflection produced at various electron 
beam discharge voltages in the Podkletnoe-Modamese gravity beam experi: 
ment (After Podllemov and Modanese, 2001) 


beam, but achieves its coherence without the help of а resonator cavity. 
In an article in Jane's Defense Weekly, Nick Cook reported that а labo- 
ratory installation in Russia had demonstrated that, when fitted with a 
laser sight, this beam was able to knock over a set of books one kilome- 
ter away and that it exhibited negligible power loss even at a distance of 
two hundred kilometers. 

According to Cook, engineers at the Bocing Aerospace Corporation 
Phantom Works facility in Seattle were actively interested in inves 
gating this beam technology with the aim of developing it into an 
R&D project. An internal company briefing document written entitled 
"Gravity Research for Advanced Space Propulsion” states, “If grav. 
ity modification is real, it will айе the entire aerospace business." 
Other aerospace companies interested in Podkletnov's beam generator 
included BAE Systems and Lockheed Martin. Cook reported, however, 
that the Russian government had resisted allowing the gravity beam 
technology to be exported. 

Subquantum kinetics predicts that Podkletnov’s gravity impulse 
beam generator would produce no recoil when fired. That is, the back- 
directed impulse, which is delivered to the superconducting cathode 
at the time the electron pulse discharges, is canceled out by the equal 
and opposite forward-directed impulse delivered to the anode when 
the anode subsequently absorbs the electron discharge. However, the 
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gravity field pulse, which continues its forward journey through and 
past the anode, would then produce additional forward thrusts оп all 
masses through which it passed, in apparent violation of Newton's third 
law of motion. In this case, when these remote thrusts are included, it 
is no longer true that every action necessarily produces an equal and 
‘opposite reaction. 

In 2003 1 wrote to Dr. Podkletnov indicating to bim my belief that 
his impulse generator should produce no recoil when itis operating 
and also that, based on subquantum kinetics, expected that his pulses 
‘would propagate at superluminal speeds! He wrote back that I was 
correct that, in fat, the device produces "no back mechanical reaction" 
when fired and also that his team had found that the pulses traveled 
superluminally. Не said that they were able to determine tha the pulses 
traveled at close to sixty-three to sixty-four times the speed of light, a 
result that they planned to check and recheck before submitting it for 
publication. He also wrote, “It is amazing that you could predict the 
effects that we have observed. We will be happy to learn more about 
your subquantum kinetics approach." I subsequently sent him a copy 
of my book Subquantum Kinetics, and in 2004 he published a very 
favorable review about it in Infinite Energy magazine." 

In their 2003 paper, Podkletnov and Modanese acknowledge that 
conventional theories of gravity fail to explain the action of their grav- 
ity impulse beam. For example, general relativity predicts that grav. 
ity waves should induce quadrupolar forces in а target mass that are 
oriented transverse to the direction of wave travel. Instead, the gravity 
impulse beam is observed to produce repulsive longitudinally directed 
gravitational forces, hence, in line with the direction of wave propaga- 
tion. This is just as Tesla had observed for his shock discharges. It also 
confirms а key prediction of subquantum kinetics that electrons would 
produce matter-repelling gravity potential hills (G-etheron hills) and 
that a change in the electric or gravity potential field should propagate 
forward as a longitudinal potential wave." 

Subquantum kinetics offers the following explanation of how these 
gravity waves might be generated: A shock discharge from a cathode 
to an anode would produce a wave having a sharp rise in electric field 
potential, followed by a more gradual relaxation. As described in chap- 
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ter 4, section 4.1, subquantum kinetics predicts that an electron should 
generate а gravity potential hill. An electron discharge, then, would be 
accompanied by an in-phase gravity potential wave. This would appear 
similar to that shown in figure 6.6, in which the wave is shown traveling 
from right to left. The front of this wave would consist of a sharp rise 
in G-on concentration, that is, a rise in gravity potential, Its gradient 
would induce a gravitational force on encountered masses in йз forward 
direction of travel, shown as from right to left in the figure. Hence, 
it would have a repulsive effect. The trailing part of the wave, which 
would have a declining gravity potential, would induce an opposing 
thrust that would create an attractive force on encountered masses. This 
drawing is highly idealized, since а pulse discharge typically produces 
an oscillating decline in voltage as it tails о. 

А force (F) applied to an object over a period of time (0 yields a 
quantity called impulse, the product of force and time (1 = FX, which 
equals the resulting change in the object's momentum. So if a forward 
repulsive force exerted during the passage of the leading edge of the 
wave were to be ten times as great as the reverse attractive force exerted 
during the passage of its trailing edge but were to last only one-tenth 
as long as ће force exerted during the passage of the trailing edge, the 
forward impulse would exactly equal the reverse impulse. So the waves 
passage would have no net effect on the momentum of the target m. 

‘Consequently, to explain the findings of Podkletnov and Modanese, 
another important factor must be involved—virtual charge. The advancing 


Figure 6.6. A propagating 
electrograviti shock wave 
capable of producing a 
‘repulsive gravitational 
force. The wave would be 
traveling from right to left, 
and the net gravitational 
force ond G-on Пих would 
also be directed from right 
to left. (P. LaViolette, © 
2007) 
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electron discharge would be accompanied by a negative electric poten- 
tial wave, and not only would the front of this wave have а very steep 
drop in voltage with distance, but also йз voltage would change with 
distance in a highly nonlinear manner So this shock front would be 
associated with the creation of a very high negative virtual charge den- 
sity that would produce an enormous matter-repelling gravity Ве. 

‘This sudden drop in voltage may be modeled with the exponential 
equation ®, which is plotted in figure 6.7. Relation 7, from 
chapter 4, predicts that this should produce a gravity potential field 
varying as g(r) ж Зе, hence as ү x ri. This exceedingly steep 
gravity potential profil is plotted in figure 6.7b. The wave is plotted 
in the figure as traveling to the let, and its gravity gradient would be 
producing a force depicted as directed to the left, hence it would be 
repulsive. The damped sine wave oscillation that trails the shock front 
would produce a gravitational thrust that was many orders of mag- 
nitude smaller and oscillating from a reverse to a forward direction. 
However, the forward thrusts would always dominate, resulting in a 
net repulsive thrust. 

When the electron discharge is absorbed in the impulse gener 
tor's anode, the electric field potential of the discharge goes to zero. 
Nevertheless, the gravity wave that was generated while the discharge 
‘was in flight continues to move forward. It passes through the anode 
and ultimately produces thrust effects on distant masses. 

"The steep gravity potential gradient at the shock leading edge 
would induce a convective G-on flux in the direction of wave propaga- 
tion, or, in other words, would create a G-on ether wind. The G-on 
fluxes described here would be accompanied by X-on fluxes traveling in 
the same direction (and by Y-on fluxes traveling in the opposite direc- 
tion) In effect, with each firing of the gravity impulse beam, a puff of 
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Figure 6.7. (a) Voltage at the front of ° 4 
the electron shock discharge plotted 
ага function of tme or distance. D 
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G-ons would travel retilinearly away from the cathode. We may com- 
pare this to the firing of a cannon, in which the outward flight of the 
cannonball is accompanied by a forward-moving slg of айг that creates 
ıa collimated ring vortex, or smoke ring, In a similar fashion, this G-on 
puff would be accompanied by an outward-moving G-on ring vortex 
‘that may help to collimate the impulse. 

Podklemov's gravity beam generator docs not generate gravity 
impulses specifically because its cathode emitter is made of supercon- 
ducting material. Rather, the gravitational repulsion effect of its shocks 
may be attributed to the clectrogravitic coupling that exists between 
charge and gravity. The subquantum kinetics explanation given above 
for the production ofthe gravity impulse effect would apply equally well 
to the repulsion thrusts produced by Tesla's shock discharge pulses. The 
soperconductivity of Podkletnov’s cathode emitter more likely contrib- 
utes to boosting the pulsc's imparted force by sharpening and steepen- 
ing its leading-edge field gradient. Also, it may help to cohere the gravity 
‘wave into a nondiverging beam. 

We may surmise that this electrogravitic impulse effect manifests 
in essentially the same way as the Biefeld-Brown clectrogravitic thrust 
effect. That is, it arises due to an inherent coupling between charge and 
gravitational mass. The impulse effect, though, exerts a much stronger 
instantaneous force than Brown's gravitators since its field gradient is 
much steeper. However, because this more intense thrust operates over 
а much briefer span of time, ie must be cyclically repeated to produce a 
sustained propulsion effect. 

In July 2003, Podkletnov had disclosed to me that at a higher 
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discharge voltage, of around 10 million volts, the gravity wave pulse 
became so strong that it was able to substantially dent a Linch-thick 
steel plate and punch a 4-inch-diameter hole through a concrete lockt? 
Compared with the pendulum deflection produced by a 2-milion-volt 
discharge, this kind of damage implies at least a thousandfold increase 
in the delivered force. Such a large impulse is not predicted by the trend 
line presented in figure 6.5, which shows pendulum deflection plateau- 
ing as pulse voltage increases. This trend projects a twofold increase 
in the impulse strength, not а thousandfold increase. Subquantum 
kinetics predicts that voltage gradients that are steeper and more 
nonlinear should deliver greater gravitic thrusts; recall equation 8 of 
chapter 4. So I theorized that for these more forceful gravity pulses, 
Podkletnov’s research team must have powered their pulse generator 
with an improved Marx bank, опе that was capable of delivering its 
charge much more rapidly to the beam generators superconducting. 
disc, allowing it to produce а gravity potential pulse having a steeper 
rise time. 

"To check whether my suspicions were correct, in 2007 I wrote to 
Dr. Podkletnov explaining my reasons for suspecting that he used an 
improved Marx bank to enable his pulse generator to generate these 
higher thrust pulses." He wrote back confirming that this was indeed 
the case, that they had modified their Marx bank so that the pulse volt 
age on the superconducting emitter rose much more rapidly. ? He stated 
that they observed that the faster the increase in voltage at the cathode 
emitter, the lager the generated impulse force Since a faster voltage 
rise time would increase the nonlinearity of the pulse, their observa 
tions of a greater resulting thrust are consistent with the predictions 
of subquantum kinetics. Podkletnov also disclosed that this improved 
pulse generator exhibited increased thrust power even when energized 
with S-million-vot pulses. Also, he noted that these powerful pulses 
would sometimes bend the generators copper anode as well аз damage 
the walls of the discharge chamber. It is perhaps because of these higher 
impulse results that the Russian government is resisting export of the 
technology, Indeed, technology with such capabilites could be misused 


asa weapon. 
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6.2 * SUPERLUMINAL PULSES. 


Let us now examine some astounding evidence that shows that superlu- 
minal (іе, faster than the speed of light) space trav is possible and at 
the same time refutes Einstein's outmoded special theory of relativity. 
‘One example of superluminal wave propagation is found in the gravity 
shock fronts produced by Podkletnow’s beam generator. His research 
team was able to measure the speed of their gravity beam pulses by 
using an oscilloscope to mark the moments when the gravity pulse 
momentarily dimmed two laser beams directed across the beam's path. 

Knowing the distance between the laser beam cross-points and the times 
registered for each successive dimming, they were able to determine the 
speed of a gravity pulse. As mentioned earlier, Podletnov's team found 
that the pulses were traveling at sixty-four times the speed of light? 
They were only able to determine а lower-limit value since the speed of 
the pulses surpassed their oscilloscope's time resolution limit 

‘This controversial finding stands as a blatant disproof of the special 
theory of relativity, which maintains that nothing can go faster than 
the speed of light. However, the high speeds of these pulses becomes 
understandable when considered in the context of subquantum kinet. 
ies. According to subquantum kinetics, alight wave should have a speed 
of e, the velocity of light, relative to the local ether rest frame. Now, 
suppose that the field gradient of the advancing gravity potential wave 
accelerates а slug of ether toa high velocity relative to the surrounding 
laboratory ether reference frame. Let us say that it attains a velocity of 
63 e. Theoretically, this should be possible since the ether is not bound 
by the same speed limit rules that apply to electromagnetic radiation. 
Now, if a light ray or shock front was moving within this ether wind 
slug in the same direction as the ether wind, we should find that, relative 
to the laboratory reference frame, this light ray would be traveling at 
sixty-four times the speed of light, 63 c for the speed of the ether wind 
slug plus 1 c for the light ray moving forward within it. 

Podkletnov's team measured a far higher velocity for the concrete- 
smashing gravity impulses produced by their improved Marx bank 
pulse generator. Using а pair of synchronized atomic clocks to measure 
the arrival time of the impulses at separate locations, they were able 
to determine that the impulses were traveling at least several thousand 
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times the speed of light, perhaps faster! Their faster speed may be 
attributed to their steeper field gradient, which would have propelled 
G-ons forward to а very high velocity. 

In the 1980s, well before the experiments of Podkletnov and 
Modanese, American engineering physicist Guy Obolensky investigated 
the speed of electric field shocks to test Теш» claims that his radi 
ant energy shocks had traveled at superluminal speeds. In that work, 
‘Obolensky had shown thatthe sudden discharge of a 16-square-foot, 
high-voltage air-gap capacitor produced a surface wave that was able to 
travel along the length of a 7.07-meter-long transmission line at a speed 
of 1.23 e, hence 23 percent faster than light. 

In 2005 and 2006, 1 worked with Obolensky at his laboratory in 
upstate New York to investigate the superluminal speed of shock 
charges. For this we used a high-voltage magnifying transmitter that 
‘Obolensky bad built some years earlier and that incorporated many 
of Tesla's design features. Like Podkletnov's apparatus, Obolensky's 
magnifying transmitter is energized by the discharge of a Marx capac- 
itor bank (figure 6.8). The electron shock discharge is conducted 
down the length of a horizontal, oil-filled tube called a Teslatron, 
which contains a lengthwise coil that helps to sharpen the shock 
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ee 


Figure 6.8. A test setup used to measure superluminal pulses radiated from a 
dome electrode. (P. LaViolette,O 2007) 
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front. Thus, it performs a function similar to that of Podkletnov's 
superconducting disc. The tube terminates inside a 1.2-meter-diameter, 
 mushroom-shaped dome electrode that has a geometry similar to the 
dome on Tesla's Wardenclyffe tower. The electric potential of this 
dome “floats” at the shock's potential, soit functions much like the 
cathode in Podkletnov's beam generator, although it has no supercon- 
ducting coating. 

"The shock discharge induces a damped sinusoid oscillation along 
the length of the Teslatron column, such that the initial negative swing 
in potential is followed by a postive swing, then а negative swing, and 
so on. This AC oscillation imprints itself on the advancing shock wave, 
with atypical AC pulse appearing, as shown in figure 6.9. Upon reach- 
ing the dome, the electron shock begins to fan out as it moves forward 
away from the electrode, forming an electric potential wave termed 
а Coulomb wave. This differs from a conventional electromagnetic 
wave in that the Coulomb wave exerts primarily longitudinal forces on 
charges it encounters, rather than transverse forces. 

‘The negative swing in electric potential at the forefront of the 
Coulomb wave would carry a forward-moving negative virtual-charge. 
density. The subquantum kinetics electrogravitic coupling relation 
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predicts that this would induce а gravity wave having a rising С field 
and a positive gravity potential gradient. Like Podklemov’s gravity 
impulse, this would exert а longitudinal repulsive force on masses it 
traversed. The postive swing in electric potential that immediately 
followed it would carry а forward-moving positive virtual-charge den- 
sity that would induce a decreasing С feld and an attractive force on 
masses it encountered. As the field continued to oscillate from nega- 
tive to positive, the induced gravitational force would change between 
repulsion and attraction. Since the individual cycles in this wave train 
are sawtooth shaped, with differing rising and falling slopes, they 
should produce a net longitudinal gravitational force that presumably 
is repulsive. At a later date we hope to report measurements of the 
gravity impulse produced by this device. 

In the case of the Podkletnov gravity beam, the beam’s cross- 
section does not appreciably increase with distance from the beam 
generator, As a result, the pulse forefront should maintain its initial 
sharp gravity field gradient as it travels forward and should maintain 
its ability to accelerate G-ons in its path up to the same high speed. 
Hence, the beam's initial superluminal speed should not appreciably 
diminish with travel distance. However, subquantum kinetics pre- 
dicis a different circumstance for impulses radiating outward from 
the dome electrode of Obolensky’s magnifying transmitter. Unlike the 
collimated shock discharges emitted by Podkletnov’s gravity impulse 
generator, those produced by Obolensky's magnifying transmitter fan 
‘out as they radiate away from the transmitters dome electrode. In this 
case, because the impulse wavefront expands radially outward as it 
travels forward, the velocity of its generated ether wind would decline 
inversely with the impulse's distance from the dome (see box on page 
En 

Since the speed of a superluminal wave would be the sum of the 
impulse's velocity () relative to the local ether wind frame plus the 
velocity (o) of the local ether wind relative to the laboratory frame, one 
would expect that the wave's net velocity would begin ага superluminal 
speed and decline toward c as the shock wave advances and the ether 
wind velocity tends toward zero. 
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‘The Decline of Ether Wind Velocity with Distance 
In the ease ofan isotropic electrostatic or gravitational ld, such as 
‘tends outward from the center ofa patie, the fils potent gra- 
dient в observed to decrease эз е mere sque of radial distance 
drom the parle’ center, However, inthe case of an electric ог grav: 
{atonal shock wae, he grade should decine according to the verse 
ofradal distance?" That, provided that the width of the pulse does 
net chang, the gradent should decine in accordance with the 1/7 
decine ofthe electric or gravty fed potential In hese test, the pulse 
wlth was found to reman relatively invariant. so one would expecta 
1r dedine ln field gradient 


In fact, tests that Obolensky and I performed showed that the veloc- 
ity did decline with increasing distance as predicted. The data were best 
matched if ether wind velocity decreased according to the inverse of 
tance from the electrode grounding point” This was the first experi 
ment of its kind to determine whether а shocks superluminal speed might 
change with increasing distance from an emitting electrode. Obolensky's 
fest arrangement was able to measure the shock wave's time-of-flight to 
six collinear antenna locations. These were situated at distances ranging 
from 61 to 322 centimeters, as measured from a reference point located 
where the current impulse from his Marx bank passed to the ceiling ground 
plane through a ceramic фас resistor (se figure 6.8). So this experiment 
‘was able to test the validity of the subquantum kinetics prediction that 
the speed of the shock wave should begin at an inital superluminal value 
and should subsequently decline in an asymptotic approach to the speed 
of light (c. Italo simultaneously tested a specific claim made by Tesla 
that the impulses from his magnifying transmitter initially departed at 
а theoretically infinite velocity and subsequently slowed down, slowing 
rapidly at first and later ata lesser rate. 

Obolensky’ test setup used a 1-gigahertz-bandwidth LeCroy oscil- 
loscope able to sample data at 250-picosecond intervals. It was much 
faster than the oscilloscope be had used in his earlier experiments, He 
used two monopole antennae to detect the electric field component of 
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the ground current shock wave as it passed by. Each antenna was made 
from a single 12-centimeter-long wire attached to a 50-ohm coaxial 
cable terminator that led to the oscilloscope, both cables being of equal 
length and jacketed with ferrite surface wave suppressors. The oscil 
loscope, in turn, determined the time lapse between the two signal 
currents, and knowing the distance between the antennae, the pulse's 
Propagation speed could be calculated. 

‘Obolensky positioned one monopole antenna pickup immediately 
behind the ceramic disc grounding resistor that was close to but behind 
the dome's rim. This antenna sensed the positive impulse current th 
flowed into the laboratory ceiling ground plane with the shock wave 
departure. He placed the other antenna pickup at one of the predeter- 
mined locations in front of the dome antenna. On successive test runs, 
he moved this second pickup to each of six antenna port locations to get 
pulse arrival time readings at these various distances from the ground- 
surrentsensing reference antenna. 

"The lower trace in figure 6.9 depicts a typical shock current pulse 
detected by the reference antenna that is displayed as a positive voltage. 
rise, its voltage maximum being indicated by an arrow. The upper trace 
in figure 6.9 shows the corresponding superluminal surface wave shock 
pulse detected by the second monopole antenna pickup positioned 189.5 
centimeters from the ground-current-sensing reference antenna. Is first 
negative potential peak is also marked with an arrow, the surface waves 
polarity being the inverse of the detected ground plane current impulse. 
"The time interval between the two arrows indicates the time-of-flight 
of the superluminal surface wave. The timing of a given marker was 
accurate to approximately 125 picoseconds. The temporal width of the 
shock’s lead wave cycle varied very little as it moved outward, the wave 
cycle having a duration of about 1.77 + 0.09 nanoseconds. 

Figure 6.10 shows the time-of-flight of the pulses as measured at 
‘various distances from the dome electrodes ground. The measurements 
are marked as black circles and a suggested model fit is represented by 
the small black diamonds. The 61-centimeter data point was given а 
aero time lapse since the oscilloscope measurements indicated that the 
pulse spanned this near-lectrode distance virtually instantaneously. 

Figure 6.11 shows the speed estimated for the shock at various 
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Figure 6.10. Graph showing shock front pulse tme-of flight as а function of 
distance from the emitting impulse generator ground. Black circles indicate 
actual data points. Small black diamonds plot the best fit to these data points 
sed om the velocity distance model plotted m figure 6.11. (Data taken by 
Obolensky and processed by LaVilette, ©2007, P. Laviolette) 


Figure 6.11. Graph showing superluminal shock front velocity plated as a 
function of distance from the emitting dome's ground-current-sensing refer- 
lence antenna, Gray squares indicate the model that makes the best fit to the 
six time-of flight data points plotted in figure 6.10. With increasing travel dis- 
tance, shock velocity declines toward cas subquantum kinetics predicts. (Data. 
taken by Obolensky and processed by LaViolette, © 2007, P. La Violette) 
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distances from the impulse generator's ground point based on the 
time-of-flight model fit performed in figure 6.10. This shows that at 
80 centimeters from the ground-current-sensing reference antenna, the 
shock had a superluminal speed of approximately 2.32 times the speed 
of light, its speed progressively dropping toward the rest frame light 
speed (c) with increasing travel distance. The model shown assumes 
that ether velocity (v) varies with distance (d) аз: = kel(d — 61)! 91, 
in which Е equals 33.6 centimeters and a distance 61 centimeters 
from the ground reference point is chosen as the models zero point. 
Soperluminal velocity (c') is then given as: c = c w: 

"The data strongly support the subquantum kinetics prediction that 
the superluminal speed of such a wave should decrease with increas 
ing distance when radiated from a magnifying transmitter dome. 
Furthermore, they show that superluminal speed is a characteristic 
of shock discharges regardless of whether the discharges are emitted 
from a superconducting electrode of the sort used in the experiment 
by Podkletnov and Modanese. Finally, these results lend support to the 
unpublished findings of Podkletnov and Modanese that their gravity 
wave impulse had traveled at а high superluminal speed. In other words 
taking the work of Tesla and that of Podkletnov and Modanese in con- 
text, we sce that superluminal shock front propagation speeds are the 
norm rather than the exception. 

Superluminal propagation speeds have also been observed in atomic 
bomb tests. Scientists working for the military have known since the 
carly bomb tests in the late 1940s that the electromagnetic pulse shock 
‘wave from а nuclear explosion propagates outward at superluminal 
velocities when measured near the explosion epicenter. The enormous 
energy released in the explosion accelerates the fireball’ free electrons 
radially outward at a relativistic velocity, generating а radially propagat- 
ing shock pulse that, like a shock discharge from Obolensky’s magnify- 
ing transmitter, moves outward at superluminal speeds. Subquantum 
kinetics attributes this breaking of the “light barrier” to the creation 
of a tremendous radial ether wind generated by the electric gradient 
of the advancing shock. For an isotropic explosion, the velocity of this 
ether wind would decline approximately as the inverse of the distance 
traveled, and similarly, the velocity of the electromagnetic pulse shock 
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would be expected to follow this decline in an asymptotic approach 
to the velocity of light. At such a time when the data are declassified, 
it would be worth checking to see if the subquantum kinetics velocity 
decline prediction was born out. 

Clearly, the results of Obolensky’s magnifying transmitter experi- 
ment violate the fundamental premise of special relativity that energy 
cannot be transmitted faster than the speed of light. Beyond 1 meter 
from the dome's ground-current connection, the shock front travel dis- 
tance exceeded the shock front's wavelength. Moreover, by the time the 
pulse had reached the 3-meter mark, its flight distance exceeded five 
pulse wavelengths. Hence, the superluminal speeds observed cannot be 
explained away as an allowable violation arising from quantum entan- 
slement of the photon quantum, nor can they be ascribed to a change 
in shape of the shock wave profile. Thus, Einstein's theory is certainly 
disproved and the subquantum kinetics ether theory is vindicated. 


6.3 w INTERSTELLAR SPACE TRAVEL 


By itself, the clectrogravitic impulse effect could serve as an excellent 
drive for use in interstellar space travel. One could imagine a spacecraft 
outfitted with a large-aperture Podkletnov gravity beam projector that 
would be powered by a set of very high-power Marx capacitor banks 
operating at potentials of up to 2 million volts and conveying йз dis- 
charge to а superconducting electrode seventy times larger in diameter 
than the superconducting disc Podkletnov fabricated for his beam gen- 
erator, that is, 7 meters in diameter instead of 10 centimeters. The beam 
generator would be mounted at the rear of the ship and would direct 
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its gravity pulses forward toward the ship's bow. Suppose that, like 
Podkletnov's laboratory apparatus, the ship's gravity beam generator 
were to produce impulse accelerations of greater than 500,000 g over 
the brief 100-nanosecond pulse interval. Also suppose that the ship's 
capacitor banks have sufficient time to recharge to deliver these pulses 
once per second, a rate sixty times greater than Podkletnov's apparatus 
was able to achieve. Averaging this gravity impulse over the t-second 
interval between successive pulses, we find that this would be the same 
as if the ship experienced a continuous acceleration of about 0.05 g, or 
S percent of the Earth's accelerating force. 

However, to run such а propulsion unit would require an enormous 
amount of power, 6,000 megawatts, which is 300,000 times more than 
the 20 kilowatts that Podkletnov and Modanese were using, Such power 
could be supplied by a set of large-sized nuclear power plants, similar to 
those operated by some electric utilities. Or it might be provided by an 
“onboard “free energy" generator such as the gravity wave power genera: 
tor described in the next section or by a Searl effect generator such as 
that described in chapter 10. 

"The beam would need to be designed to produce a very uniform 
acceleration across the surface of its electrode so as to minimize the devel- 
‘opment of gravitational sheer forces. Ifthe craft's occupants were seated 
in the path of such a beam, they would fel no acceleration since every 
atom of their bodies, and the entire ship as well, would be uniformly 
accelerated by the graviic pulses. The aperture of the beam would need 
to be made slightly larger than the craft so as to avoid the rapid drop-off 
in the accelerating force at the periphery of the beam. There would be 
по fear of meteor collisions because the beanrs forward-directed grav- 
itc pulses would clear out a path ahead of the ship that would be free 
of interstellar debris. By negatively charging the ship's bow, a repulsive 
gravitic field could be built up there that could deflect any meteor that 
happened to make а last-minute entry into the ship's flight path. 

With an acceleration of 0.05 g, the journey to even the nearest star 
would take far too long to be practical for manned interstellar space 
flight. Such an endeavor would require engines capable of delivering 
gravitational accelerating forces on the onder of 10 g If the Podkletnov- 
Modanese beam generator was used, a pulse repetition rate two hundred 
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times greater would be needed, or about one pulse every 5 milliseconds. 
However, the power demand would rise to the enormous figure of 1,200 
gigawatts, which is three times the average rate of power consumption 
of the United States or six times the thrust power produced by the first 
stage of a Saturn V rocket. 

Let us for the moment overlook the practicality of generating such 
а large amount of power on board a spaceship. Propelled by 10 g of 
acceleration, а ship would be able to accelerate to 2.8 percent of the 
speed of light in just one day. By one week, it would be up to 20 per- 
cent of the speed of light, and after one month it would be traveling at 
about 85 percent of the speed of light. Once up to this subthreshold light 
speed, having consumed three times the annual power consumption of 
the state of California, the crew could shut off the beam propulsion 
tem and coast for the remainder of the journey. The time to reach Alpha 
Centauri, the nearest star system, lying 4.37 light-years away, would be 
just five years and two months. Upon nearing the Alpha Centau 
tem, the spacecraft would rotate itself 180 degrees and then would once 
again turn on its gravity propulsion beam to decelerate. Navigation 
could easly be done by using the “galactic GPS system,” the network 
‘of pulsar beacons that is deployed throughout the galaxy. (Sce my book 
Decoding the Message of the Pulsars for more about the use of pulsars 
for interstellar flight navigation.) 

Gravity beam technology, in its current state of development, is 
impractical from the standpoint of energy efficiency. A spacecraft hav. 
ing a mass of 700 tons, accelerated at 10 g with an energy consumption 
of 1,200 gigawatts, would have а thrust-to-power ratio of about 5 x 10° 
newtons per kilowatt, or about fifty times less than that of the NASA 
Lewis Research Center ion engine. Perhaps a hundredfold-higher eff 
ciency might be secured if the craft's superconducting discs were pow- 
cred by improved Marx capacitor hanks of the sort Podkletnov used in 
generating the 10-million-voltconcrete-smashing pulses. However, this 
‘would still not be much of an improvement over the efficiency of an ion 


engine. 

If used alone, the gravity beam technology would be more practical 
if the beam generator and its power supply were to be located at a sta- 
tionary spaceport facility with the beam being directed toward a specific 
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destination to which one wished to travel. The spaceship would then 
simply need to be navigated to keep it positioned within the beam. 

‘One advantage of фе gravity beam technology would Ье йз ability to 
propel the ether forward toa very high velocity within the confines of is 
beam, thereby creating an ethe-frame dragging effect that would allow 
a ship to approach or even exceed the speed of light without harmful 
consequences to йз passengers. As we have seen in the previous section, 
it is possible to transmit shock waves at superluminal speeds, presum- 
ably because of their ability to surf the forward-moving ether wind. So, 
we may conclude that it should also be possible to accelerate а ship 
to superluminal speeds. Unlike special relativity, subquantum kinetics 
allows the possibility that both matter and energy waves could be made 
to propagate at superluminal velocities. The gravity beam would not 
only propel the ship forward, but it would also push forward the ether 
within its superluminal tunnel. In standard physics terms, the grav- 
ity beam, in effect, would be accelerating the ship's local гем frame to 
superluminal velocities. As noted earlier, the Podkletnov gravity beam 
generator has been observed to produce gravity shocks that travel at 
enormous superluminal speeds. Based on this, we may conclude that 
it is technically possible to accelerate a "beam ship” to similar speeds, 
allowing it to travel toward its destination at hundreds or even thou- 
sands of times the speed of light. 

Perhaps interstellar space travel could be made practical if Brown's 
electrokinetic thrusters, considered in chapter 3, were used in conjunc- 
tion with the gravity impulse beam drive, thereby tremendously reduc- 
ing the energy requirements. The power requirements for а trip to Alpha 
‘Centauri might then be brought down to around 50 megawatts, compa 
rable to the output of a nuclear submarine reactor. 

"The initial phase of acceleration would be accomplished mainly 
through the operation of the electrokinetic thrusters. During this time, 
the gravity beam drive would be operated in а low power mode to con- 
serve energy. Из main purpose would be to propel the ether forward so 
that the ship would not be exposed to an opposing ether wind. Then, 
after accelerating for several weeks up to а sublight speed of say 85 per- 
cent of the speed of light, the gravity impulse engine would be brought 
up to maximum impulse power, allowing the ship to accelerate through 
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its ether wind tunnel to a superluminal speed of 200 c. The remaining 
journey to the Alpha Centauri environs would then take only one week. 
If chere ever were a Star Trek-style impulse engine, this would be it 
except instead of saying "Warp 5, Scotty,” the captain might say “Grad 
3, Scotty? consistent with the ether gradient concept of subquantum 
kinetics. For longer interstellar journeys, a spaceship might accelerate 
to speeds exceeding 3,000 c, equivalent to Warp 11. Then a journey to 
ош nearest satelite galaxy, the Magellanic Cloud, which lies 180,000 
light-years away, would take only sixty years. 

Is superluminal space travel possible? The answer is a resounding 
YES It is no longer science fiction. It can be done using off-the-shelf 
technology coupled with a minimal amount of R&D. Commit $500 
million and one hundred engineers and technicians to the project, and 
an interstellar drive unit could be built within, say, ten years! time. 


‘Fhe warp facto scale developed for the Star Trek serie calculates the attained sper 
luminal velocity om the warp factor number, axing the formula speed = c X (warp 
factor) Hence, Warp 5 woul allow а dig to attain а spend of 24 c. 
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71 "EARLY MICROWAVE RESEARCH 


‘One evening in 1986, 1 went out for a beer with a friend of minc, a natur- 
‘pathic physician by the name of Thomas Chavez. Like myself, Thomas 
had а keen interest in alternative, cutting-edge science. The topic of 
‘our conversation eventually turned to clectrogravitis, and at this point 
"my friend shared an interesting story. He told me that during the late 
1950s, his father had worked as a physicist at the Rocketdyne Aerospace 
Corporation in Southern California and had been involved in some sort 
of super-secret antigravity research. At that time, Thomas had been just a 
young boy. Не said his father normally told him nothing about what he did 
at work because of an oath of secrecy he had taken, but one evening, after 
returning home from work he had been unable to contain himself. Very 
cexuberantly, he had exclaimed, "We got it to work, we got it to work!” 
‘When my friend inquired what it was that was made to work, his father 
drew him a picture showing а lens-shaped craft suspended in midair. He 
said, "We got it to lift oft" He would not say anything more about it, but 
‘that moment stuck in Thomas’ mind and now he shared it with me. I knew 
him well enough to know that what he told me was entirely genuine. 
Rocketdyne was first formed in the post-World War Il era as a 
rocket engine R&D company. For most of its history, it was associated 
with North American Aviation. It was spun off from North American 
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Aviation as a separate division in 1955. Then in 1984, it remerged 
with its former company, which by then was named North American 
Rockwell as а result of the merger in 1967 of North American Aviation 
and Rockwell International. North American's aerospace and defense 
business had, among other things, developed the Apollo spacecraft and 
the space shuttle. At the time of the merger in 1984, Rocketdyne was 
producing most of the rocket engines used in the United States, but 
it appears it was developing much more than conventional rockets for 
its aerospace propulsion business. As we will discover below, its scien- 
tists were working on a next generation propulsion system, a technol- 
ову that goes far beyond the conventional rocket. At the end of 1996, 
Rockwell sold off its Rocketdyne division, along with most of its space 
and defense business, to Boeing Integrated Defense Systems, Then in 
2005, Rocketdyne was resold to Pratt and Whitney, a business unit of 
United Technologies Corporation. 

1 frequently thought about my friend's story about this Rocketdyne 
project. И implied that the United States successfully demonstrated a 
field propulsion vehicle by the late 1950s, atime when Townsend Brown. 
‘was still trying to interest the Pentagon and aerospace companies in 
his own electrogravitics research. The 1956 “Electrogravitics Systems" 
report did mention that North American was studying electrogeavitic 
propulsion but that the company had not yet openly declared that it was 
working in this exotic field. No mention was made of its Rocketdyne 
division, which indicates that, at that early date, a very tight lid was 
already in place on Rocketdyne's antigravity project. 

Some years later, in the summer of 1994, another piece of the puzzle 
dropped into place. At the time, I was attending a Tesla science sym- 
posium in Colorado Springs, where Iwas an invited speaker. I had just 
Finished delivering my lecture on NASA's apparent suppression of electro- 
gravitics technologies (discussed in chapter 13) and was surrounded by 
a small group of people asking various follow-up questions when some- 
опе handed me a quickly scribbled note, which I had a chance to read 
only much later. The note read: 


Sir, ve worked with the Biefeld- Brown effect for a number of years. 
1 may be of help to you on verifying the effect. 1 believe I know your 


192 пава уа 


mistake with the discs. 1 did correspond with T. Brown by mail and 
phone. Also associated with Projet Winterhaven was a project with 
а slang name of “Sky Vauking; a government funded project with 
North American Rockwell If you are interested contact me. 

PS, NASA data is shared with the Department of Defense. Your key 
is with the Air Force. They are many years ahead of civilian research. 
МАЗА is a PR or a front to obscure Air Force esearch. 


For purposes of confidentiality, 1 have chosen to withhold this 
person's name and referto him only as Tom. The story he later told 
me about the Skyvault project was quite astounding, He said that he 
first heard about i їп the fall of 1974, when working for an cngincer- 
ing firm in Texas. His supervisor, with whom he had come to be very 
коой friends, one day told him about a top-secret government proj- 
ect that he had worked on between 1952 and 1957 while at North 
American Aviation, a company that was later renamed North American 
Rockwell. The project had been initiated by the Defense Department 
through North American's Rocketdyne division. Although Tom's boss 
had already passed away, Tom did not wish to reveal his name, so to 
facilitate the discussion, we will call him Murray. Well, Tom had heard 
from Murray that the purpose of this project was to develop an anti- 
gravity vehicle that used microwave beams as its means for propulsion. 
Iis uncertain whether Skyvault was the official name of the project, but 
atleast this is what the scientists at Rocketdyne used to call it. 

Although Project Skyvault was initiated by the government in the. 
carly 1950s, investigations into this exotic microwave propulsion tech- 
nique actually dated back to the late 1940s. Murray, who held a Ph. 
said that in those earlier days he had worked on projects that were asso- 
ciated with an initial phase of this research and that later he had contin- 
ued this work at Rocketdyne, where he worked up until the 1960s. This 
microwave antigravity propulsion research project was still in progress 
in 1974, because Tom learned that а close friend of Murray's was then 
still working on the project at North American Rockwell, presumably 
in its Rocketdyne division. At that time, the whole matter was still very 
secret because there was a lot that his boss couldn't tell him about the 
project. 
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Later, in 1975, Tom obtained what he felt was additional confir- 
mation for the existence of Project Skyvaule when the military sent his 
“Texas-based engineering firm a bid request for building a vehicle launch 
gantry in New Mexico. From the blatant description of ће shape of the 
gantry and the way it was to be built, he recognized that this was to be 
а launcher for a microwave beam antigravity craft. In this particular 
version, the power was generated on the ground and sent up to the craft 
as a microwave beam. The beam was emitted from upward-pointing 
microwave horns that were supported by the launch gantry. The craft 
was made of a special kind of material that was repelled by microwaves 
and, hence, was to be buoyed upward by the beam (sce figure 7.1). A 
Portion of the beam was returned to the ground to modulate the out- 
going microwave beam. The craft was to be able to go straight up and 
down and could deviate only a small amount to either side of vertical. 

їп 1996, two years after my conversation with Tom, CBS-TV aired a 
weekly spy thriller called Mr. amd Mrs. Smith, which starred Scott Bakula, 
an actor who also has had leading roles in various science-fiction series 
such as Quantum Leap and Star Trek. Interestingly, the "Space Flight 
Episode,” number nine in the seres, which aired on November 8, 1996, 
came very close to portraying Tom's story about the propulsion beam 
craft and launch gantry his firm was asked to bid on. The plot of this 
particular episode was based on the testing of an experimental disc- 
shaped vehicle called a "beam rider.” The launching took place from a 
secret desert location. The test vehicle was lofted on a powerful micro- 
‘wave beam that was directed vertically upward toward the craft from 
а ground-based parabolic mirror. Since much of the early Rocketdyne 
research on Project Skyvault was done in the Los Angeles arca, itis 
not surprising that this idea would one day find itself worked into a 
Hollywood script. However, even though there were four more episodes 
left to run, to the disappointment of many, Mr. and Mrs. Smith was 
canceled immediately after this episode had aired. As we shall see, the 
notion of using microwave beams for aerospace propulsion is not sci 
ence fiction. 

“The discussion about Project Skyvault that is presented here and in 
the next chapter is based on notes I made of my conversations with Tom 
and on some material Tom had sent me. The later includes copies of 
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Figure 7.1. Artist's conception of a Sky 


ground 


microwave beam. (Р. LaViolette, © 


notes that he made of his 1974 discussions with Murray and a copy of 
ter written by Murray s friend who was at the time still working on 
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According to Murray, the fi 
used for propulsion came about when it was dis 
beams could move objects if the objects happened to be made from the 
right kind of material. The scientists believed that the microwave beam. 


at microwaves could be 
rcd that microwave 
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was somehow inducing a gravitational force on the object. The idea 
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that microwaves could move objects was believable to Tom since he 
had heard of something remotely similar from a radar engineer friend 
of his who worked at Homestead Air Force Base in Florida. His friend 
had witnessed an experiment in which a low-power microwave beam 
from a klystron tube was aimed at pencils placed on а table and caused 
them to move around. Tom theorized that the microwaves must induce 
electric charge gradients in certain materials having nonlinear electri 

cal properties and that the observed movement was actually due to the 
Biefeld-Brown effect imparting a thrust to the material. 

"The group that Murray had worked with had experimented with a 
‘whole lot of different kinds of samples to find out which ones worked 
best. Paper silk, and some kinds of wood, for example, showed no move- 
ment, Brick and concrete also exhibited no movement, being essentially 
transparent to the microwaves. They found that some materials would 
move quite violently, whereas others would just vaporize. Aluminum 
foil would move but would disintegrate upon exposure. They carried 
‘out extensive tests, subjecting various kinds of materials to microwave 
waveforms of varying shapes, and accumulated data on the destruction 
and burning of the materials and on the effect of shock waves on those 
materials that responded. They found that the best propulsion effect 
‘occurred in materials that had a particular magnetic property. Tom 
attempted to find out more specifically what these types of materials 
were, but was told that the information was classified. 

Murray said that their group had found that the effects were very 
frequency-sensitive, that is, that they were observed only within cer- 
tain frequency bands that were characteristic of each material. If the 
frequency was off by a slight amount, the object could suddenly vapor- 
ize, He described an experience they had in their lab one time when 
they were experimenting with various frequencics—they had turned 
оп their microwave generator and it had produced a bluish microwave 
beam that blew a hole through their laboratory wall and continued 
through an adjoining outside embankment as well. The beam was 
going into another building before they managed to shut it off. He 
said it "scared the living daylights out of them. 
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72 = ELECTROMAGNETIC RESONANCE 


Although Murray would not reveal what this unique clas of materials 
was that could respond with a strong propulsive force, it is apparent 
that he was talking about materials that exhibit a strong resonance at a 
articular frequency. Such materials respond to incident microwaves in 
эп unusual way. Take as an example a material that exhibits a resonant 
response to the electric component of an electromagnetic wave. Over 
most frequencies, the material's permittivity will have a postive value, 
and asa result, the applied electric field will induce a polarization in the 
same direction as its own field vector, as is commonly observed in most 
materials, Near a resonant frequency, however, the induced polariza- 
tion will become very large, the material's large response being due to 
its accumulation of energy from the microwave beam over many wave 
cycles. The energy stored in the resonating medium can then greatly 
exceed that delivered by the incidnt-deiving fcd I сап beso large that 
even changing the phase or sign of the incident wave would have litle 
«Нет on the polarization oscillation." As a result, when the frequency 
‘of the incident wave is increased slightly above this resonant frequency, 
the applied electric field will be out of phase with respect to the induced 
polarization oscillation, and as a result the material will respond by 
exhibiting а negative permittivity, the induced polarization now being 
‘out of phase with the applied electric field. The electrons oscillating in 
the material will now resist the applied electric field, and as a result, the 
electromagnetic wave will exert a repulsive force on the material. 
Physicists John Pendry and David Smith illustrated this repulsive 
force phenomenon by considering the example of a person pushing a 
swing, In an article in Scientific American, they wrote: 


"Think ofa swing: apply а slow, steady push, and the swing obediently 
mores in the direction of the push—although it does not swing very 
high. Once se in motion, the swing tends to oscillate back and forth 
ata particular rate, known technically э its resonant frequency. Push 
the swing periodically, їп time with this swinging and it starts arc- 
ing higher. Now try to pus ata faster rate, and the push goes ош of 
phase with respect to the motion of the swing—at some point, your 
arms might be outstretched with the swing rushing back. 1f you have 
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been pushing for a while, the swing might have enough momentum to 
knock you over—it is then pushing back оп you." 


In the same way, electrons in а material with a negative permitiv- 
ity, e go ош of phase and resist the “push” of the electromagnetic field. 
Such materials include silver, gold, and aluminum, whose resonances 
usually occur at optical frequencies. 

“The same repulsive force phenomenon occurs in materials that res- 
onate with the magnetic component of an incoming electromagnetic 
wave. The magnetic permeability of the material, p, which normally 
‘would be positive, becomes negative at frequencies slightly above 
the material's resonant frequency. The material's response then is to 
magnetically resist the magnetic field of the applied electromagnetic 
‘wave, Materials that naturally exhibit negative р domains include fer- 
romagnetic or antiferromagnetic materials that exhibit resonances. 
Such resonances usually occur at frequencies in the gigahertz range 
and tail off at higher frequencies in the terahertz-to-infrared range. 
For example, a group of Japanese scientists have reported negative 
permeability in a granular composite material consisting of 70 per- 
cent Permalloy when the material is exposed to microwave frequen- 
cies higher than 5 gigahertz.” 

"The special microwave propulsion materials that Murray said were 
being researched by the Project Skyvault engineers, which "had a p 
ular magnetic property,” were most likely materials of this sort exhil 
ing magnetic resonances in the gigahertz range. This would account for 
Murray's comment that the propulsion effects were very frequency- 
sensitive, that is, that each material had its own frequency band at which 
it would respond by developing a propulsive force. As mentioned earlier, 
negative р domains in such materials are limited to a specific frequency 
range, with the greatest repulsive effects occurring when the incident 
wave has a frequency close to a material's magnetic resonant frequency. 
If the microwave beam was adjusted to have а frequency slightly lower, 
so that it matched the material's resonant frequency, then the mate- 
rial would absorb an enormous amount of energy from the beam and 
would store this energy in its resonant oscillation. In сазе in which the 
material was being exposed to a very powerful microwave beam at this 
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resonant frequency, it is possible that фе energy that the material would 
capture would be great enough to vaporize it, just as Murray had said. 

According to Pendry, the force that microwaves exert on a material 
at a given frequency depends on the strength of the material's interac- 
tion with that beam, which is proportional to the beam’s scattering 
cross-section." This force is always rather weak bot can be significantly 
enhanced by tuning the beam to have a frequency close to one of the 
material's resonant frequencies. When the beam is at the materials 
resonant frequency, the material would present а high scattering cross- 
section and would strongly absorb the incident beam. At a slightly 
higher frequency, the scattering cross-section would continue to be high, 
but thee ог р would now become negative and the material would begin 
to exert a repulsive force relative to the exciting beam, 

A material would respond with an even stronger repulsive force if it 
were to exhibit electric and magnetic resonances in the same frequency 
range, allowing both е and р to become negative at a slightly higher 
frequency range. Such a material would have a negative index of refrac- 
dec. Th nef enin ls шыгы шышы ыы 
ues of ts permittivity and permeability; thats = ерер, in which 
the constants s, and р, are the permittivity and permeability values in a 
vacuum. Most commonly occurring refractive materials such as plastic 
and glass have a positive index of refraction, with either one or both of 
their # and p parameters being positive. Materials with a negative index 
of refraction are not normally observed in nature, since electric reso- 
nanees producing negative e values and magnetic resonances produc- 
ing negative р values occur at differing regions of the electromagnetic 
spectrum. However, with proper engineering, it is possible to produce 
special materials, called “metamaterials,” whose permittivity and per- 
meability both are simultaneously negative over a specific frequency 
range, causing them to exhibit a negative index of refraction. Since 
negatively refracting materials are full of resonances, these resonances 
can be exploited to enhance the scattering cross-section and hence the 
propulsive force on the material. 

"The ides that it might be possible to produce a material with a 
negative index of refraction was first suggested in the open literature 
in 1967 by the Russian physicist Victor Vesclago." Beginning in the 
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smid-1990s, researchers began experimenting to see if Veselago's pre- 
diction might be true. Finally, by 2001, Smith and his colleagues at 
the University of California San Diego successfully demonstrated the 
production of one such artificial metamaterial, which they made by 
constructing an array of straight wires and wireloop split-ring reso- 
nators.™ Using lithographic techniques, they fabricated a series of 
resonator clements into printed circuit boards having a straight wire 
оп one side and C-shaped split-ring resonator patterns on the other 
side (figure 7.2)" These elements were then assembled in rows hav- 
ing a spacing of the order of 0.5 centimeter to compose a metamate- 
rial matrix (figure 7.3). The array was found to exhibit both electric 
and magnetic resonances, causing the material's е and р values both 
to become negative over a frequency range of 10.3 to 11.5 giga- 
hertz. They showed that а 10.5-gigahertz beam (2.8 cm wavelength) 


Figure 7. (a) A split-ring Figure 7.1. Resonator elements 
resonator, (b) Split-ring resonators combined to form a metamaterial 
combined on a circuit board with — array. This metamateral would 
LHraight-wire segments to form an exhibit a negative index of refraction 
electric and magnetic resonator over a specific microwave frequency 
element. Many such elements range. (Photo courtery of Richard A. 
together would be used to compose Shelby) 

the metamaterial. The dimensions 

of the ранет are specially chosen 

o give the desired resonance 

effect. (After R. Shelby, et al, 

“Microwave Transmission through 

а Two-Dimensional Left-Handed 

Metamaterial" Applied Physics 

Letters, 7814] [2001]: 489-1, fig. 1) 
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refracted negatively as predicted. Soon after, Claudio Parazzoli, Kin 
Li, and coworkers at Bocing's Phantom Works Division constructed 
a three-dimensional wire lattice in the form of a 2.7-millimeter cube 
that negatively refracted а 10-gigabertz microwave beam. 

Another group, at Bartol Research Institute at the University of 
Delaware, created a metamateral in a very different manner by incor- 
porating metallic magnetic nanoparticles into an appropriate insulating. 
matrix." This sounds similar to Brown's idea of embedding massive 
semiconductor particles, such as lead oxide, in the conical dielectric 
member of his electrokinetic apparatus. А diagram taken from his 1965 
patent and included here in chapter 3 as figure 3.8 shows these particles 
as speckles concentrated near the tip of the dielectric cone. Brown dis 
closed that it would be advantageous to incorporate such particles to 
improve the thrust of his device when it was excited at microwave fre- 
‘quencies, His dielectric was made so that the particles became increas- 
ingly concentrated toward the tp, his intention being to progressively 
decrease the permittivity of the dielectric so that the voltage gradient at 
its tip would become increasingly high. 

Although the term had not been invented at the time, Brown was 
in fact fabricating а metamaterial. Moreover, like the Bartol group, he 
may have been experimenting with embedding ferroelectrics in dicec- 
tric media to cause magnetic permeability to vary along the length of 
the dielectric. For example, in his patent he wrote: 


In applying potentials to these various embodiments, it has been 
found that the rate at which the potential is applied often influences 
the thrust. This is especially true where dielectric members of high 
dielectric constant are used and the charging time i a factor. n such 
cases, the field gradient changes эз Ње charge is uil up. In such cases 
where initial charging currents are also high, dielectric materials of 
high magnetic permeability likewise exhibit varying thrust with 


In cither case, by embedding such particles in his dielectric, Brown 
would have been producing domains having electric andlor magnetic 
resonances over a range of microwave frequencies, which, in tum, 
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‘would have created regions where the dielectri's permittivity and/or 
permeability would be negative. 

So, many decades before the University of California San Diego 
group demonstrated negative index of refraction in a metamaterial, 
Brown was experimenting with similar artificial materials but with the 
aim of enhancing the thrust in AC-excted dielectrics. He made no men- 
tion of resonances or negative © and jı values, so maybe he was not 
entirely aware of all the reasons why these semiconductor particles were 
improving the life of his dielectrics. He was conducting these investiga 
tions almost a decade after the Project Skyvault scientists had begun 
their highly classified early experimentation with similar materials, 
so itis not surprising that Admiral Rickover advised him to drop his 
clectrogravitic investigations. Brown was apparently getting too close 
to work already in progress in Project Skyvault Interestingly, in the 
carly 1950s, Brown was conducting electric disc experiments at his Los 
Angeles laboratory, which was in the same metropolitan arca where 
oject Skyvault was under way. One wonders if he had heard rumors 
of the Skyvault work. 

Metamaterials have strange new properties not normally seen in 
mature. First of all, they refract electromagnetic waves more strongly 
than naturally occurring materials that have а positive index of rerac- 
tion. The diagrams in figure 74 compare the trajectories for a beam 
passing: (a) through a medium having a positive index of refraction and 
(b) through a medium having a negative index of refraction. Regardless 
of their refractive index, materials with a positive index always refract 
incident rays into the right quadrant, which lies on the opposite side of 
the line that is normal to the refracting surface. Materials with a negative 
index (e.g. п = =1) always refact incident rays into the left quadrant, 
‘which lies on the same side of the normal line. For this reason, materials 


Figure 74. Refraction of a light ray ina 
material having (a) а positive index of. 
refraction and (b) a negative index 
[] ® 


of refraction. 
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with a negative index of refraction are sometimes termed “left-handed 
materials.” 

Another unusual property of left-handed materials is that they can 
be used to make a lens that resolves far greater detail than one made out 
‘ofa material with a positive index of refraction. Such a lens can depict 
details even smaller than the wavelength of light used to illuminate the 
‘object and can be made much lighter compared with the bulging convex 
lenses of conventional optical devices. Metamaterials refract light so 
strongly that a planar sheet serves as a convex lens, with the incident 
rays coming to a focus within the sheet. In order to allow the beam to 
соте toa focus outside the lens, the metamaterial must be fabricated in 
а concave shape. 

Also, metamaterials can be designed to be total absorbers of the. 
incident radiation, making them ideal as radar-absorbing materials, In 
2003, Yong Zhang and coworkers at the National Renewable Energy 
Laboratory demonstrated negative refraction in a common ferroelastic 
material made from a “twinned” alloy containing yttrium, vanadium, 
and oxygen." They found that this crystal would negatively refract light 
of any frequency with no back reflection at the mediam interface, which 
raises the possibility of making reflection-fce optical lenses. 

The U.S. Air Force Research Laboratories has supported a number 
of research projects with the recent upsurge of interest in metamateri 
als. Alo, the Defense Sciences Office (DSO) of the Defense Advanced 
Research Projects Agency has an ongoing program for funding metama- 
terials research. In fact, as of July 2006, the description of its metamate- 
rial program that DSO gave on its website frankly stated that one of the 
intentions of its research program was to develop magnetic metamateri- 
als for “electric drive and propulsion”: 


Metamaterals are engineered composites that exhibit superior proper 
tes not observed in the constituent materials or nature, The objective 
ofthe Meta Materials Program в to develop, fabricate, and implement. 
new bulk metamaterials that wil fil the tremendous voids that exist 
in the design space for a number of applications of critical importance 
to the military Services. In particular, this program will develop (1) 
magnetic metamaterials for power electronics and electric drive and 
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propulsion, and (2) microwave and optical metamaterials for antenna, 
radar, and wireless communication applications.” 


"Thus, the notion that Rocketdyne was developing metamateri- 
alsin the early 1950s for an aerospace electric propulsion application 
seems plausible. 

Interestingly, by early November 2007, DSO had removed this 
webpage and replaced ie with a rewritten version that made no men- 
tion of its interest in using negative index materials for propulsion. It 
now mentions only the application of negative index materials to optics 
and to the development of lightweight, compact RF structures,” with 
ап additional broad reference to "practical application" of the tech- 
nology. Obviously, sometime between July 2006 and November 2007 
Defense officials must have decided that the propulsion part of their 
metamaterial program was too sensitive to be mentioned publicly. One 
wonders whether this website modification might have been triggered 
by their becoming aware of the impending publication of this book. 
In early August 2007, a draft catalog copy announcing its forthcom- 
ing publication and noting its disclosure of Project Skyvault had been 
mailed to me for author review and by early October 2007 the final- 
ized copy of the book announcement had been posted on the publish- 
ex's website. 
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Murray said the Skyvault team found that the kind of response they got 
with a given material depended on the particular wave shape used. They 
achieved the best results with a sawtooth-shaped waveform consisting 
of asymmetrical triangular waves that have cither a steep voltage rise 
оса steep voltage decline. As noted in chapter 6, the shock wave pulses 
produced by Podkletnow’s gravity impulse beam generator have a sharp 
rise at their leading edge and are capable of generating strong repulsive 
forces. Tesla alo observed longitudinal repulsive forces being produced 
by the energy wave shocks radiated from his magnifying transmitters. 
Subguantum kinetics predicts that the magnitude and direction of 
the accelerating force depend critically on the shape of the sawtooth 
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wave since different wave shapes generate different virtual-charge dis- 
tributions, which in turn generate differing gravity potential gradients. 
‘Consider, for example, the wave shape shown in figure 75a. This plots 
the voltage potential profile, фт), for a capacitor that is gradually 
charged through a resistance, Ry, and then rapidly discharged through 
another resistance, Rz, in which Ry is greater than Rz. This produces 
а wave with asymmetrical rise-and-fall slopes (sce figure 7.5 legend). 
‘When the x axis is chosen to indicate distance instead of time, the graph 
shows how the electric potential gradient varies with distance from the 
front to the back of the wave, in which the wave travels from right to 
left at the speed of light. The sawtooth profile in figure 7.5b (eft) is 
а similar type of waveform, but one depicting voltage potential in a 
capacitor that charges rapidly and then discharges more gradually. In 
«йет, the values for resistances Ry and К have been interchanged from 
those used in generating the curve shown in figure 7.5 In this second 
example, R is less than К, 

Profiles 7.5c and 7.54 in figure 7.5 plot the corresponding gravity 
1 profiles, er) that would accompany each of these electric 
1 waves, based on the assumption that the virtual-charge densi- 
ties that this wave creates generate corresponding vitual-mass densities 
and associated gravitational potentials. These are obtained by taking 
the negative second derivative of the voltage potential equation plotted 
in figure 7.54 or figure 7.5b. This is in accordance with the subquan- 
tum kinetics electrogravitic relation specified by equation 7 in chapter 
4. The wave profile shown in figure 7a that charts a gradual voltage 
ascent followed by a rapid voltage decline is seen in the gravity poten- 
tial plot, igure 7c, to initially produce a weak attractive gravitational 
force (small arrow) followed by a very strong repulsive force (large 
arrow). For the particular waveform plotted here, the repulsive impulse 
(force multiplied by time) is twenty-five times greater than the attractive 
impulse, even though the repulsive impulse lasts only about one-fifth as 
long. Thus, this wave would produce а net repulsive force on material 
bodies that it passes through. Changing the wave shape to that shown 
in figure 7.5b yields a gravity potential wave that has a very steep attac- 
tive gravity gradient at its leading edge and a gradual repulsive gradient 
at its trailing edge and produces a net attractive gravitational force (се 
figure 7.54). 
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Figure 7.5. (a) eft Voltage profile for an asymmetrical RC-RC-type sawtooth 
wave having a gradual exponential voltage rise and rapid exponential voltage 
fal b Voltage profile for an RC-RC ware adjusted to have a rapid exponen: 
Hal voltage rise and gradual voltage fol. (c) Gravity potential profile gener 
ated by heir charge distribution of the KC-KC ave shou т 75. (d) 
пату potential profile generated by the гіта дап darin o the 
RC-RC nave shown i 7.5. rrr in 7 Sc and 75d indicate the magnitude 
amd direction of the resulting clectrogravttic thas (P аена, ©2007) 

The vog potential i 75a i тернет! by the follwing equations 
V= 301 Le) for voltage ascent and V = e ^ for voltage descent, hich x 
represents time from left to right or distance from the front to the buck of the 
rere Tha, there ase descent nt thats îne timer ts rale of scent The 
vole i 25b is represented by Ње following equations: = 41 —e*) for 
the volue ascent and V = * for be voltage descent. Thu, the exponent 
i the equation fo gene 7a ore kar س‎ ia producing the aqu 
tiom for figure 75b. The corresponding gravity potential profiles, 7c and 
75d, were plated by taking He териде second derivative ofthese vlage 
— 
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If the wave was made symmetrical so that its voltage rose at the 
same rate as й fell (Ry = Ra), then the attractive gravitational force 
produced during passage of the wave's leading edge would just balance 
the repulsive force produced during passage of its trailing edge, and as a 
result, the net gravitational force would be zero. 

Ifthe polarity of the wave shown in figure 7.5a was changed so that 
its voltage was negative instead of positive, as shown in figure 78а, 
then the eletrogravitic coupling relation predicts that the gravitational 
potentials would also reverse polarity as shown in figure 7c. The grav- 
ity gradients would now change sign, making the net thrust attractive 
rather than repulsive, The same gravitational polarity reversal would 
occur if the profile shown in figure 7.5b was to go negative Instead of 
producing a net attractive force, it would produce a net repulsive force. 

Stavros Dimitriou, professor of electrical engineering at the Technical 
Education Institute in Athens, Greece, has investigated whether capaci 
tors energized with sawtooth waves in the radio frequency range might 
exert gravitational forces on nearby masses." In his master's thesis, he 
discussed an electric intensity waveform having shapes similar to those 
shown in figures 7.5 and 7.6, which he named an RC-RC waveform.” 
The RC acronym implies that the wave shape is determined by a capaci 
tor of capacitance (C) being charged through a resistor of resistance (RJ. 
His clectrogravitic wave research is discussed in chapter 11 

Another waveform shape that Dimitriou has investigated is shown 
in figure 7.6. This one is similar to the RC-RC sawtooth wave shown in 
figure 7.5a, except that in this case voltage declines linearly, rather than 
exponentially The wave's voltage descent is created by discharging the 
charged capacitor through a constant-current (Norton) clement; hence, 
Dimitriou refers to this type of waveform as an RC-Norton wave. The 
subquantum kinetics electrogravitie coupling relation predicts that such 
a wave would produce an attractive gravitational force during its volt 
эңе ascent and no gravitational force on voltage descent. That is, since 
voltage declines linearly, its second derivative would be zero. Hence, 
no virtual charge and no mass density would be produced during this 
decline phase. 


“ТЬе wave in igure Kb ie represented by the following equation:  - 4(1 = e+) foe the 
voltage шени and V= il Sr) forthe vokage десем. 
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Figure 7.6. а) Voltage of an asymmetrical RC-RC-type wave having a gradual 
exponential voltage drop and rapid exponential voltage rise. (b) Voltage of 
an RC-Norton sawtooth wave having a gradual exponential voltage rise and 
rapid linear voltage decline. (с) Gravity potential profile generated by the RC- 
RC wave shown in 76a. (d) Gravity potential profile generated by the КС. 
Norton wave shown in 76b. (P LaViolete, © 2007) 


If the gravity field is generated primarily by the clectrogravitic 
effects of virtual charge, then a triangular sawtooth wave having a lin- 
ear voltage rise and fall should produce no gravitational thrust, either 
on the voltage ascent phase or on the voltage descent phase. In another 
‘example, thrust will not be produced if the wave has a voltage profile 
that rises as the square of distance. Such a profile would have a concave 
parabolic leading edge similar to that of profile 2 in figure 77a. In 
this case, the negative second derivative of its r voltage profile gives 
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а negative gravity potential that remains constant over time (sce profile 
2 in figure 776). Hence, its gravity gradient would be zero, resulting in 
по force exertion. 

If we change the exponent characterizing the wave's profile so that 
the exponent is not equal to 1 or 2, but to a fraction or any other 
whole number, then the wave would be able to exert a gravitational 
force, In the case in which the profile varies as r^, the gravity poten- 
tial gradient creates a repulsive thrust in the same direction as the 
gravity wave's motion (see curve 1 in figure 77b). Ifthe profile were 
to vary as ^, the gravity potential would develop а slope of opposite 
sign that would produce an attractive force opposed to the direction 
‘of wave motion (see curve 3 in figure 77b). If the profile instead were 
to vary as 7, the gravity potential would develop a steeper slope that 
‘would produce an even stronger attractive force (see curve 4 in figure 
77b. 

The shock discharge emitted from Podkletnov's superconducting 
cathode would similarly have been characterized by an exponential volt: 
age rise tits leading edge, but one with a very large exponent. Hence, 
such discharges would have produced much steeper gravity gradients 
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Figure 77. (а) Leading: edge profiles for waves whose voltage rises exponen. 
Haly with varying degrees of nonlinearity, as: (curve 1) т^ (сите 2), т?! 
(curve 3), and r" [curre 4). (b) Corresponding gravity potential distribution 
generated by the resulting rirtmal-charge distribution. (P. LaViolette, © 2007) 
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and greater gravitational forces than those modeled here. Also, being 
а negative voltage rise, the gravitational force exerted by Podkletnoy's 
beam is predicted by the electrogravitic coupling relation to be repulsive 
rather than attractive, as is observed. 

‘The above analysis assumes that the gravitic effect of these saw- 
tooth microwaves arises primarily from the virtual charges that these 
waves produce, which themselves arise from the second derivative of 
the variation of voltage along the direction of wave travel. If, on the 
other hand, the gravity field of the emitted microwaves is produced 
mainly by the real electric charges that generate the wave, then the 
clectrogravitic thrust would be proportional to the first derivative 
of the waves voltage variation, and in this case linear sawtooth pro- 
files and г? exponential profiles would produce gravitational thrusts. 
Further research is needed to know which of the two clectrogravitic 
relations better characterizes gravity wave production at microwave 
frequencies, or whether thrust effects arise from a mix of both virtual- 
and real-charge clectrogravitic effects. 

‘One characteristic of the virtual-charge electrogravitic relation is 
that voltage profiles having a more nonlinear variation should produce 
greater gravitic thrusts, For example, a wave whose voltage rises as r^ 
is predicted to produce a gravitational force 2.8 times greater than a 
wave whose voltage rises as ®, Also, а wave whose voltage rises as * 
is predicted to produce a gravitational force six times greater than a 
wave whose voltage rises as ^. Those with exponents less than 2 would 
produce very weak forces. For example, a wave such as that in profile 
1 in figure 77a whose voltage rises as ris predicted to produce a 
gravitational force fifteen times weaker than that produced by а wave 
whose voltage rises as 27, Corroborating this, Brown observed that the 
clectrogravitic force developed by an electric field in fact increases as the 
nonlinearity of the field's voltage profile increases. 

Dimitriou claims to have generated gravitational forces by ener- 
gizing capacitors with sawtooth waves having an amplitude of around 
15 volts (see chapter 11). Our attempts to duplicate his work in this 
low-voltage range, however, did not meet with success. Most likely the 
wave amplitude must exceed tens of kilovolts before this sawtooth wave 
thrust effect becomes large enough to be significant. This is consistent 
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with the findings of Brown and Podkletnov, both of whom used waves 
in the range of 50 to 2,000 kilorolts to get their thrust effects, As we 
shall see, the Project Skyvaule team was also using waves in the kilovolt 
range to get its propulsion effects. 

In summary, the kind of propulsion results that Murray's Skyvault. 
team would have been getting would have depended critically on the 
shape of the microwave waveform it was using. One question that 
should be examined is whether metamaterials develop a greater pro- 
pulsive force (exhibit a larger interaction cross-section) when exposed 
to a microwave beam having an asymmetrical sawtooth wave shape 
as opposed to a symmetrical sine wave shape. If so, it is likely that the 
frequency-sensitive materials they were using in their research were in 
fact metamaterials. 


7.4 * THE BEAM GENERATOR 


According to Murray, daring the carly stages of their research, the 
Project Skyvault group used magnetron vacuum tubes to generate their 
microwave source beam. They worked with frequencies ranging from 
7 gigahertz (7,000 megacyeles) to upward of 1,000 gigahertz. By com- 
von, the magnetron tubes used in microwave ovens typically have 
frequencies of 2.54 gigahertz. The cavity magnetron has a central 
clectron-cmitting cathode surrounded by a positively charged copper 
plate, the anode (sce figure 7.8). An axial magnetic field causes elee- 
trons emitted by the cathode to cycle in a circular orbit. They revolve 
at a frequency that depends on the applied voltage potential and the 
strength ofthe magnetic field. As they cycle, they induce microwave fre- 
quency oscillations in a seres of cylindrical cavities spaced around the 
anode's inner circumference. Just as the length of an organ pipe tunes 
the pipe to а certain pitch, the diameter of these cavities can efficiently 
tone microwaves toa particular wavelength. These oscillations transfer 
to the cycling electron cloud and are then channeled out of the magne- 
tron to form a microwave beam. 

"The microwave signal from the magnetron tubes used by the 
Skyvault group was sent into a wave amplifier cavity. This was cssen- 
tially a metallic duct of rectangular cross-section whose long dimension 
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igure 7.8. Cross-sectional view of a 
cavity magnetron. 


was such as to fit a whole number of wavelengths of the microwave 
signal along its length. For example, if the magnetron emitted waves at 
а Frequency of 100 gigahertz, the emitted wavelength would have been 
3 millimeters. So if the cavity was made to have a length that was some 
multiple of 3 millimeters, then, as these waves reflected back and forth 
inside this cavity they would develop a condition of resonance allowing 
them to build up a high-voltage amplitude. 

By adding various types of microwave radar-absorbing materials to 
the resonator cavity, the inputted microwave signal could be cha 
from a sine wave into a sawtooth-shaped wave. For this, the Skyvault 
group may have used ceramic dielectrics such as barium titanate polar- 
ized with a high-voltage DC potential on the order of 10 kilovolts pee 
centimeter. Once polarized, the high-K dielectric would have presented 
а highly nonlinear environment for the microwaves, The same wave 
transformation into а sawtooth shape would have occurred in Brown's 
AC-cnergized vertical-thrust apparatus described in chapter 3. The 
dectric would have changed the shape of the input wave, causing it 
ло have a more rapid rise of potential in the direction of the dielectric's 
polarization and a more gradual fall of potential during the other half 
of the cycle, The polarity of the sawtooth wave, whether it would rise 
sharply to а positive or to a negative potential, would depend on the 
polarity applied t the high-K dielectric. Microwave power from this 
amplifier would then have been conducted down a waveguide tube to a 
microwave horn, the horns dimensions having been chosen so that its 
impedance would match that of the surrounding air to allow a micro- 
‘wave beam to efficiently radiate from the horn. Once polarized, the 
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dielectric would have been able to retain its polarization without any 
outside input of DC power. In fact, the sawtooth waves would have 
acted to bias the dieleceric's voltage potential. 

The Skyvaule team did not power their tubes continuously, but 
pulsed them about a thousand times per second using a mechanical 
pulser, This was a wheel in an evacuated chamber that spun at 60,000 
to 100,000 revolutions per minute (1,000 to 2,000 hertz) and on each 
revolution actuated а set of platinum electrical contacts that briefly 
‘turned on high-voltage DC to power the magnetrons. The proper puls- 
ing rate would depend on how much voltage and power one wished to 
extract from the tube. Ifthe pulser was cycled at а faster rate or was in 
its on state for a longer fraction of the cycle period, more power would 
be radiated from the magnetron 

Murray said that they needed to make fine adjustments to the puls- 
ers "square wave” signal envelope to get its pulse cycle amplitude and 
timing just right. In particular, the magnetron would have had to be 
turned on at just the right moment so that its waves would match the 
phase of the waves already reflecting back and forth in the microwave 
waveguide, thereby allowing its energy to properly add to the 
4 signal. Magnetrons are very sensitive. If the pulse timing is 
wrong, the tube's energy potential can build up so high that the tube 
will burn out. Failure occurs when an arc jumps from the tube's cathode 
to its anode, burning off the cathode's electron-emitting thorium coat- 
ing and rendering the tube useless. 

Radar researchers later replaced this older mechanical pulser tech- 
nology with thyrotron tubes, which were able to produce shock discharge 
pulses having a much sharper rise time. Thyrotrons had a fixed spark 
вар enclosed in sealed glass tube filled with hydrogen and used a third 
ignitor electrode to trigger the gap to discharge. These discharges would 
be much like Tesla's shock discharges, except that the magnetrons would 
convert these pulses into microwave frequency shocks. In Secrets of Cold 
War Technology. Vassilatos commented about the explosive forces that 
these radar bursts can produce, noting, “As these pulse methods were 
reaching their state of refinement, engineers found it possible to produce 
single DC impulses of extraordinary power. Components often rup- 
tured when these explosive electrical applications were employed. Wires 
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exploded. Gaskets and sealed electrodes ruptured. Magnetron tubes, 
high vacuum vessels, literally exploded. Here was that phenomenon of 
which Tesla spoke so highly." The microwave bursts that the Skyvault 
engineers were experimenting with were most likely of this sort. 

Murray said they were using the very best magnetron tubes they 
could find, which at that time were being used on military radar sys- 
tems. To maximize the gravity wave propulsion effect, they had to oper- 
ate these tubes well beyond their voltage specifications, powering them 
with up to 250 kilovolts. Murray did not say what the normal voltage 
range was for these special radar magnetrons, but for comparison, one 
unclassified research paper published in 1956 described the develop- 
ment of a 1.3-gigahertz magnetron that operated in the range of 50 to 
75 kilovolts and delivered power outputs on the order of 10 megawatts 
during its ten-microsecond pulse period." Magnetrons available in mili 
tary black projects likely had achieved higher power outputs than this 
ata much earlier dat. 

In this “outof-spec,” high-voltage operating region, the tube's char- 
acteristics would have become highly nonlinear and prone to develop 
what is called the longitudinal sawtooth instability, which causes elec- 
trons circulating in the magnetron to begin to bunch up into clusters, 
transforming the tube's normal sine wave output into а series of saw- 
tooth spikes. A similar effect has been reported to have been seen in 
the operation of the Synchrotron Ultraviolet Radiation Facility (SURF 
III) 2? When the sawtooth instability was present in SURF III, rescarch- 
ers observed bursts of coherent microwave radiation that were 10,000 
times more intense than the normal synchrotron beam radiation and 
which consisted of sawtooth-shaped waves in the 10-gigaherts fre- 
quency range. 

By operating the tubes beyond their specifications, the Skyvault 
team was apparently attempting to produce microwaves having a ma 
mally abrupt rise time—hence, a very nonlinear negative potential onset 
curve. This in turn would have maximized the clectrogravtic thrust 
that these waves were producing. As seen in our analysis of ће grav- 
ity shocks produced by Podkletnov's gravity impulse beam, the sub- 
quantum kinetics electrogravitic relation indicates that such waveforms 
would have been repulsive. 
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Murray said that as а result of running the tubes beyond their 
specifications, the research team was blowing out magnetrons by the 
thousands. Members were willing to take this risk because they knew 
that this propulsion effect existed. Apparently, someone in the past for- 
tuitously got the frequency and wave shape right and discovered the 
effect. 

Initially, the equipment generating the Skyvault propulsion beam 
was quite bulky. The entire set up, which included high-voltage power 
generators, microwave generators, waveguide ducts, and wave-shaping 
resonators, required a building the size of a barn. Murray disclosed that 
in this early version, the conical test beam was projected upward and 
made to buoy a test vehicle that had a concave bottom wide enough to 
receive the beam. He disclosed that this concave portion was made from 
а ceramic similar to CorningWare. 

Although Corning Ware is optically opaque, it is partially transpar 
ent to microwaves. Thus, given the proper shape, it could be made to 
act as а microwave lens, which would look similar to an optical lens 
but would not necessarily be optically transparent. Such a lens could be 
made out of paraffin, ceramic, or glass. The important thing is that it 
be made of a material having the proper permittivity and permeability. 
So the Skyvault team could have used the craft's ceramic bottom as а 
lens to refract the microwaves that were being beamed up to it. 

However, for a diverging microwave beam, one would expect that 
they would have used a converging lens to bring the waves to a focus 
inside the craft. One wonders whether this concave ceramic was actu- 
ally a metamaterial that was engineered to have а negative index of 
refraction. One characteristic of left-handed (negative index) materials 
is that they have a concave shape in order to bring a microwave beam to 
a focus on the other side of the lens. 

Although the beam generator for the Skyvault prototype craft was 
initially very bulky, with time the Skyvault team was able to make its 
equipment more compact. Murray said that eventually they got the 
apparatus small enough to put inside the craft. However, he didn't 
specify what kind of power supply was used. The craft were circular їп 
shape and emitted a greenish blue microwave propulsion beam toward 
the earth. The beam was made to pass through an “iis type of con- 
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чех lens” toward the ground, where it would reflect back up to buoy 
the craft upward. It is unclear what Murray meant by an “iris type of 
convex lens.” An iris is a small opening at the end of a waveguide that 
allows microwaves to pass ош. 

Perhaps the microwaves were emitted through an iris at the end of. 
the wave amplifier conduit and were then focused by a ceramic convex 
lens. The microwaves leaving the iris would have diverged and would 
have needed a convergent lens to refract them into a microwave beam. 
"The diameter of the beam at the ground target region could have been 
adjusted by controlling the postion of the lens relative to the iris. 

"This experimental version of the Skyvaul craft, which was being 
developed in the 1960s, was apparently much more advanced than 
its forerunner, the version that Tom's engineering firm was asked to 
bid on in 1975, That is, by carrying its own onboard beam, it was 
far more mobile. Murray said that the craft was remotely controlled 
by signals relayed from a radio transmitter, probably situated on top 
‘of a mountain. The transmitter sent out encoded signals 6,400 times 
per second that controlled the craft's pitch, yaw, bank, and velocity 
"The vehicle had a range of nearly three hundred miles over the desert 
and could attain altitudes of 50,000 feet or more. Murray said that 
it could attain "extreme speeds.” Initially, they did test flights of an 
unmanned craft. Later, they built and flew around a craft having а 
crew on board. Murray told Tom the vehicles he worked on had an 
estimated propulsion efficiency of 60 percent, and he imagined that 
by 1974 much higher propulsion efficiencies had been obtained. By 
comparison, а jet aircraft has a propulsion efficiency of only about 20 
percent. 

In the mid-1960s, after Murray had left the project, the Skyvault 
team began replacing their magnetrons with solid-state oscillators, 
called Gunn diodes, that were much more reliable. Murray had learned 
about this from a friend who had continued to work on the Skyvault 
project. Wanting to know more, Tom asked his boss if it would be pos- 
sible for him to speak to Murray's friend. Murray contacted his friend, 
‘who told him that he would instead write Tom a letter, which he would 
send via Murray. The letter, which is written in a somewhat whimsical 
style, is reproduced in appendix E. 


216 покана 


Murray would not divulge his friend's name, but for practical pura 
poses let us call him Don. In his letter, Don said that Gunn diodes nor- 
‘mally require less than a watt of power to operate, but that by working 
with the manufacturers they were able to engineer special high-power 
Gunn diodes suited to their project. These were able to produce up to 
10,000 watts of microwave power, and the various diodes that they 
fabricated functioned over a frequency range of 1 to 500 gigahertz. Don 
did not specify whether this power rating refered to the average power 
of a single pulse or to the power that was pot out when operating in a 
continuous mode. 

"The Gunn diode was first developed in 1963, Later, much higher- 
power, more-eficient devices called impact ionization avalanche tran 
sitctime diodes (IMPATT diodes) were developed that were capable of 
higher microwave power outputs. However, IMPATT diodes have the 
shortcoming that their signal has a much higher phase noise, meaning. 
that their oscillation cycles may not be as precisely timed. (A descrip- 
tion of how these devices operate is given in the accompanying text 
box.) Such diodes have the advantage of being simpler to use than 
magnetrons, and they are more reliable in that they do not burn out 
as easily. They are also able to produce much higher frequencies. In 
the case of gallium nitride Gunn diodes, frequencies as high as 3,000 
gigahertz have been achieved. Commercially available Gunn diodes 
have an efficiency of only 2 to 5 percent, while IMPATT diodes have 
a somewhat higher efficiency of about 10 percent. This is low in сот 
parison with magnetrons, which are able to achieve efficiencies of 60 
percent. 


Gunn and IMPATT Diodes 
The Gunn diode is rammed after В. Gunn, the physicist who in 1963 
discovered that a crystal of руйат arsenide would spontaneously osc 
ate at microwave frequencies when 3 sficently high DC voltage was 
applied to ether side cf it. This became known as the Gunn effect. 
Gunn found that galium arsenide exhibits а negative resistance when 
subjected to an electric Ке of greater than 3,000 volts per centime- 
ter. That is, below this critical threshold the electric current passing 
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‘through the crystal progressively increases with increasing voltage, asit 
does in most electrical resistive substances. In ths low voltage region, 
‘the crystal is sid to exhibit “positive resistance” However, ata спі 
cal threshold, the current voltage curve plateaus and begins to bend 
downward such that the current now decreases with increasing voltage, 
ıa phenomenon called negative resistance. 


Due to this pecular character, when а райт arsenide Gunn 
diode is biased above ts eral threshold st about 5 kilovoks per 
cerumeter. wil spontaneously oxcllat a specie pera бе. 
quency Some other substances found to exhib ths oscillatory effect 
эге ndum phosphide, raum teure, zr selenide, and wort 
alium илде. Та latter тиеп озоймез when biased м э higher 
potental of about 180 klovols per апотека 

An IMPATT diode а э silcon pn junction diode that normaly oper- 
ates in з revere based mode. kı pancipe of operation i diferent 
бота Gunn dode n ht it чойе impact nization, which results 
man electron avalanche electncal breakdown Н а smlar to the Gunn 
dede in that it s negative resataneedeven that begins to sportane- 
ously озойме when з bias voltage тане pasa certain pont. 


Commercially available Gunn and IMPATT diodes most commonly 
have power outputs in the milliwatt range, although it is possible for 
civilians to purchase Guna diodes that produce up to 30 watts of power. 
A thorough search for manufacturers of such solid-state oscillators car- 
ried ош in the mid-1990s revealed that such diodes having power much 
higher than 30 watts are unavailable for public sale. The story is quite 
different in the case of oscillators being used for military applications. 
For example, in 2002 I learned through a personal contact that one 
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defense aerospace avionics distributor had shipped out an experimen- 
tal 1,040-gigahertz (300-micron) oscillator that reportedly had a rated 
‘output of 40 kilowatts! This company routinely shipped items marked 
as “microwave oscillators” to defense aerospace corporations such as 
Northrop Grumman, Bocing, Lockheed Martin, and ВАЕ Systems as 
‘well as to defense КАСР contractors such as Raytheon and SAIC (Science 
Applications International Corporation). 

A survey of cutting-edge developments in the field of solid-state 
microwave devices indicates that the high powers quoted for the modi 
fied Gunn diodes used in Project Skyvault are not all that ош of line. 
One literature review written in 1995 noted that gallium arsenide Gunn 
diodes were being combined to form units that could achieve the kilo- 
watt level at frequencies above 30 gigahertz." Also, in 2000 Purdue 
University researchers announced that they had developed a silicon car- 
bide IMPATT diode that was able to achieve microwave power outputs 
four hundred times higher than silicon-based IMPATT diodes. Their 
simulations projected the possibility of achieving power outputs as high 
as 42 kilowatts at 10 gigahertz. A lightweight microwave-emitting 
tube called the Pasotron (foc plasma-assisted slow-wave oscillator devel: 
‘oped in the early 1990s at Hughes Research Laboratories and Hughes 
Missile Systems Со, was able to achieve even higher outputs" This uses 
an electron gun that generates high-energy clectrons that emit a beam 
‘of microwaves as they pass through a low-pressure glow discharge. The 
device produces microwave pulses lasting 100 microseconds with pulse 
voltages of 220 kilovolts, pulse power outputs of 1 to $ megawatts, and 
effieciencies of between 20 and 50 percent. More recently, Pasotrons 
have been reported to produce 100-nanosecond pulses with microwave 
powers of 7 gigawatts. Although itis not a solid-state device, it has the 
advantages that it does not require a magnetic field for its operation, is 
much lighter in weight, and does not burn out easily. lt is not known 
whether the Project Skyvault team tested Pasotrons at some point in its 
research, 
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75 THE BEAM AMPLIFIER 


According to Murray's friend Don, the high-power Gunn diode used in 
the Skyvaule vehicle, like the magnetron, was mounted in a waveguide 
box. This had an opening at one end and dimensions that matched the 
diodes oscillatory characteristics. In other words, the conduit’ length 
was made to equal some multiple of the wavelength of the microwaves 
emitted from the Gunn diode so that the waves would resonantly rein- 
force one another as they reflected back and forth along the length of 
the waveguide. This resonance would increase the beam’s voltage, 

Although Don did not mention their voltage requirements in his 
letter, Tom told me that he had learned that these special Gunn diodes 
were designed to operate in the range of a few hundred thousand volts 
toa million volts. These voltages are unusually high in comparison with 
the voltages that commercially available Gunn diodes normally operate 
at, which is în the range of 5 to 100 volts DC. One is let to wonder 
whether this voltage might refer to the voltage rating of the diodes, that 
is, the voltage they were designed to withstand that could be generated 
in the amplifier cavity. The voltage of the amplified microwave beam, 
then, may have ranged up to several million volts 

As noted earlier, а simple waveguide cut to the proper dimensions 
would be able to increase the voltage of a microwave beam but not its 
total energy. But in his letter, Don seems to be talking about a different 
sort of amplifier, one capable of increasing the total energy ofthe beam. 
He said that this “amplifier” was needed to “extend the use” (ic. the 
ability) of he Gunn diode so that it could "launch the. vehicle” (see his 
letter in appendix E). Although the modified Gunn diodes used in Project 
Skyvault had а power output far greater than those commercially avail 
able today, even а power output of 10 kilowatts would likely have fallen 
short of what was needed. The magnetrons that the project had been 
using in their earlier work must have had power outputs several orders 
‘of magnitude higher than this. So to match this, they would have had to 
boost the power of the Gunn diode beam in an "energy amplifier” 

Most likely the Skyvault project was doing this with a parametric 
amplifier, device commonly used by microwave engineers to boost 
signal strength. A parametric amplifier consists of a cavity containing 
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а nonlinear medium such as a varactor capacitor diode, The beam to 
be amplified is allowed to enter and exit the amplifier cavity through a 
port, and while in the cavity it passes through the diode where its energy 
is pumped up as the result of the action of a second microwave beam 
called the pump beam. The pump beam typically has а frequency twice 
that of the main oscillator beam and is oriented at 90 degrees to the 
main beam so as not to directly interact with it (figure 7.9). 

"The pump beam affects the main oscillator beam indirectly by 
varying the diode's parameter, из dielectric constant, at just the right 
time in the main beam’s oscillation cycle? For example, by decreasing. 
the varactors dielectric constant (К), the pump beam signal redu 
the diode's electric permiztivity (e; this, in turn, decreases the diode's 
capacitance (C = е) and increases its voltage (V ж 1/C). By doing this 
at the phase of the cycle in which the main beam’s voltage is approach- 
ing either a positive ora negative voltage maximum, the amplitude and 
power of the main beam may be boosted. In this way, the pump beam 
is able to progressively step up the power of the main beam. Often, the 
parametric amplifier is interfaced with а circulator that allows the main 
beam to circulate in a loop with some of its energy being diverted into 
the parametric amplifier for amplification. Parametric amplifiers are 
able to amplify a beam's energy anywhere from onc hundred to one 
‘thousand times. Thus, a 10-kilowatt microwave oscillator signal could 
be boosted to create a 10-megawatt microwave beam. 

‘One interesting thing about parametric amplifiers is that their 
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energy output can greatly exceed their energy input. The amount of 
energy that the pump beam requires to alter the permittivity or perme- 
ability of the amplific’s nonlinear medium can be much less than the 
amount of energy that the amplified beam gains through the parametric 
excitation process. The amount of this overunity output versus input 
depends on the type of nonlinear medium and its response in the fre- 
quency range used. 

‘The magnetic resonance amplifier is an example of опе such 
amplifier that operates in the audio frequency range rather than at 
microwave frequencies. It is based on the work and theories of the 
ninteenth-century American inventor John Ernst Worrell Keely and has. 
been extensively researched by hobbyists. Circuit diagrams and research 
results on its operation are available on the Internet." I uses а high- 
K dielectric such as a barium titanate capacitor hooked in series with a 
coil wound around a barium ferrite ceramic magnet core. By exciting it 
at a frequency of around 20 to 40 kilohertz, this nonlinear tank circuit 
is made to oscillate at its resonant frequency of around 8,000 to 11,000 
hertz. Thus, the excitation frequency is chosen to be three times the 
resonance frequency, that is, three octaves (nine harmonics) above reso- 
nance. Power is drawn from the oscillating ferrite core through а sec- 
‘ondary winding that is connected to а bridge rectifier. One such device 
built and tested by American researchers Joel McClain and Norman 
‘Wotan achieved a power output of 2.75 watts, for an input power of 
07 watt or an overunity ratio of about 4.% At resonance, the voltage 
across the tank circuit ranged up to 1,000 volts when excited with а 30- 
vol AC pump signal. 

Even higher outputs than this have been reported for parametric 
amplifies in the audio range. For example, in 1949, Obolensky built a 
parametric amplifier that used Super Permalloy ferite as its nonlinear 
medium and was able to achieve an overunity ratio of about a mil- 
lion to one when he pumped it at frequencies of 60 and 400 hertz. 
Where docs this excess energy come from? Physicists aren't really sure. 
‘Obolensky suggests that the energy is cohered from noise present at the 
atomic level in the amplifiers nonlinear medium and in the immediate 
space environment. 

‘While it is possible to use a separate power source to generate the 
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pump beam fed into the amplifier, i is also possible to draw off some 
of the energy surplus in the main beam that is being amplified and to 
recycle this to power the parametric excitation process. This could be 
done by connecting the pump beam waveguide tube to a fourth port 
оп the circulator cavity (figure 7:10). The circulator would contain not 
only the fundamental frequency of the main beam but also йз harmon- 
ics. So by making the length of this connecting waveguide equal to an 
‘odd number of half wavelengths of the main beanrs second harmonic 
frequency, the fundamental frequency would be blocked and just the 
second harmonic (ie...) would passthrough to the parametric ampli- 
бег. As the fundamental frequency becomes more intense, so would its 
harmonics, and a greater amount of power would become available in 
the second harmonic for parametric excitation. As a result, the beam 
intensity would progressively increase. 

Such a system, however, runs the risk of being unstable in that with- 
‘out proper regulation it could create an exponential buildup of energy 
that would ultimately result in an explosion. That is, energy could be 
created in the amplifier faster than it could be removed. Making such 
an amplifier work properly so that it is able to boost the wattage of the 
microwave beam without blowing the amplifier apart is quite tricky. 
Ie requires ingenious engincering—such as incorporating а fast-acting 
servo control that automatically changes the phase of the pump beam 


Figure 10. A possible 
arrangement of components 
making ир the microwave beam 
generator mounted оп board the 
Skynaul craft. (P. LaVioltte, 
02007) 
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frequency when the amplifier's output power level gets too high. This 
would squelch the amplification process and halt the exponential rise in 
energy production. 

Don did not mention ће use of a sawtooth wave-shaping dielectric, 
so we do not know whether the wave-shaping dielectric was placed in 
the wave amplifier cavity or whether it was put in a separate wave- 
shaping resonator cavity. We will suppose the latter was the case. So 
‘once it had become amplified, the craft's Gunn diode beam would have 
exited the circulator and entered а waveguide containing a polarized 
high-K dielectric that would have shaped the wave into a sawtooth 
waveform. As in Brown's verticalklift electrokinetic apparatus, the inci 
dent microwave beam would have exerted a substantial electrogravitic 
thrust along the length of the dielectric that would have helped loft the 
craft, Hence, this wave-shaping chamber was likely securely anchored 
so that its thrust would be transferred to the vehicle-support structure, 

Ifthe beam in the interior of the craft was directed upward through 
the wave-shaping dielectric, it may then have been made to pass into 
а convex slab of metamaterial having a negative index of refraction. 
As mentioned earlier, a microwave beam tuned close to the materias 
resonance would exert a strong repulsive force, so an upward-directed 
microwave beam would produce an upward propulsive force on the 
metamaterial slab as well. Metamaterils have also been found to eff 
ciently refract microwave beams through tight turns. In fact, Pendey 
and Smith showed how a metamateral slab having a convex lens shape 
refracts a beam through a 180-degree turn. In a similar manner, the 
metamaterial thruster at the same time could have been used to redi- 
rect the beam downward through an adjacent waveguide, from which it 
would ultimately exit the saucer via a focusing lens and proceed toward 
the ground (see figure 7.10). 

Chapter В further examines Don's disclosure about Project Skyvault. 
We will find that, besides pushing upward against the craft it was nec- 
essary that the microwave propulsion beam also project downward and 
scatter back to the craft from a ground reference point. In so doing, the 
beam could be made to resonantly store vast quantities of energy for 
supporting the craft, and the flight of the craft could be more precisely 
controlled. 
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8.1 « PHASE-CONJUGATE MICROWAVE 
PROPULSION 


As mentioned in the previous chapter, my contact Tom had received 
а letter from a friend of his supervisor, a fellow we have called Don. 
In 1974, when Tom received this letter, Don was actively involved in 
Project Skyvault. The letter gave only a rough sketch of the projects 
microwave propulsion technology, since much of that work was then 
stil classified. Nevertheless, Don gave enough information that, shortly 
after hearing Tom's story, was able to come to an important conclusion. 
about a key aspect of the craft's microwave beam propulsion technology. 
1 was able to connect it to a field of optics research that in 1994 was just 
beginning to emerge in the open literature, but which apparently had 
been secretly under full development for aerospace applications back 
in the early 1950s. Before discussing this optical phenomenon, called 
phase conjugation, and how it might be applied to vehicle propulsion, 
let us summarize some additional details that Don provided about the 
propulsion system. 

Don said that the microwave energy from the microwave amplifier 
cavity was directed into a horn-shaped waveguide that controlled or 
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shaped the wave radiation pattern. Although he did not specifically 
mention it, this horn antenna was most likely situated between the iris 
and the ceramic convex lens that, as Murray had described, was used to 
control the diameter of the beam. 

After leaving the lens, the microwave beam was allowed to pass 
‘through the айг to a target arca, which was presumably a ground surface 
location. Microwaves that reflected back up to the vehicle from this 
target region were then allowed to enter a cavity that contained a mixer 
diode (figure 8.1). There they were mixed with a portion of the outgoing 
microwave beam that had been locally diverted from the craft's beam. 
generator. A mixer diode is a radar-absorbing material with nonlinear 
electromagnetic characteristics that is able to combine waves of slightly 
differing frequencies to produce а more complex wave having frequen: 
cies that are the sum and difference ofthe two frequencies. Interestingly, 
‘one material that has such nonlinear properties is barium titanate, the 
Piezoelectric ceramic that Brown employed in his experiments, Don 
noted that a stable DC-voltage source was connected across the mixer 
diode to bias it and that the Gunn diode oscillator was biased in a simi 
lar manner. 
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Don described two types of antigravity microwave systems. The 
simpler version, called а homodyne, used the same conduits for both 
transmitting and receiving. He commented that this system “suffered 
from a lack of range” since йз microwave beam typically targeted at 
mo more than thirty miles. The second type of configuration, which 
he called the *Micro-X unit,” used separate transmitting and receiving 
antennae and presumably could achieve a greater targeting range. И was 
probably named the Micro-X because it originally operated in the X 
microwave band, which extends from 8 to 12 gigahertz. 

Up to this point, the apparatus that Don described sounds much 
like a asic radar unit. In the case of radar, the transmitter emits а pow- 
НЫ microwave pulse that then reflects back from the distant target 
and enters the radar receiver. This weak reflected wave is then com- 
bined in ће radars mixer chamber with a portion of its original out- 
going signal. Suppose we let f, represent the reference frequency of the 
‘outgoing signal and f represent the return signal that reflects from a 
target such as a distant iterat. И the target is moving, the return signal 
frequency f will be slightly different from the original outgoing signal 
fon for an approaching target f > f, and for a receding target f < fy. The 
two frequencies will differ by an amount Af equal to twice the Doppler 
frequency shift, that is Af = f = f, = 2f, in which wis the velocity of 
the target relative to the radar transceiver and с is the velocity of light. 
А frequency o (phi), equal to this frequency difference, v = Af, would 
come out of the radars mixer chamber. Н» magnitude and sign would 
indicate how fast the target is moving and whether it was approaching 
or receding, The greater the frequency difference, the greater would be 
the relative velocity inferred for the target. 

However, the nonlineae media used in a radar mixer, as it turns out, 
can also act as a phase conjugate mirror. That is, when illuminated with 
а radar pulse echo coming in from the target, it produces an outgoing 
microwave pulse that exactly retraces the path of the incoming target 
echo signal. This is very different from normal mirror reflection. 

Consider an example in which visible light reflects from a comven- 
tional mirror. When a laser shines йз beam on а target object and some 
of that light scatters off from the object and strikes a conventional mir- 
ror at some angle to its surface, that light will then reflect away from 
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the mirrors silvered surface at a similar angle. The reflected light will 
continue on a divergent path that takes it increasingly farther from the 
mirror and the light-scattering object (sce figure 8.2a). 

In the ease of a phase conjugate mirror, on the other hand, the sil 
‘ered mirror surface is replaced with a translucent piezoelectric crystal 
such as barium titanate, which has nonlinear optical properties. Again, 
consider an example in which a laser illuminates the target object and 
some of the light that scatters from the target enters this crystal, but in 
addition, part of the light coming directly from the laser is diverted and 
made to enter the crystal as beam Ру. This laser beam passes through 
the crystal and reflects back from a mirror on the other side to form a 
second beam, P, propagating in the opposite direction (see figure 8.2b). 
‘These counterpropagating beams are called the pump beams, The light 
that scatters from the target object toward the crystal is called the probe 
‘beam. The light waves forming the probe beam enter the interior of the 
crystal and interact there with the counterpropagating pump beams. The 
interaction of the probe beam with each of the pump beams produces an 
interference pattern that alters the index of refraction within the crystal 
to form a complex pattern of light-refracting surfaces collectively called 
а holographic amplitude grating. The holographic grating formed by 
pump beam Р; then reracts the oppositely directed pump beam Py to 
form an outgoing phase conjugate beam. In contras, the grating formed 
by beam P, refracts beam P; to again form an outgoing phase conjugate 
beam, with complementary characteristics. This combined phase con- 
jugate beam is represented in figure 8.2 by the gray wave fronts. The 
phase conjugate beam has the special attribute that its light waves move 
‘outward from the crystal along trajectories that precisely retrace the 
trajectories that had earlier been followed by the probe beams incom- 
ing waves. Hence, the phase conjugate beam converges hack to the 
‘original light-scattering locations on the target object, and from there 
its waves rescatter back to the original laser beam light source. 

"The phase conjugate mirror, in effect, generates a new set of light 
‘waves that have the same angle, wave shape, and phase as the incom- 
ing light waves scattered from the target object but travel in a reverse 
direction, moving back toward the target. The effect appears as though 
time had been made to run backward, causing the incoming scattered 
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Figure 8.2. Comparison of an ordinary mirror and a phase conjugate mirror. 
(a) Light waves reflecting from an ordinary mirror. The black wave fronts 
represent the incident rays and the gray wave fronts represent the reflected 
ту. (b) Light waves reflecting from a phase conjugate mirror. The black wave 
fronts represent the incident rays and the gray wavefronts represent the phase 
conjugate rays that travel “in reverse.” converging toward the upper left. The 
hase conjugate beam is generated from the interaction ofthe incoming probe 
‘beam with the two counterpropasating pump beams, Р, and Ps. 


light waves to reverse in their tracks. However, here the effect is accom- 
plished with time running forward as it usually docs and with light 
‘waves different from the incoming waves since the incoming waves are 
what are generating the grating pattern. Thus, unlike conventional mir- 
ror reflection, in which the reflected light continues to spread out into 
the surrounding environment, with phase conjugate reflection the light 
stays bottled up, confined to a beam that extends among the laser light 
source its illuminated light-scattering object, and the nonlinear medium 
of the phase conjugate resonator. Since the light waves have no immedi- 
ate exit, the energy trapped in this phase conjugate resonator can build 
up to very high intensities. 

Physicists have come to call this arrangement a four-wave mixer 
since four beams intersect in the nonlinear medium: the incoming probe 
beam, the two counterpropagating pump beams, and the outgoing phase 
conjugate beam. Although the probe beam initially would be relatively 
weak, energy supplied by the two pump beams would emerge from this 
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four-wave mixer as a powerful outgoing phase conjugate beam. Upon 
entering the laser resonator cavity, this phase conjugate beam would 
stimulate a more powerful outgoing laser beam that would be specif- 
ically directed toward points on the target that preferentially scatter 
light into the four-wave mixer. As a result, the probe beam entering 
the mixer crystal would progressively increase in intensity. Over time, 
«high-intensity light path would resonantly build up among the laser, 
the target object, and the four-wave mixer, and very litle if any of the 
lasers light would be scattered into the environment. 

"The second law of thermodynamics tells us that in closed systems, 
order always tends toward disorder, that is, it predicts that light seat 
tered from an object should disperse into space and eventually dissipate 
its energy. This is not so with light striking a phase conjugate mirror. 
"The grating records the information carried by the incoming probe 
beam concerning where its light waves originated and in turn refracts 
(steers) the pump beam to create an outgoing phase conjugate beam 
whose waves precisely retrace the paths that had been followed by the 
incident rays of the probe beam. Thus, а state of initial disorder is made 
to tend toward a subsequent state of greater order. The scattered light 
is returned in а more concentrated state toward the point from which 
itemerged. 

In most media, the electromagnetic wave interference pattern 
formed between the incoming probe beam and the pump beams would 
have no effect on light wave propagation, but in a polarized piczoclee- 
tric medium such as barium titanate, these feld potentials are able to 
physically alter the index of refraction of the piezoelectric medium at 
а microscopic level. Through this multifarious patterning of its index 
of refraction, the crystal is able to complexly scatter light waves pas 
ing through it so as to reconstruct the “time-reverse” phase conjugate 
beam. If we were to think of the crystal as а computer hard drive, then 
the probe beam striking this crystal would, in effect, be writing data 
into this hard drive about all of the directions and phases of its various 
light rays. This stored information refracts the pump beam, directing it 
to form an outgoing phase conjugate beam. 

"The pump beams entering the mixer need not be formed from a 
laser beam split off from the illuminating laser. Rather, they may be 
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spontaneously seeded from the probe beam, provided that mirrors are 
placed on either side of the mixer crystal a the proper angle. How such 
а passive phase conjugate resonator works is summarized in the text 
box on page 231 

The academic scientific community first became aware of optical 
phase conjugation through its members! work with lasers. Such laser 
experiments were conducted in 1972 at the Lebedev Physical Institute 
in Moscow. Subsequently, scientists in the United Statesand other coun- 
tries began investigating the phenomenon." This technology found а 
military application in the development of a Star Wars weapon that can 
track an enemy missile target by illuminating it with a beam of laser 
light and subsequently destroy the target by sending out a powerful 
laser pulse that converges onto the target, retracing the path of the light 
rays that had reflected from the target. 

їп 1994, when I first heard about Project Skyvault, the only refer. 
ence to phase conjugation was in experiments that were being conducted 
at optical wavelengths with lasers, but Don's discourse on microwave 
beam mixing immediately led me to conclude that Project Skyvault was 
performing microwave beam phase conjugation. conducted a literature 
search, but it turned up no references о the use of phase conjugation at 
microwave frequencies. Nevertheless, 1 concluded that if phase conjuga 
tion worked at optical wavelengths, it should work just as well at micro- 
wave wavelengths. Since that time, a significant amount of research on 
microwave phase conjugation has been published, indicating that my 
earlier conclusion was indeed justified. 


^ Figure 8.3. A self pumped 
optical phase conjugate mirror 
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Optical Phase Conjugate Resonance Іп Barium Titanate 
Wires probe bem bes or “poe even of coleret esr igh 
(eee ray |. fgure 83), и directed to pass into a nonlinear dielectric 
medium, such a an elecrialy polarized erp of barium titanate, 
ard this electric is placed between two parallel mirrors, this probe 
beam will excite two counterpropagating "pump beams” (see rays 3 
ard, figure) o bud up between the mirrors. These pump beams 
interact with the incoming probe beam to produce a stationary регі. 
ойс electric field and refractive index рахат termed a hobgrophie 
ample gring. Experiments have shown that the counterprops- 
quirg pump beams can self excite to нега sixty оте hat ol 
the input signal beam without any additional energy input." Higher 
amphficaton сое анто could be achieved by reducing the losses of 
the resonator cavity and by talking advantage of natural resonances in 
the nonlinear dielectric. 

This pie resonator aho function эз а phae conjugate miror. 
The hogaphc ample grating produced by the interaction of the 
pump beam (ray п брот ЁЗ) with the incoming probe beam (ray 1) 
refrac the counterpropagaing pup bes (ray 4) to yield an cuqo- 
ing tne-rovered beam (ay 2), aho called а рма corte bran. 
бту, the rain produced by he interaction of the beams (rays 
4 and 1) reacts the counerpropspóng pump beam (ray 1) to pro- 
duca mbar outgoing phase conjugate beam (ray 2) in phase with that 
produced by ha other prp beam (ray 4). The electromagnetic wave 
fronts in he outgoing beam үзү 2) are denti to the ordinary wave 
fronts n the probe beam (ray 1), except that they propagate backward 
instead of forward, prece retracing бе pas flowed by the бог. 
ward mating wave fons of te ordinary beam. Consaquandy, the 
aram tants туны] ctore ua af pumped optic phase coris 
pen mirror. the probe beam ware tn ergata rom a сатаа pont, 
thi phase corjopte mirror woud reflec а beam dat converges back 
to that po. Ths pice is undi Ser Wars pons designed ta 
tra and ds winds by ming a haer biam. 
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However, if microwave phase conjugation was indeed being used in 
Project Skyvault, we get а very different picture ofthe historical devel 
‘opment of this branch of science. It indicates that about two decades 
before academia discovered phase conjugation in laser experiments, this 
phenomenon was under intense investigation by aerospace black-project 
scientists studying its ability о amplify and bottle up microwave radia 
tion into intense downward-dieected beams from aircraft. 

If made to function as a microwave phase conjugate resonator, а 
radar unit could be able to automaticaly lock on to and track its target 
and also to exponentially amplify the intensity ofthe incoming radar 
echo. Instead of being dispersed into the environment, most of the 
radar signal's energy would become confined to a nondispersing beam 
extending between the radar unit and the target. This has the advan- 
tage of allowing very intense microwave beams to be built up with very 
litte input power, clearly an advantage if one needed to generate intense 
microwave beams for vehicle propulsion. Thus, Don's rather cryptic 
description of the Skyvault vehicle propulsion unit makes quite a bit of 
sense if he was describing a microwave device that operates similar to a 
phase conjugate resonator. 

With some knowledge of how a phase conjugate resonator functions, 
ме can understand Don's description of the Micro-X unit as follows. 
"The Skyvault vehicle has a high-voltage DC power source on board that 
drives a high-power Gunn diode mounted within a resonator conduit 
mounted below the craft. Coherent microwave radiation emitted from 
the Gunn diode repeatedly reflects back and forth along the length of 
this conduit and becomes amplified in voltage. Dielectrics placed in the 
conduit transform the signal into a sawtooth-shaped waveform. The 
microwave radiation from this resonator passes through an iris and 
radiates downward through a microwave hora. A convex lens focuses 
the radiation into а beam that shines on the ground (sce figure 8.4). A 
fraction of this radiation is absorbed in the ground and the remaining 
fraction is scattered upward, of which a small portion scatters back 
toward the craft. A second convex microwave lens mounted below the 
spacecraft intercepts а portion of this scattered radiation, which consti 
tutes the incoming probe beam, and focuses it through another iris into 
another resonator cavity that contains the mixer diode. The mixer diode 
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is essentially a block of material such as barium titanate or some other 
substance that has nonlinear electric properties and is electrically polar- 
ined with high-voltage DC. Since microwave wavelengths are about a 
‘thousand times larger than visible wavelengths, the mixer medium need 
not be a transparent or translucent crystal; an amorphous barium tita- 
nate ceramic works just as well 

Furthermore, a portion of the microwave radiation in the Gunn 
diode resonator cavity is diverted into the mixer diode cavity, where 
it enters the mixer diode. This pump beam passes through the mixer 


Figure 8A. A rendition of the phase conjugate microwave resonator propul- 
sion unit used in Project Skywault. (P. LaViolete, © 2006) 
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diode and reflects from the far end of the resonator cavity. The cavity is 
designed to have а length that is a whole-number multiple of the Gunn 
diode wavelength to ensure that resonance is achieved. This establishes 
two counterpropagating phase-locked pump beams within the cavity 
The mixer diode's electric polarization axis is oriented at the proper 
angle relative to these pump beams. 

Within the mixer diode medium, the probe beam interacts with each 
of the two counterpropagating pump beams to produce a holographic 
electrostatic grating pattern. In turn, the grating pattern produced by a 
given pump beam interacts with the opposing pump beam to produce 
an outgoing microwave beam that is the phase conjugate of the probe 
microwave beam, ог, in other words, is the phase conjugate of the radia 
tion scattered back to the craft from the ground target site. As was the 
case with laser light phase conjugation, the waveform, angle, and phase 
‘of the phase conjugate microwave beam are configured just like those of 
the incoming probe beam, except that the waves propagate in а reverse 
direction. As such, these phase conjugate rays exactly retrace the paths 
followed by the ground-reflected rays and ultimately converge back 
to the probe beam's point of origin. That is, this time-reversed beam 
converges on the ground-reflection site and then continues to retrace 
the probe bear's path, ultimately entering the spacecraft's Gunn diode 
oscillator cavity. 

"This arrangement of two counterpropagating pump beams, an 
incoming probe beam, and outgoing phase conjugate beam, all interact- 
ing within the crafts nonlinear mixer diode, constitutes a four-wave 
mixer. Since the oscillation phases of the probe and phase conjugate 
beams are precisely matched, these ordinary and time-reversed waves 
reinforce one another to produce a resonantly amplified stationary wave 
pattern, ос soliton, between the craft's mixer resonator cavity and the 
ground and between the ground and the craft's Gunn diode resonator 
cavity. As a result, the electromagnetic energy beamed to the ground 
from the Gunn diode amplifier cavity and also the energy beamed back 
to the ground as the outgoing phase conjugate beam become efficiently 
stored in this soliton beam. Based on the large body of knowledge that 
has been accumulated about the phase conjugation phenomenon, we 
know this energy storage soliton phenomenon to be fact. 
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“This stationary wave in effect behaves as a giant energy capacitor. 
The soliton's intensity progressively builds up to a very high value, lim- 
ited only by absorption energy losses when the microwave beam con- 
tacts surfaces that partially absorb the microwave radiation. The soliton 
beam develops specifically between high-reflectviey ground scattering 
surfaces. Ground scattering sites illuminated by the beam that are very 
absorbing to microwave radiation will return litle radiation to the 
mixer, and hence, those ray paths will carry an insignificantly small 
fraction of the soliton beams total energy flux. 

‘Considering that passive phase conjugate resonators using barium 
titanate crystals have developed sixtyfold power gains over their seed 
(probe) laser beam intensity, we might speculate that Project Skyvault 
was able to achieve microwave beam intensity gains of at least two 
orders of magnitude and perhaps higher. If they used a Gunn diode that 
‘operated at а power of 10 kilowatts then the soliton beam could have 
stored 1 to 10 megawatts of energy. If, on the other hand, the craft used 
a parametric amplifier to amplify the Gunn diode beam to a power of 
several million watts, then the soliton beam could have stored several 
sigawatts. 

Же can only speculate how much beam power was needed to lift the 
Skyvault craft. Don did not disclose this, nor did he mention the size of 
the Skyvault craft. Obviously, the power needed for а given propulsion 
beam would depend on the weight of the craft and on how many beams 
it used for levitation. With this method, it should be possible to lift a 
craft even the size of an aircraft cartier. 

As mentioned earlier, sawtooth-shaped waves having a sharp rise 
in negative electric potential will produce repulsive forces on bodies 
they encounter. Also, artificial metamaterials having electric or mag- 
netic resonances close to the microwave beam frequency are capable 
of responding with very large repulsive thrusts. As mentioned in chap- 
ter 7, the Skyvault craft very likely used such a material for its wave- 
shaping diode and in a beam refractor that reversed the path of its 
main beam to pass through a lens toward the ground. The mixer diode 
may also have been made out of such a metamaterial so that, in addition 
to producing an outgoing beam that would be the phase conjugate of 
the incoming probe beam, the diode would also be lofted by both the 
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incoming probe beam and the downward-refracted pump beams. 

Consequently, the sawtooth-shaped waves emitted from the Gunn 
diode resonator cavity will exert upward forces in the wave-shaping 
diode, in the beam reflector, and in the mixer diode that will together 
act to levitate the стай. The microwave beams that strike the ground 
vill produce a downward force on the ground, but this force will not be 
as great as that lofting the craft's dielectrics, since it is unlikely that soil 
material typically encountered in the ground would have any resonant 
frequencies near the craft's microwave beam frequency. 

Based on Don's testimony, we can conclude that this microwave- 
induced thrust would not be just an electrostatic effect, but also an 
clectrogravitic effect in that it would repel the mixer diode through a 
mass effect. In such a case, this phase-locked soliton beam could induce 
a gravitational force on the craft that was opposed to the Earth's down- 
ward pull, thereby reducing the craft's weight and causing it to levitate. 
"The idea that a microwave beam should have gravitational effects is 
not entirely unexpected. As discussed earlier, research by Brown and 
Podkletnov indicates that sawtooth electric potential waves produce 
grave like thrust effects. This clectrogeaitic coupling phenomenon is 
also a key prediction of subquantum kinetics. 

А Skyvaule spacecraft could maintain proper pitch stability by 
using three microwave beam generators spaced from one another so 
as to produce a tripodlike beam arrangement (se figure 8.5). A single 
mixer could be located at the center of the craft's lower hull to phase- 
conjugate the three beams. Alternatively, three mixers might be used, 
‘one near each of the craft's microwave beam generators. 

In summary, by using phase conjugate technology, a craft would be 
able to build up a resonant energy beam between itself and the ground 
that would have a cumulative power far in excess of that which the 
craft would be feeding into it. Its advantage for propulsion may be read- 
ily seen when compared with a conventional microwave system that 
uses an onboard maser (microwave amplification by stimulated emis- 
sion of radiation) as a microwave transmitter. In the case of a conven 
tional maser system, the emitted radiation would simply leave the craft, 
strike the ground, and scatter in various directions, with a minute frac- 
tion of the original radiation scattering back toward the craft. To get а 
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reflected beam by this method that would exert a measurable propul- 
sive force, the crafe's transmitter would have to be so powerful and its 
energy source of such a large size as to make this method of microwave 
propulsion totaly impractical 

However, in the case of a craft employing phase conjugation tech- 
nology, the initially minute amount of microwave radiation scattered 
from the ground and striking the craft would be phase conjugated and 
sent back to the ground as a time-reversed beam. This time-reversed 
beam would retrace the path of the scattered rays, targeting just those 
facets on the ground that were reflecting microwaves toward the craft 
and reflecting back from those facets to the crafts maser transmit- 
ter. So out of all the microwave rays being scattered from the ground, 
the phase conjugator would pick out just those that were striking the 
craft and send out its energy to trace in reverse the trajectory of those 
rays back to their transmission source. As the microwave energy was 
resonantly reflected back and forth among the craft's transmitter, the 
‘ground, and the craft's phase conjugator, а soliton beam would form 
specifically between the craft and the ground and begin to progres- 
sively increase in intensity. The waves would remain coherent despite 
repeated reflections, о losses would be minimal. Eventually, this beam 
‘would accumulate an intensity far in excess of the power being out 
putted from the craft's AC maser source and possibly would even draw 
in energy cohered from the surrounding environment. Given that this 
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soliton beam exerts an upward repulsive force on the craft, with suf- 
ficient resonant amplification it would produce an upward force suf- 
ficient to support the craft. In effect, this microwave phase conjugate 
resonator would act as a gravity wave amplifier to generate an enor- 
‘mous electrogravitic thrust for supporting the craft. Ray, the black- 
project physicist I had spoken to, said that in the black R&D world, 
this resonant amplification effect is referred to as “fild-induced soli- 
ton phenomenon.”* 


8.2 « VEHICLE FLIGHT CONTROL 


Another purpose of projecting beams out from the craft to the ground 
surface would be for flight control. As mentioned earlier the ground- 
reflected probe beam enters the mixer diode, where itis mixed with 
the beam from the crafts main Gunn oscillator to produce sum and 
difference frequencies, the difference frequency being the Doppler out- 
put signal, whose frequency is determined by the speed of the vehicle's 
motion relative to the ground. Don said that in both the homodyne and 
Micro-X units this difference signal was fed into what he termed the 
"processing circuit,” where it was amplified and processed “to produce 
the vehicle in motion.” Unfortunately, he gave no additional informa- 
tion as to the nature of this processing or how it might result in moving 
the vehicle. He stated that the frequency of the Doppler output signal 
not only depends on the speed of the vehicle, but also “controls the 
speed of the vehicle” (see page 3 of Don's letter in appendix Е) 

In his letter, Don wrote that the Doppler frequency, v, caused by 
the vehicle's movement in a 100-gigabertz microwave radiation field (f) 
was given by the equation: 

9 =2favle 
in which е is the frequency difference due to Doppler shifting of the 
‘outgoing signal, f, is the frequency of the outgoing microwave signal 
generated by the vehicle, v is the speed of the vehicle in centimeters per 
second, and с is the speed of light (3 Х 10” centimeters per second). 
Unless Ве was just using an analogy here, Don seems to imply that they 
‘were using a 100-gigahertz oscillator for their propulsion beam—hence, 
опе that operated in the W microwave band. The е in the above equa- 
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tion represents the difference frequency, Af, that would be produced 
by the mixer diode as а result of combining the incoming probe beam 
signal with the spacecraft’ local oscillator reference signal, the pump. 
beam. 

If the vehicle was stationary relative to the targeted region, the 
waves scattered back to the craft would have the same frequency as 
the original outgoing microwave signal. Don noted that in this case the 
‘output in the mixer diode would be relatively simple; that is, no differ- 
ence frequency would be produced. However, in a сазе in which the 
vehicle was moving relative to ће ground, the reflected signal would be. 
Doppler shifted, causing its frequency to differ slightly from the space- 
crafts local oscillator frequency. In this case, he said the signal output 
from the mixer would be more complex, that is, there would be a dif- 
ference signal output. 

As an example, if the vehicle was beaming down a signal of f, = 100 
gigahertz and was receding upward from the ground at a speed of 1,5 
meters per second, this 100-gigahertz signal would arrive at the ground 
redshifted by 500 hertz (10" Hz x vic), presenting a frequency f, ~ 500 
hertz. Upon being reflected from the ground up toward the receding 
vehicle, this redshifted microwave beam would appear to be redshifted 
by an additional 500 hertz relative to the vehicle. As a result, the incom- 
ing reflected signal would be redshifted by 1,000 hertz compared with 
the signal originally sent out by the crafts local oscillator. Consequently, 
‘when this redshifted frequency f is combined in the microwave mixer 
with the pump beam frequency f, from the local oscillator, the mixer 
‘would produce a 1,000-hertz difference signal, which is the Doppler 
‘output frequency, e. Harmonic multiples ofthis fundamental Doppler 
beat frequency would most likely also be present, although in a lesser 

It is quite likely that such a phase conjugate propulsion system 
‘would emit sound, since piezoelectric media physically move and 
oscillate when they are excited by electromagnetic waves. In fact, such 
materials are used in telephone speakers and sonic alarms. Similarly, 
the piezoelectric mixer medium in the Skyvault spacecraft, excited by 
this difference frequency, would emit a sonic vibration. If such a craft 
жаз to hover up and down at only 15 centimeters per second on its 


аап Micronave Phase Conjugation 


100-gigahertz microwave beam, the fundamental harmonic of its beat 
frequency would have a very low value of around 100 hertz. Sonically, 
this would be at the lower end of the audible spectrum. As the vehicle 
proceeded to climb a an increasing speed, the sound pitch emitted from 
its mixer diode would accordingly increase, passing up through the 
audible range to ultrasonic frequencies. At an upward velocity of 30 
meters per second (sixty-seven miles per hour) the craft would be gen- 
crating a 20,000-hertz beat frequency (ie. in the ultrasonic range). 

Unconventional flying objects, however, have been sighted that emit 
somewhat lower microwave frequencies, For example, in one aerial chase 
of a UFO that took place near Meridian, Mississippi, in July 1957, elec- 
tronic countermeasures equipment on board an RB-47 plane was able 
to pick up a 3-gigahertz microwave frequency emanating from the UFO. 
The signal occurred in 2-microsecond-long bursts that repeated six hun- 
dred times per second. UFOs have generally been observed to radiate 
electromagnetic waves in the 0.3 о 3 gigahertz range, hence in the ОНЕ 
band: If the craft was to transmit a I-gigahertz maser signal and travel 
upward at а velocity of 30 meters per second, its beat frequency would 
be felt in the low frequency audio range at 200 hertz. 

Let us next attempt to interpret Don's laconic statements describing. 
how the Skyvault craft's microwave receiver operates when the ship is 
in motion. As we noted above, when the craft is moving upward, the 
ground will be receding from the craft and, hence, upon reflection from 
the ground, the local oscillator frequency f, will be Doppler redshifted 
to a slightly lower frequency by an amount -Af = —flv/e). Also, a 
the ground-reflected probe beam enters the mixer diode, it will experi- 
ence an additional Doppler redshift due to the craft's upward receding 
motion. Thus, upon entering the mixer, the probe beam will have been 
Doppler shifted relative to the local oscillator frequency by a total of 
=2af, which is equal to —. 

However, the mixer diode will compensate for this frequency 
shift. That is, because the incoming redshifted probe beam and the 
pump beams differ in frequency by 2Af, they will generate а mov- 
ing holographic grating pattern within the medium of the four-wave 
‘mixer diode. This is well known from experiments with optical phase 
conjugation. Upon interaction with this moving grating pattern, the 
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pump beams will produce an outgoing phase conjugate beam that 
is frequency shifted relative to the local oscillator (pump beam) fre- 
quency by an amount equal to the frequency shift of the incoming 
probe beam, but opposite in sign.* Hence, the four-wave mixer will 
automatically produce a phase conjugate beam that is blueshifted in 
frequency by an amount ¢ = +24. That is, the outgoing beam will 
be reverse Doppler shifted. The incoming redshifted probe beam and 
‘outgoing blueshifted phase conjugate beam then differ in frequency 
by AA in the mixer diode reference frame. After reflecting from the 
ground and converging into the Guna diode resonator cavity, the blue- 
shifted phase conjugate beam will have been redshifted by an amount 
¢ = -23f So upon reaching the receding craft, its frequency will end 
up precisely matching the local oscillator frequency. Thus, a condi 
tion of resonance will be established with the outgoing local oscillator 
frequency. 

In the Earth's reference frame, the frequencies of the ground- 
reflected probe beam and the phase conjugate beam will differ by 
am amount 2Af, numerically equaling the difference frequency, 
ос beat frequency, that the ground-reflected probe beam generates 
in the four-wave mixer. As a result, these two counterpropagating 
beams will build up a phase-locked soliton beam between the craft 
and the ground that in the ground reference frame will have a be 
frequency ө = 2Af. This is equivalent to the frequency that Don’ 
formula specifies to be the “frequency caused by movement of the 
unit” (or vehicle). Its value depends on the speed of the craft relative 
to the ground. This beat frequency will likely induce an audible sound 
in any material body on the ground that it happens to push against. 
‘This could explain UFO sightings in which witnesses have reported 
hearing humming sounds. 

If we properly interpret Don's letter, he appears to say that the. 
mixer's Doppler output signal may be used to control the speed of the. 
vehicle. He talks of amplifying and processing thi signal. Presumably, 
this amplified Doppler signal is fed back into the mixer. The amplified 
signal, in turn, would add its power to the outgoing phase conjugate 
beam and ultimately to the soliton beam. Thus, by controlling the 
amount by which the Doppler signal is amplified, а pilot would be able 
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to control the soliton beam intensity and the amount of thrust that the 
beam would develop. In this way, he could control the speed of the 
craft. With more amplification, the craft would accelerate away from 
the Earth and with less amplification it would decelerate or even enter 
a descending flight mode. As the craft moved horizontally its velocity 
relative to a beam's particular ground target location would continu- 
ally change and as a result the frequency of the mixer diode's Doppler 
‘output signal would be changing accordingly. Whatever frequency the 
mixer happened to be outputting, the amplifier would be amplifying 
that signal at the amplification level that ће pilot had set. 

Thus, although the power level of the Gunn diode beam generator 
could also be changed, for finer adjustments the craft guidance 
tem would be controlling the power level of the mach-lower-frequency 
Doppler signal. This is reasonable since lower-frequency waves in the 
audio or radio frequency range are much easier to control than those in 
microwave frequencies. If the craft supported itself on three microwave 
beams, it would need some very sophisticated computer hardware to 
coordinate and properly control the Doppler signal power levels ofall 
three beams 

Iis conceivable tha the same technique could be used to produce a 
tractor beam that would lock on to objects and draw them toward the 
craft. A microwave beam could be changed from a repulser beam into a 
tractor beam simply by inverting its sawtooth waveform to have a sharp 
increase of positive potential followed by a gradual decline. This could 
Ье done by reversing the polarity bias on the Gunn diode and on the 
barium titanate dielectric that would be used to shape the wave. If the 
craft had several phase conjugate resonators (i.e., more than one local 
oscillator and several mixer diodes), some might be used to create repul- 
sive beams to support the craft, leaving another free to phase conjugate 
an attractive soliton beam that might be used to target a transport- 
able object. By adjusting the power applied to its tractor soliton beam, 
the craft could control the movement of the targeted object as it made 
its approach. Similar technology could explain UFO sightings in which 
cars or people have been picked up by a force field and drawn toward a 
hovering craft. 

In summary, the development of microwave field propulsion tech- 
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nology combines three areas of research: (a) research into the produc- 
tion of high-power microwave beams, (Ы research into metamaterials 
that exhibit a negative index of refraction or strong electric or magnetic 
resonances at microwave frequencies, and (c) research into microwave 
phase conjugation. With the proper engineering development, it should 
be possible to produce a vehicle capable of free levitation. 


8.3 = AEROSPACE INDUSTRY INVOLVEMENT 


Is there evidence that companies have been doing work in the field of 
microwave phase conjugation in more recent years? Indeed, a survey 
of unclassified literature indicates that Rocketdyne has been relatively 
active in this field. For example, in 1990, scientists associated with 
Rocketdyne and with Rockwell International coauthored a paper titled 
“Microwave Phase Conjugation in a Liquid Suspension of Elongated 
Microparticls."" The nonlinear electric properties of the particle sus 

pension described in the article would allow it to serve as an ideal 
medium in which four-wave mixing could take place. Also, it is not a 
secret that Rocketdyne has been interested in the development of high- 
powered microwave beams. For example, in 1993, scientist 

with the Rocketdyne division of Rockwell International and with the 
‘Titan-Beta Corporation reported tests of a high-power maser system 
capable of delivering а 2.86-gigahertz pulsed microwave beam having а 
peak power of 65 megawatt!” The system used an SLAC 5045 linear 
accelerator klystron tube that functioned as a free-electron laser and 
was powered by а modulator unit developed by Titan-Beta. The unit 
delivered 3.5-microsecond pulses at a rate of 180 pulses per second. The 
paper does not mention what the beam was to be used for, but its power 
would have greatly surpassed that of the magnetrons used in the early 
days of Project Skyvault. 

Hughes Aircraft is another company that was active in the field of 
microwave phase conjugation. Recall the story told by my friend Thomas 
whose father had worked at Rocketdyne, presumably on Project Skyvault, 
and had drawn him a picture of a lenticular levitating vehicle that had 
been successfully tested. His father had later moved on to work at Hughes 
Aircraft, also in deeply classified projects. When Thomas later asked 
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his father if Hughes was doing research in clectrogravitcs, his fathers 
terse answer was, “They are the world leaders.” Later in 1992, 1 had 
the occasion to ask one high-ranking Hughes manager whether Hughes. 
Aircraft was still pursuing its electrogravitics ВАСО. He answered, “Yes, 
bot they keep their work very quiet."* The same could probably be said 
for the other aerospace companies that today continue to work in this 
fied. 

Iris also known through papers published in the open literature that 
sive author affiliations that a considerable amount of research was going 
оп at Hughes in optical phase conjugation. One military application of 
such technology, mentioned in chapter 7, is the targeting and destruc- 
tion of missiles by means of a pulse from a high-powered laser. Thus, 
considering that Hughes was also doing cutting-edge research in clec- 
‘trogravitcs it stands to reason that it was also applying its phase conju- 
gation knowledge to microwave phase-conjugating systems on projects 
involved in developing vehicle propulsion systems. In fact, Hughes has 
had a long involvement in military radar systems. The forward-looking 
radar used on the B-2 bomber, for example, was developed by Hughes. 
We may conjecture, then, that Hughes Aircraft was heavily involved in 
oject Skyvaule's research. 

An indication that Hughes had been conducting research on micro- 
wave phase conjugation came in 1993 with the granting of its patent 
for radar cross-section enhancement using phase-conjugated impulse 
signals (U.S. patent 5,223,838). Rescarchers were applying the prin- 
ciple to radar as а way of locking on to a distant target. By receiving. 
а radar echo that normally would be too weak to properly detect, 


Prior ко и» disolution through corporate merger, Hughes had along history of 
being volved in the development of very advanced, lending die technology. About 
30 percent olt work was deme elated, тон of which i highly 
During the early 1980s when the U.S. Government Accounting Office 
ing down on defense contract rand, evidence surfaced that an astounding two. 
‘hinds of Hughes's contract cont could not be accounted for, far more than for any 
other corporation surveyed. Wheres other contractors eeced sf fines for their 
‘unaccounted coms, Hughes managed to emerge virtually unscathed. Could federal 
authorities have understood tha thea ексен cath flows were not сон overruns, but 
Father funds whose specific black programs destinations could sot he reveled or 
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mixing it in a mixer diode with а pump maser beam to create а holo- 
graphic grating, and pumping the grating with a radar pulse to create an 
‘outgoing phase conjugate beam, they were able to create а soliton beam 
between the radar transceiver and target that would resonantly amplify 
the orginal radar echo to a detectable level. The patent makes no mention 
that similar technology could be used to create a soliton beam beneath 
am aircraft for the purpose of levitation. Any patent disclosing such an 
aerospace application would likely have run the risk of being classified, o 
there is no way of knowing whether such a patent in fact exists. 

When all the above evidence is considered as a whole, a pattern 
emerges that points to Hughes having made a major effort in developing 
microwave phase conjugation field propulsion technology. Hughes has 
since been split up and sold off to a number of companies. The Hughes 
research facility in Malibu was а former hotbed of research on antigrav- 
ity propulsion according to the testimony of a "Dr. В.” in Steven Greer 
book Disclosure (2001, p. 262). The laboratory, which currently goes 
by the name HRL Laboratories, is today jointly owned by Boeing and 
General Motors. 

‘The technology of microwave phase conjugation is also being 
applied to aerospace communications. Ideas along these lines were 
discussed by University of Michigan rescarchers Leo DiDomenico and 
Gabriel Rebeiz in a paper they published in 1999." The technology has 
several advantages. First, compared with standard maser beam tech- 
nologies, it is very energy conserving since the transmitted microwave 
energy is restricted to a tight beam extending between the ground 
communication station and the spacecraft. Unlike a standard maser 
beam, very litle radiation is lost into space. Second, the link is very 
secure since, unlike radio broadcasts, it is very difficult for anyone to 
eavesdrop unless he places his receiver in the path of the beam. Third, 
the phase conjugate beam locks on to the spacccraft and, hence, is 
able to automatically track the spacecraft, even though the spacecraft 
is moving. The DiDomenico and Rebeiz paper is interesting because 
it talks about phase conjugation of an incoming signal that has been 
Doppler shifted due to motion of the target. So, many of the same con- 
siderations involved in a vehicle propulsion system are already being 
discussed in the context of communication systems. The mathematics 
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are somewhat involved, requiring the use of Heaviside operators or 
Laplace transforms.* 


8.4  TESLA'S MAGNIFYING TRANSMITTERS 


Tesla's magnifying transmitters also functioned as phase conjugate 
‘resonators, and this was most likely known to him, although the spe- 
cific concepts behind the phase conjugation phenomenon would not be 
developed for many decades. These devices were known for their abil- 
ity to generate exceedingly high voltages and to occasionally produce 
violently destructive ball lightning sparks. The Wardenclyffe tower was 
the largest of his generators (se figure 8.6)" Tesla built it to show that 
it was possible to transmit megawatts of power over global distances 
to power entre cities and air vehicles as well!” Construction of the 
tower began in 1901 on Long Island near the town of Shoreham, The 
central part of ts resonator consisted of a large, flat spiral сой mounted 
horizontally and shielded within a 68-foor-diameter mushroom-shaped 
dome electrode, this whole structure being perched 187 feet above the 
round at the top of a wooden tower. The center of the сой was clectri 
cally connected to the dome electrode to form а resonator. Power induc- 
tively supplied to the сой would surge in resonance between the coil and 
the dome electrode, pulsing the dome with extremely high voltages. 
"The dome electrode consisted of a honeycomb array of I-foot-diameter 
bolic shells whose small-curvature radii facilitated ionization of 
the surrounding atmosphere. Thus, when electrified, the entire dome 
would have become enveloped in an ion halo. The nitric oxide gases 
that would have formed in this halo have electric properties that are 
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very nonlinear and would have served as an ideal phase-conjugating 
medium. 

‘We may deduce, then, that this ion halo would have phase-conjugated 
the tower's resonant oscillations, allowing it to function as a phasc- 
conjugate resonator and to generate field powers far in excess of the 
power used to run it. Since the dome electrode would have been radiat- 
ing longitudinal waves to the Earth's ionosphere, an immense soliton 
would have formed between the halo and the ionosphere, and since the 
halo would have phase-conjugated the waves returning from the iono- 
sphere, the tower would have been able to draw on energy cohered from 
a vast region of space 

Unfortunately, this miraculous structure was never completed be- 
‘cause Tesla's sponsor cut off the project's funding, but earlier, Tesla 
had built and operated smaller-scale versions, These magnifying 


Figure 8.6, The Wardenclyfe tower. 
(Photo courtesy of C. Yast, from 
"Teils Tower [Wardendhyfe]" 
Electric Spacecraft Journal 
May/June 1991) 
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transmitters emitted а repeating series of very high-voltage shock 
fronts from their dome-shaped negative electrodes. Unlike hertzian 
‘waves, these wave fronts had little transverse polarization. Their lec- 
tic field profile was sawtooth-shaped with a very sharp rise in poten- 
tial and a subsequent more-gradual decay, andthe field gradients were 
oriented longitudinally in the direction of wave propagation. When 
operating, his transformer would gradually build up immense field 
potentials, approaching 100 million vols, as a result of ће cumulative 
effect of repeating pulse cycles. The progressive amplification of these 
phase-conjugated waves is an example of what we earlier referred to as 
the ficld-induced soliton phenomenon. The high voltage that accumu- 
lated as а result of these repeating waves would have been apparent as 
a growing luminescence. In his book Secrets of Cold War Technology, 
Vassilatos wrote: 


He [Tesla] had already observed how the very air near these 
‘Transformers could be rendered strangely self luminous. This ка 
ligh like no high frequency сой ever could produce, a corona of whit 
brilliance which expanded to ever enlarging diameters, The light from 
“Tala Transformers continually expands. Tela described the growing 
column of light which surrounds any elevated line which has been 
connected to his Transformers. Unlike common high frequency ater. 
nations, Tesla radiant energy effects grow with time. Tesla recognized 
the reason for this temporal growth process. There were no reve 

in the source discharges. Therefore the radiant energy would never 
remove the work performed on any space or material o exposed. As 
‘withthe unidirectional impulse discharges, the radiant electric effects 
жеге additive and accumulative. n this respect, Tesla observed energy 
magnifications which seemed totally anomalous to ordinary engineer 
ing convention. 


Further on, Vassilatos wrote: 


“Tesla performed outdoor experimental tests of broadcast power in the. 
northernmost reaches of Manhattan by night. Sending metallized bal- 
loons aloft, he raised conductive lines. These were connected to the 
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terminals of his Transformers, and activated. When properly adjusted, 
the white luminous columns began covering the vertical aerial line 
and expanded by the second. Enveloping Tesla, his assistants, and the 
surrounding trees, this strange white hminosty moved ош into the 
countryside to an enormous volume of space. Tesla described this phe- 
‘nomenon in several of his power transmission patents, the obvious 
artifact of a non-electrical energy 


Like Tesla's transformers, the Project Skyvault vehicle may similarly 
have made use of a nitric oxide halo to phase-conjugate its microwave 
beams, If part of the pump microwave beam signal was used to energize 
the outer surface of the craft, the resulting high-frequency, high-voltage 
field would have ionized the air immediately around the craft, envelop- 
ing it in a phase-conjugating layer of nitric oxide gas. Then, the entire 
lower surface of the craft would have served as a secondary mixer, and 
the three incoming ground-reflected probe beams would have become 
time-reversed (phase-conjugated) on the craft's hull rather than in its 
interior mixer diode. This could explain why the bodies of many UFOs 
are seen to be luminous and radiating microwave radiation in the 0.3- 
to-3-gigahertz frequency range. The observation that UFOs often 
ibly pulsate when hovering or taking off could be explained if they were 
pumping their surfaces with a low-Doppler beat frequency that modu- 
lated the brightness of their luminescence. 

I is also possible that the hull of such a spacecraft could itself be 
fabricated out of a metamaterial such that any microwaves impinging 
оп its lower surface would result in a propulsive force. The unusual, 
layered bismuth and magnesium metal known as Art's Parts, reportedly 
retrieved from the hull ofa crashed UFO, could be an example of such 
a material (sce chapter 9). 

Such material could also have the dual purpose of functioning either 
bsorbing or as a radar-diverting material, one that would 
bend incident electromagnetic waves around an object in such a way 
as to give the impression that they had passed through the object com 
pletely unobstructed. For example, physicists David Smith, John Pendry, 
and David Schurig announced in May 2006 that within five years their 
team would be able to demonstrate a metamaterial cloaking shield that 


as a radar. 
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‘would render а craft within it completely invisible to electromagnetic 
ускен apenas du ИНИН ШИШИШИ 
sion technology was based partly on Tesla's work further supports the 
notion that phase-conjugate microwave resonators have been developed 
for aerospace propulsion. Ray was apparently quite familiar with phase- 
conjugate resonance technology because he said that one of the highly 
secret R&D projects he had been assigned to involved working on the 
plication of his technology in the field of cryptography. Apparently, 
оно bel арай ч way (s weypt on тано meme by 
degrading it into unrecognizable noise and then later recovering it by 
using a phase-conjugate resonator to time-reverse that noise back to the 
original ordered message. He felt that this same technology provides 
some of the key concepts that can explain how these antigravity pro- 
pulsion craft work the way they do. Discussing a version of this phase 
conjugation technology, he stated, “I have seen demonstrations of this 
stuff of the raw technology. One of them breaks the second law of 
thermodynamics, the law of entropy. It breaks that law!" Statements 
thatthe first or second law of thermodynamics might be broken amount 
to blasphemy to the mind-set of the conventional academic physicist. In 
the world of black project engineering, however, they are routine facts 
of life. 


8.5 -BROWN'S PHASE-CONJUGATING 
MICROWAVE DISC 


Brown's levitating disc would have operated much like the Project 
Skyvaul vehicle, The disc-shaped antenna attached to the bottom of 
the conical dielectric (sce figures 3.2, 3.3, and 3.8) would have radi- 
ated microwaves at a frequency of a few gigahertz and would have 
acted much like the Gunn diode in the Skyvault vehicle. The postive 
electrode, which would have had either a parabolic ora cone shape, 
would have served as a wave amplifier cavity since portion of the 
microwave radiation reflected downward by the electrode would have 
been reflected back at the mouth of the cavity. As a result, its signal 
would have resonantly amplified and built up to a high intensity across 
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the high-K piezoelectric dielectric cone located inside the horalike 
cavity. This dielectric cone, which would have been polarized with high- 
voltage DC, would have had very nonlinear electrical characteristics 
and would have functioned in а manner similar to the mixer diode in 
the Skyvault vehicle. Since the dielectric was being pumped with the 
resonantly amplified microwave beam that was reflecting back and 
forth along its length, microwaves reflected up from the ground would 
have acted asa probe beam that would have interacted with the pump 
beam to produce a holographic grating pattern in the dielectric. At the 
same time, the pump beam would have produced a phase-conjugate 
beam that would have traveled downward to the ground, precisely 
retracing the pathway followed by the ground-reflected waves. The 
upward-reflected ordinary beam and the downward-propagating 
phase-conjugate beam would have been phase-locked to produce a 
soliton wave. 

As in the Project Skyvault vehicle, the soliton wave extending 
between the ground and the mixer dielectric in Brown's saucer would 
have resonantly amplified to a very high intensity. This would be an 
example of the fild-induced soliton phenomenon. Much of the micro- 
‘wave radiation radiated by the saucer’ disc electrode, then, would have 
been bottled up in this beam. 

It is possible that the ion discharge surrounding the positively 
charged umbrella electrode also served asa phase-conjugating medium, 
in addition to the barium titanate dielectric. As mentioned above, nitric 
‘oxide ions surrounding a high-voltage electrode would have very non- 
linear electrical properties and could phase-conjugate waves, much like 
the glow discharge that surrounded the dome electrode of Tesla’s mag, 
nifying transmitter. 

With Brown's saucer, the DC polarization along the length of the 
dielectric would have progressively build up to a high voltage due to the 
diclecric's tendency to rectify some of the AC signal. As а result, a very 
steep potential gradient would have formed and would have exerted an 
upward thrust. This ramping up of the diclectrics potential gradient 
would have been helped by the tendency of the saucer to function as a 
phase-conjugate resonator with sell-amplifying pump beams. In addi- 
tion, if the oscillator could have been made to emit sawrooth-shaped 
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‘waves, the saucer would have experienced more upward thrust due to 
the electeograviti impulse effect. 

Brown made no mention of phase conjugation in his electroki 
netics patent, which he applied for in 1958. At that time, the phase- 
conjugation effect was unknown in the unclassified engineering world 
The maser was invented in 1954 by Charles Townsend, and the rubidium 
‘optical laser was invented in 1960 by Ted Maiman at Hughes Aircraft 
"The field of laser holography began developing shortly after that, in the 
carly 1960s, and it was not until 1972 that optical phase conjugation 
began to be discussed in the open literature. Thus, Brown was most 
likely unaware ofthe phase-conjugation principle behind the levitation 
effect he had experimentally discovered. Bahnson came close to the idea 
when he inferred that energy from the AC waves was being resonantly 
stored in the ether surrounding his saucer’ electrodes, Indeed, the ether 
very likely also plays an important role, but the effect finds a ready 
explanation in terms of the phase-conjugating properties of the saucer's 
ceramic dielectric and its lectrode's plasma sheath, 

By 1957, when Brown had begun experimenting with the idea 
of pulsing dielectrics at microwave frequencies to get electrograv- 
itc thrust, he was apparently rediscovering а microwave propulsion 
phenomenon that for some time had been known to Project Skyvault 
scientists and that by that time was in an advanced stage of secret 
development. His vertical-thrust apparatus would have functioned 
much like the homodyne version of the Project Skyvault vehicle. This 
is the version that incorporated the microwave transmitter and mixer 
in the same conduit. Since Brown was a latecomer with a history of 
conducting independent investigations that did not adhere to normal 
security protocols, he could have been regarded as a threat to efforts 
to maintain the secrecy of this area of R&D investigation. This may 
explain why his attempts to obtain military funding were continually 
rebuffed by the Pentagon and why Admiral Rickover had advised him 
to drop his work on clectrogravitic propulsion. 
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8.6 THE RUNAWAY MODE 


Phase conjugate resonance and its related field-induced soliton phe- 
nomenon appear to be key to understanding this futuristic aerospace. 
technology. However, this technology is not without its hazards. One 
important problem that engineers have had to face is ensuring that 
their microwave-powered vehicle does not enter a runaway mode such 
thar the energy of its soliton field increases exponentially and finally 
explodes. 

Guy Obolensky, one of the early researchers in microwave phase 
conjugation, has observed firsthand this explosive resonant amplifica- 
tion phenomenon in the phase-conjugating systems he has worked with. 
He coined the term "laser phenomenon” to refer to this exponential 
energy increase, “faser” being an acronym that stands for “force ampli 
fication by stimulated energy resonance." His term, in effect, describes 
the field-induced soliton phenomenon concept. 

"The phase-conjugate resonator Obolensky was testing in his lab- 
‘oratory in 1958 was so highly efficent that it entered this runaway 
cenergy-increase mode, which ended in a violent explosion"? The 
phase-conjugate resonator he had constructed, which he termed a “limit 
cycle fase,” consisted of a long surface-waveguide resonator of a size 
that could be placed on top of a desk. The waveguide was made of 
an aluminum sheet approximately 0.25 millimeter thick laid over an 
aluminum slab and separated from it by an insulating Mylar film that 
‘was hermetically sealed on either side with layers of distilled water. The 
separation of the waveguide walls had to be accurate to within a few ten 
thousandths of an inch. At one end of the waveguide, а 17-kilowolt spark 
discharge was made to jump across a series of spark gaps, tuned зо 
that their sparks were self-quenching. The resulting spark oscillations 
generated longitudinal microwaves that traveled down the waveguide, 
skimming between the top and bottom metal surfaces. Normally, 
waves reflecting back from the end of the waveguide would disturb the 
spark discharge, causing it to become noisy and have excessive energy 
losses. Yet by placing five evenly spaced strips of Permalloy tape at the 
far end of the waveguide, Obolensky was able to create a phase-conjugate 
mirror. The nonlinear electrical properties of these strips altered the 
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waveguide's characteristics in such a way that they phase-conjugated 
the surface waves coming from the spark and reflected them back as 
time-reversed waves, thereby making the spark oscillations coherent, 
that is, totally ordered.“ As a result, his resonator had a phenomenally 
high output efficieney—far over unity. A powerful soliton consisting 
of nine harmonics of the fundamental submillimeter wave was able to 
build up within it. 

Apparently, Obolensky's waveguide was optimally tuned and its 
Permalloy magnetic grating was optimally configured, because the 
energy resonance process became self-reinforcing, causing the wave- 
guide's stored energy to increase exponentially. The current gain was 
so enormous that ball lightning-like sparks began to erupt from the 
waveguide and actually perforate its aluminum wall. Finally, in a blind- 
ing flash, the whole resonator assembly explosively discharged its accu- 
mulated energy and fragmented itself. Surviving pieces showed that 
the waveguide's submillimeter-thick wall was perforated with clusters 
‘of tiny holes spaced apart by a certain precise distance-multiple of the 
planar waveguide's thickness to form a periodic pattern. The dendritic 
pattern connecting these holes traced out the branching path of the 
immense electrical discharge that had formerly traveled down the full 
length of the conduit. Judging from the amount of energy required to 
vaporize the quantity of aluminum that was missing from the perfo- 
rated section, Obolensky concluded that it would have required several 
hundred thousand joules (~100 watt hours) of energy, about 100,000 
times greater than the 7 joules (2 calories) of coulombic energy in the 
DC charge that his power supply had fed into his waveguide.*#In subse- 
quent experiments, Obolensky found that this field amplification tech- 
nique could be properly controlled by means of a feedback circuit that 
would temporarily detune the oscillator powering the resonator when- 
ever an excessive energy began building up in the resonator. He found 


УТ н, ehe permaloy stripe produced а serie of impedance discontinuities that 
formed current dependent ато тарле. gating pattern along the waveguide. The 
‘ting modal te ماس‎ condacion ofthe were ia ach a way thet it wold 
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making coherent spark dncharge. characeried by negative resistance; he once com. 
mented that an are e aot working propery when й ic пошу. to be efficient e should 
p 


pA 


that circuits employing normal hertzian signal conduction functioned 
much too slowly to effectively control the resonator, that only longitu- 
dinal shock front waves could travel fast enough. 

In another experiment, Obolensky used such self-regulating faser 
circuits to achieve а 20 percent increas in ight output from a SO0-watt 
sodium vapor arc lamp, at the same time eliminating its flicker?" 
He attributed its increased efficiency to the nonlinear reactance ele- 
ment that he placed in series with the lamp that phase-conjugated the 
plasma oscillations of its arc. 

‘Obolensky theorizes that his resonators derive their excess power 
by "cohering" incoherent energy present in their wave shape and pos- 
sibly even entraining the zero-point energy inthe surrounding ether?" 
He feels that this may have something to do with the resonator's ability 
to excite multiple harmonics of its fundamental frequency. Whereas 
а normal resonant electric circuit amplifies only the fundamental 
resonant frequency, these phase-conjugate resonators also exchange 
energy among and amplify up to nine harmonics.” Since these har- 
monies mutually interlink in the resonator’ nonlinear elements, noise 
energy present in the environment that happens to excite certain of 
these harmonics would become entrained and cohered into this mul 
mode resonance. That is, the phase conjugator's nonlinear elements 
would send time-reversed waves back to those "noise" fluctuations, 
creating a coherent soliton that would entrain incoherent energy into 
the self-amplifying energy resonance pattern, thereby reversing the 
entropy of that “noise.” Since the soliton not only resides within the 
resonant circuit bot also extends outward to surrounding space, its 
resonance would entrain the surrounding energy and cool its immedi 


Obolensky observed an environmental temperature drop when 
operating the 200-kilovolt pulse discharge magnifying transmitter 
described in chapter 6. He noticed that when he switched on his device, 
the temperature immediately dropped in the surrounding room. He 
attributed this to the ability of the ionized mediam surrounding his 
dome electrode to phase-conjugate shock fronts reflected back from 
the environment, creating a soliton wave pattern that entrains envi- 
ronmental noise fluctuations. Like the dome of Tesla's magnifying 
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transmitter, Obolensky’s scaled-down replica creates a luminous aura 
that is ideal for phase conjugation. 

Unlike Obolensky’s limit cycle faser experiment, the energy entrain- 
ment rate of his magnifying transmitter was sufficiently low as to pose 
по danger of explosion. Oscillograms showed that the accumulated 
energy produced а S0-kilovolt negative bias on the dome electrode, 
which otherwise should have maintained а zero voltage. To control the 
energy buildup, he uses a series of high-ohm resistors immersed in an 
ой cooling bath to continually drain off power from his antenna dome 
to ground. He says that in so doing, he bleeds off excess power that 
his transmitter is cohering from the environment, а blatant example of 
entropy reversal If Tesla's technology could be used on a large scale for 
power generation, the threat of global warming would indeed be a thing 
ofthe past 

Iis possible to conceive that the Project Skyvault vehicle was simi 
larly phase-conjugating and entraining environmental noise energy into 
its soliton pattern. If so, its Gunn diode may have initially been oper 
ated at full power to seed the microwave beam and get the soliton field 
established. Once deployed, the soliton beam would have drawn upon 
entrained energy as its supplementary power source. 

‘Other researchers experimenting with nonlinear resonators also 
have reported observing environmental cooling effects In the late 1980s, 
Russian physicists Vladimir Roshchin and Sergei Godin were testing a 
version of the Searl effect generator that they refer to as the magnetic 
energy converter (MEC; see chapter 10). They reported observing а 
seven-degree Centigrade drop in room air temperature when the MEC 
‘was in operation, with the temperature drop being confined to a series 
of concentric, shell-like cylinders surrounding the MEC’s spinning rotor 
and spaced from one another at intervals equal to the rotor radius. This 
suggests that the MEC was setting up a radial stationary wave pat- 
tern, that is, a soliton. Like Tesla's dome electrode, their dis developed 
а luminous aura when operating, providing an ideal environment to 
phase-conjugate incoming waves reflected from the environment. The 
disc was likely entraining energy from the environment, because above 
а certain critical rotational velocity, the rotor was observed to self- 
accelerate and had to be forcefully restrained with a braking system. 
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"The temperature drop in the environment was probably a consequence 
of this energy entrainment. 

One day I received a telephone call from a physicist named Greg 
who wanted to discuss subquantum kinetics, but as the conversation 
turned to electrogravitcs, I quickly learned that he had considerable 
inside knowledge about UFO propulsion technology. He told me his 
interest in this subject began as a young boy, since his father had served 
as a consultant on secret military projects that were attempting to 
reverse-engineer UFOs. Greg agreed that many of the antigravity vehi 
cles being developed use microwaves to generate their propulsive force 
through interaction with certain kinds of nonlinear materials, However, 
he underscored the problem that these kinds of antigravity drive sys- 
tems are inherently unstable. Referring to phase-conjugate technology, 
he said: 


| know why some of this stuff s dangerous and 1 agree with i being 
kept secret, Because, while achieving a desirable effect of free body 
levitation is relatively easy to do, < . . there isan energetic mode in 
addition to the force mode and the energetic mode has to be controlled 
‘with some finese Iti far easier foc the setup that they would create to 
blow up in their face and wipe them out, nd perhaps their neighbor 
before they would figure out that such а thing is a potential problem. 
Anything that has an exponential rie with а few microsecond time 
constant is not something to take trivially." 


Greg said someone would need a very sophisticated knowledge of 
mathematics to be able to design such a system so that it could operate 
safely. The reason is that linear mathematics, the kind most physicists 
use when they solve explicit function equations on the blackboard, does 
not adequately represent the behavior of the nonlinear interactions that 
characterize how individual parts of such а system mutually interact 
with one another and how they are affected by the system as a whole. 


He sai 


You have to be into nonlinear partial differential equations, and you 
have to be good with your numerical analysis. You cant go out and 
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use anybody's canned algorithm. You have to get all the auxiliary 
functions analog solutions; anything that remotely smells of a near 
ization scheme to approximate what the nonlinear solution would be 
is likely to overlook the runaway solution, the one thats going to end 
up getting you. You сап read about this in IEEE. They ve come across 
this sort of thing in their microwave simulation studies before 

‘When you're doing high eequency stuf... you will find that 
standard second-order linea differential equations are incapable of 
modeling the behavior. You wil readily ee that there are terms that 
yo are neglecting of how the whole system is interacting with itl. 
Tes wrong to think about it s "eld" being separate from "material." 
You have to think of ias an implicit function system... Suppose you 
say that Zia function of X and Y and Z, then you have to know what 
‘the Z function is before you сап say what the answer to it is, that's an 
implicit system... For any of these nonlinear systems, especially the 
interesting ones, you end up with an implicit function system. So if 
joo are making an approximation, guessing the behavior of the func- 
tion in a noarigorous way, and if you violate any of the convergence 
criteria, then what youl end up with is a spurious solution. You have 
to go into the differential topology of the system. Chaos mathematics 
and stuff like that come in there. 


"The phase-conjugation demonstration that Ray, the black-project 
scientist, had witnessed convinced him of the need to keep the details of 
this technology secret. In his 1992 phone conversation with me, he said, 
"When I saw the demonstration, it proved radically to me that this stuff 
got to be kept under wraps. Т agree with the secrecy." 

I said I had read about the weapons applications of phase-conjugate 
technology and had wondered, if this is true, are we really ready for this 
sociologically? 

Ray responded, saying, “We're not. We are not. Let me tell you 
why. The engineering applications of this stuff are extremely simple, 
very fondamental, and there is no way to control it. What it amounts to 
is giving out the recipe to make an atomic bomb by going to the local 
drugstore. We don't want to broadcast this kind of stuff. At this point 
in time, its not good to do that 


мот ше Conjugation 289 


1 fel that Ray may have been exaggerating a bit. The explosion 
that blew up Obolensky' limi cycle aser certainly could not have been 
more powerful than that produced by a cherry bomb or M-80 pyrotech- 
nic. It appeared that this was more a concern for the personal safety 
of the experimenter than it was an issue of a destructive bomb that 
could potentially be used by a terrorist. Certainly it îs nowhere near the 
hazardous potential of nuclear fission, which now is in common use 
‘worldwide. Ithen commented that, looking at the other side of the coin, 
there are many problems this technology could help to solve, such as 
providing an alternative to fossil fuels that could eliminate air pollution 
and ultimately do away with the global warming greenhouse effect. 

Ray responded that there were economic considerations for intro- 
ducing such a major shift in energy technology. He said, “But the prob- 
lem exists also that we cannot switch from the way things are to the 
way things should be instantly, because one interferes with the other 
completely. You have to have a slow evolution with this. 

When I commented that this slow evolution did not seem to be hap- 
pening since the technology was encapsulated within the black-R&D 
world, Ray said, “Thats because there are political considerations at 
the moment. You are going to find a litle bit more of this exposure 
beginning, of course, with some of the articles like the one in Aviation 
Week & Space Technology and other articles you're going to see. By 
the year 1995, you're going to hear а lot more about it, according to the 
‘grand plan, according to what 1 can tell. So it's coming out slowly but 
surely.” 

However, 1995 has long passed and the existence of field propulsion 
technology is still being kept quiet. 


9 


UNCONVENTIONAL 
FLYING OBJECTS 


91 # SIGHTINGS 


Information gathered from a variety of sightings suggests that many 
UFO disc craft support and propel themselves by means of phase- 
conjugate microwave beams similar to those used in Project Skyvault. 
In his book Unconventional Flying Objects, Paul Hill reviews a пот 
ber of sightings of craft that propelled themselves by means of down- 
ward-ditected force field beams. One example is a case that occurred in 
Norway in 1970 in which a 10-meterdiameter disc was hovering above 
а man standing next to his car) The craft was steel blue and shimmered 
yellow all around is circumference. Suddenly, it began to leave, and as 
it did, an invisible force knocked the man to the ground and imploded 
and pulverized his car windshield. The man did not feel any pain from 
the impact of the force field, which suggests that it acted uniformly on 
every cell in his body. 

In a similar fashion, the phase-conjugated microwave beam pro- 
jected from a Project Skyvault craft would have exerted а repelling force 
on the ground and on ground-based objects or people as it supported 
the craft. Since the microwave beam would have been targeted over a 
large region of the ground and would have penetrated some distance 
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into the objects it touched, its force would have been distributed dif- 
fusely, as was apparently фе case in the Norwegian encounter. 

Hill mentions several other sightings. The force field from an over- 
head UFO in one example gave a soft push to a moving vehicle; in 
another, rocked a vehicle from side to side; and in yet another, actually 
flipped over a stopped truck." In another encounter, which happened in 
1959 in the Greek villages of Digeliotica and Agio Apostolou, the Бе 
from a low-lying disc repelled several ceramic roof tiles off the roof 
of one house as the craft passed overhead. The village priest, Pappa 
‘Costas, who was inside the dwelling at the time, reported that the whole 
house seemed to shake, making him think there was an earthquake, 
but it could not have been an earthquake since other houses had not 
experienced a similar shaking. All of these force field effects would be 
expected if the UFO was projecting a microwave beam capable of exert 
ing а repelling force on solid objects. 

Downward forces have also been observed on underlying vegeta 
Чоп.) One bullet-hapcd UFO, approximately 45 fet in diameter, was 
sighted in Maryland in 1958. As it moved at about thirty miles per hour 
мап altitude of 300 fect, it emitted a steady hum and its skin illuminated. 
the surrounding terrain with a green glow. Tree branches lying along its 
flight path were bent down and in some cases broken. In another sight 
ing, which occurred in 1974, four UFO discs were spotted hovering only 
а foot off the ground in afield of rape plants. Approaching to within 
15 feet of one rotating craft, a man named Edwin Fuhr noticed that the 
grass below was being swirled down. The four craft departed vertically 
about fifteen minutes later, after which he noticed that the grass below 
where each had hovered was flattened in а clockwise swirl pattern, form- 
ing а ring with the grass in the center being left standing upright. 

Generally, UFOs are observed to sit level when they hover and to 
tile when they perform all other maneuvers. For example, they tilt for- 
‘ward to move forward, til backward to stop, bank to the left to turn 
left, and so on. АП of these tiling maneuvers are the kind that would 
be performed by a craft driven by a matter-repelling microwave soliton 
beam. 

Another common characteristic of UFOs is their penetrating hum- 
‘ming, buzzing, oF whining sound. In his book, Hill describes one case 
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in which a man reported a UFO casting a greenish light into his cabin as 
a throbbing hum shook its walls“ In another case, the observers "fei" 
а high-pitched intense sound as а S-meter-diameter UFO took off. In 
yet another encounter, a UFO hovered 1.5 meters above the surface 
of a mountain lake and was seen to excite the water below to dance in 
‘thousands of sharp-pointed waves. Hill concludes that the propulsive 
fields that UFOs project downward are oscillatory and that the energy 
they transport to the ground and objects below excites oscillations at 
the same frequency and induces sound to radiate from the objects them- 
selves. А стай levitated by a phase-conjugated microwave soliton beam 
having a beat frequency e in the audio range would produce precisely 
these effects. 

Also, UFOs have been observed to extend luminescent beams to 
the ground. Hill reviews one sighting that was made in Bahia, Brazil, 
in 1958 in which а 70-foot-diameter UFO disc was observed to emit a 
silver-blue glow.’ As it hovered 90 feet above the ground, its lumi 
ity was seen to extend like a curtain all the way to the ground, creating 
an illuminated area on the ground that was about twice the diameter 
of the UFO. After climbing to an altitude of about 600 feet, it made a 
tight circle in the sky, and as it banked for this turn, its luminous focus 
оп the ground traced out a mach larger circle. Hill concludes that the 
luminosity surrounding UFOs and coming from their beams must be 
caused by their field energy ionizing the air and producing a cool, lumi- 
nous plasma. He reasons that the plasma must be cool because in one 
case a UFO that looked like а ball of fire had passed very close to fli 
‘without burning it. 

Although Hill suggests that X-rays might be producing the ioniza- 
tion, the same effect could also be produced by an intense microwave 
beam. In particular, a phase-conjugated soliton beam would store an 
enormous amount of energy and build up very high electric potentials 
capable of ionizing the air and exciting these ions to become lumines- 
cent, much like the gas molecules inside a fluorescent lamp. Recall that 
Tom's boss had said thatthe Project Skyvault vehicle supported itself on 
a microwave beam that gave off а greenish blue glow. 
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9.2 “THE CASH-LANDRUM ENCOUNTER 


Evidence that the Air Force was test-flying an antigravity craft surfaced 
опе night of December 29, 1980. Berry Cash, age fifty-one, her friend 
Vickie Landrum, age fifty-seven, and Vickie’ seven-year-old grandson 
Colby had been driving through the Pinewoods arca near the Houston, 
‘Texas, suburb of Huffman, located about twenty miles north of Johnson 
Space Center.” About 9 рт. they spotted a fiery object high in the sky 
that quickly descended to treetop level. Eventually, it came to hover 
above the road. They drove to within 130 feet of it and got out of their 
sar for several minutes to watch it. The craft was hovering about 70 feet 
off the ground. It was diamond-shaped, tapering to rounded points at 
the top and bottom, and was about the size of a city water tower (about 
20 feet in diameter; figure 9.1). Every vo often, a reddish orange cone 
‘of flames would roar out of its bottom, as if from a giant blowtorch or 
rocket. At mich times, the craft would loft into the air about 25 feet, 
only to gradually descend once again. The flames brightly lit the sur- 
rounding pine woods and bathed them in an intense heat, turning the 
nearby pine branches brown and badly damaging the road's blacktop 
surface. 

Frightened by what they saw, Landrum and her grandson got back. 
in the car, and were joined some time later by Cash. The car door 
became vo hot from the radiation that Cash could not touch it with her 
bare hands, but instead used her coat to grab the handle. After about 
ten minutes, the object rose up and once again hovered over the trees. At 


Figure 9.1. А sketch of the craft seen 
in the 1980 Pinewoods encounter. 
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that point, the three witnesses noticed that the vehicle was approached 
by almost two dozen twin-rotor military helicopters, later identified as 
CH-47 Chinooks and some of the Bell-Huey type. They appeared to be 
escorting the craft. The three concluded that they had witnessed a test 
flight of some kind of advanced antigravity military aircraft. One year 
later, Cash met a Chinook helicopter pilot who admitted to her in front 
‘of a witness that on the night of the encounter he had been called to fly 
to the area to check on а UFO that was in trouble near Найт: 

The description Cash and Landrum gave suggests they had 
observed a test flight of a prototype microwave vehicle similar in some 
respects to the Project Skyvault craft. The highly incandescent reddish 
orange "flames" were likely the exhaust fromm a flame-jet high-voltage 
generator adjusted for incomplete combustion. As mentioned in chap- 
ter 2, Brown had proposed a 10-footdiameter saucer with a downward- 
pointing flame-jet generator as one version of the vehicle he had 
planned to research as part of Project Winterhaven, The Winterhaven 
design may have looked something like the sketch shown in figure 
2.11, chapter 2. 

"The high voltage from this flame-jet generator may have been used 
to energize high-power Gunn diode oscillators to generate a downward 
directed microwave beam of a kind similar to that used in the Project 
Skyvault saucer. After their encounter, Cash, Landrum, and Colby 
experienced radiation burn symptoms such as hair loss and inflamed 
the sort produced by exposure to an intense beam of microwave 
ion. All of them became extremely sick within the next few hours. 
‘Of the three, Cash had spent the longest time out of the car (about ten 
minutes) and, not surprisingly, she had the worst symptoms. Her head 
and neck were blistered, and soon her eyes swelled shut, fluid seeped 
from welts on her head and scalp, and she suffered from severe head- 
aches, nausea, vomiting , diarrhea, and body pains. After a couple of 
days being cared for at Landrum’s home, Cash checked into a hospital, 
where she was treated as a burn victim, remaining for fifteen days. She 
began losing large patches of skin from her face, her hair began to fall 
ош, and her eyes swelled so badly that she could not see for about a 
week. After a month in the hospital, she still showed no improvement. 
‘Then she developed breast cancer and had to have a mastectomy. She 
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later died at the young age of sixty-nine. Landrum was also losing her 
haie and her scalp was numb and painful. Colby had problems with his 
eyes All three of the victims were treated for radiation poisoning, and 
doctors listed their condition as life threatening. 

‘Cash and Landrum sued the U.S. government for $20 million in 
damages, but after dragging on for many years, their case was finally 
dismissed on the grounds that no such object was owned, operated, or 
in the inventory of the Air Force, the Army, the Navy, or NASA. The 
ABC television show Nightline in 1987 broadcast a recorded statement 
made by Richard Doty, а special agent with the U.S. Air Force Office 
of Special Investigations who then named himself “Falcon.” Doty 
claimed that the object Cash and Landrum saw was a captured alien 
UFO that was being test flown and had temporarily experienced some 
flight problems. Quite likely, Doty was dispensing misinformation, А 
more plausible explanation is that Cash and Landrum encountered a 
Prototype unmanned electrogravitic craft built for the military by an 
aerospace corporation. Possibly ће craft was remotely controlled, and 
the helicopters were there to observe it and provide military security 
should the need arise. Had information about Project Skyvault been 
made public, along with the existence of black projects in microwave 
phase-conjugate propulsion, perhaps Cash and Landrum would have 
won their suit. 

The severe effects that Cash, Lundrum, and Colby sustained in their 
encounter suggest they were exposed to а very intense microwave beam. 
"This could have occurred if the vehicles microwave propulsion beam 
was confined to a narrow angle and had mistakenly "locked on” to the 
observers and their car. They would have then been exposed to its full 
intensity. An incident similar to the Cash-Landrum encounter occurred 
in the late 1980s in the vicinity of Fort Hood, which lies about sixty 
miles north of Austin, Texas. A woman and her daughters, who had 
been observing a glowing, hovering objet, became badly burned and 
suffered serious health effects. The victims subsequently sued the mili- 
tary for damages. 

If the propulsion beam from these craft was being properly con- 
trolled to fan out to a wide enough area on the ground so that its radia- 
tion level per unit area was at a safe level, then a brief exposure would 
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not be hazardous. Even so, a pilot should not fly a beam propulsion 
vehicle in a populated arca so that accidents of this nature are avoided. 
If anything, these casualties of microwave exposure should be a warning 
to hobbyists that they are taking a serious health risk when they experi- 
‘ment with high-intensity microwave beams in the kilowatt range. 


9.3 “TRIANGULAR CRAFT 


During the late 1980s, there were numerous sightings of hovering 
vehicles that resembled the B-2 bomber. For example, in 1987, a year 
prior to ће В.27 unveiling, hundreds of peopl living in Wythe County, 
Virginia, claimed that on several occasions they had seen a triangular- 
shaped black craft hovering in the night sky, mostly between the hours 
of eight and ten. Many who had seen the craft concluded that there was 
military involvement. One resident said that low-flying jets flew until 
7 pum. and then the “saucers” took over. Another witness had observed 
these objects flying a certain pattern at night and said that a the first 
crack of dawn, helicopters would fly the same pattern. Observers said 
the strange flat craft made no noise and in some cases hovered motion- 
less inthe air. 

Danny Gordon, news director of radio station WY VE in Wytheville, 
Virginia, was one witness to the phenomenon. Regarding the similar- 
ity to the B-2 bomber, he stated, "Unequivocally, undoubtedly it was 
the same aircraft saw it, а lady in Fort Chiswell saw it. . . the same 
aircraft, flatwing V-shape. This is not all the UFOs we've seen here, but 
this is one type, and I believe i's connected.”* 

Gordon said that several nights earlier he had расей a similar air- 
craft while driving his car at a speed of twenty-five miles per hour. 
He said he did not know how anything that big could travel at such a 
slow speed and not fall out of the sky. He concluded that the stealth 
bomber was being tested in their ares by the Air Force and that other 
aircraft also observed might be part of the experiment. While Air Force 
authorities have acknowledged that the B-2 is a relatively slow-moving 
aircraft, such sightings lead us to believe that it also has the ability to 
hover totally motionless. If so, then this may have been accomplished 
along the lines suggested in chapter 5, that is, by applying high-voltage 
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AC across ceramic dielectrics oriented vertically at spaced intervals 
within ts wing. The propulsion method would have been similar to that 
used in Brown's vertical-lift electrokinetic apparatus, and as concluded 
earlier, this type of AC field propulsion would have generated soliton 
beams beneath the craft. 

These sightings might not all be B-2 craft. U.S. Air Force officials 
acknowledge that diamond- and triangular-shaped vehicles are “the 
trend now?" According to Aviation Week, one of these high-altitude 
military erat has earned the name Pulser because it is seen as a single 
bright light that sometimes pulses. The craft emits no engine noise or 
sonic boom, yet it has been seen crossing the night sky at extremely 
high velocities, exceeding the speed of conventional aircraft. Speaking 
about aircraft under development in U.S. black projects, the magazine 
reported in 1990: 


їп addition, there is substantial evidence that another family of craft 
exists that relies on exotic propulsion and aerodynamic schemes not 
fully understood at this time . . . Over the past 13 months, large, 
triangular wing-shaped aircraft characterized by a relatively quiet 
propulsion system have been the object of at least 11 sightings near 
Edwards Air Force Base, Calif, and one near Fresno, Calif. These 
are supported by additional eports of similar vehicles seen and heard 
around remote central Nevada communities near government ranges 
‘operated by Ње Energy Dept. and the Air Force. 

Possibly prototypes ог concept demonstrators of the Air Force 
B-2 or Navy A2, the fairly flat, trüngular shaped vehicles have a 
rounded nose, rounded wingtips and probably no vertical tail sur- 
faces. The flying wings’ trailing edges may be slightly curved, but 
definitely are not sawtooth-shaped like those of the Air Force's B-2 
bomber, according to reports received so far. One observer in Nevada 
described the shape as "ikea manta ay 


Nery large aircraft whose shape fts this general description have 
been sen in the Hudson Valley region, thirty to sixty miles northeast of 
New York City! Beginning in the spring of 1983 and continuing for a 
period of several years, tens of thousands of people оп various occasions 
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saw an immense craft described as looking like a boomerang-shaped 
flying wing with a rounded prow and measuring about 300 fect from 
wingtip to wingtip. le was usually seen flying at night with lights along 
its leading wing edge and at various locations beneath its body. These 
would periodically turn off or sometimes change in color. The craft was 
often seen hovering noiselesly or moving very slowly, about twenty to 
forty miles per hour, but occasionally it would accelerate to enormous 
speeds, disappearing to a point on the horizon in the blink of an сус. 
Either this was an exotic craft that the United States was secretly devel 
‘oping or one must presume it was an alien vessel. Clearly, to be able to 
hover noiselessly and undergo such enormous accelerations, the craft 
docs not use a conventional means of propulsion. 

‘Triangular-shaped craft have been sited hovering over various parts 
‘of Belgium on numerous occasions since 1989, with witnesses also num- 
bering into the tens of thousands. Eyewitness accounts and photographs 
suggest the shape shown in figure 9.2. On top, the craft have a dome fit 
ted with several windows. Viewed from beneath, they have bright white 
circular regions at each comer and a single red light near their center. 
Could these corner “lights” be luminous emissions from microwave 
horns that are part of a microwave phase-conjugation resonator system 
projecting down beams that support and propel the craft? 

"The craft were observed to hover, sometimes to move slowly hi 
zontally, and at other times to accelerate vertically or horizontally to 
great velocities. On one occasion, after one of the craft was detected 
by radar, the Belgian government scrambled two F-16 fighters, but 
they were unable to apprehend it. The craft exhibited erratic changes 
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in direction and very rapid linear accelerations. In one case, a craft 
changed its altitude by 9,500 feet їп just five seconds, an acceleration of 
‘more than 24 р. This would have been fatal to any pilot if it had been 
a vehicle operating оп the conventional jet-thrust principle. Although 
the spacecraft attained a velocity of nearly twice the speed of sound, no 
sonic boom was heard. Quite possibly, this was a military test of a beam 
propulsion vehicle of the kind developed in Project Skyvault. 


9.4 = CRASH RECOVERY OPERATIONS 


The early research efforts leading to Project Skyvault began not long 
after July 1947, when an extraterrestrial spacecraft is reputed to have 
crashed near Roswell, New Mexico. Shortly after the crash, the site was 
secured by a top-secret military task force, and the scattered wreckage, 
including the vehicle's occupants, was subsequently removed to U.S. 
military laboratories for analysis. Similar operations were conducted 
in subsequent years to recover other downed alicn vehicles. Although 
the military has made a concerted effort to keep knowledge of these 
incidents from the public, much information has since come to light as 
а result of research by dedicated investigators. This has been summa- 
rized in books such as Behind the Flying Saucers, The Roswell Incident, 
UFO Crash at Aztec, Above Top Secret, Alien Contact, and The Truth 
About the UFO Crash at Roswell?" These recovery operations are 
said to have resulted in an accelerated program to develop antigrav- 
ity propulsion technology under projects code-named Y and Redlight. 
Since Project Skyvault and other advanced propulsion technology devel- 
‘opment programs were initiated around this time, it should be helpful 
to review something about these UFO crashes. 

"The first incident is believed to have taken place on the night of 
July 4, 1947, when a wedge-shaped spacecraft measuring about 15 by 
25 feet crashed about thirty-five miles north of Roswell, New Mexico. 
Some say that two crashes actually took place at the same time but 
separated by some hundreds of miles. A few months later, in October, a 
36-foot-diameter, dome-shaped craft is said to have crashed in Paradise 
Valley, Arizona. Then in March 1948, a 100-foot-diameter disc report- 
edly crashed in Aztec, New Mexico, and in July of that same year, a 
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90-foot diameter disc is said to have come down near the Sabinas River 
in Mexico, thirty miles southwest of Laredo, Texas. In UFO Crash at 
Aztec, UFO researchers William S. Steinman and Wendelle C. Stevens 
estimate that as many as sixteen UFO craft may have crashed at various 
locations around the world between 1947 and 1986." 

‘Although the U.S. government has officially maintained that UFOs 
do not exist а secret memo dated September 23, 1947, indicates that the 
military was taking this matter very seriously. It was written by General 
Nathan Twining, commander of the Army Air Force's Air Materiel 
‘Command at Wright Field, о the Air Technical Intelligence Command 
in Dayton, Ohio. Excerpts from this memo, printed in Aviation Week 
9 Space Technology, read as follows: 


1. As requested by АСЈА 2 there is presented below the considered 
opinion of this Command concerning the so-called “Flying Discs”... 
2. Itis the opinion that 

э. The phenomenon reported is something real and not visionary ог 
Settous, 

P There эге objects probably approximately the shape of a disc, of 
such appreciable ie as to appear to be as large as man-made 
aircraft. 

There isa possibility that some of the incidents may be caused by 
natural phenomenon, such as meteors. 

dL The reported operating characteristics such as extreme rates of 
climb, maneuverability (particularly in гой), and action which must 
be considere evasive when sighted or contacted by friendly aircraft 
and radar, lend belief to the possibilty that some ofthe objects are 
controlled ether manually, automatically or remotely." 


Also, a twenty-six page classified report issued in 1948 by the Air 
‘Technical Intelligence Command stated: 


It must be accepted that some type of fing objects have been observed, 
although their identification and origin are not discernible. nthe inter- 
sts of national defense й would be unwise to overlook the possibility 
‘that some of these objects may be of foreign origin . . if it is firmly 
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indicated that there is по domestic explanation, the objects area threat 
and warrant more active efforts of identification and interception.” 


[Additional confirmation about the saucer crashes and the govern- 
ments secret R&D involvement in the matter has come from a con- 
venation that Wilbert B. Smith had in September 1950 with electrical 
engineer Dr. Robert Sarbacher, who was then serving as a consultant to 
the Research and Development Board, headed by Dr. Vannevar Bush. 
Smith, who was a senior radio engineer with the Canadian Department 
of Transportation, had read the account in Scully's book about the 
Aztec, New Mexico, saucer crash and secret government retrieval oper- 
ation and wanted to verify if there was any truth to it, so he contacted 
Sarbacher through the Canadian embassy in Washington. According to 
Smith's handwritten notes, their conversation went as follows: 


Smith... have read Sculls book on the saucers and would like to 
know how much of is true. 

Sathacher The facts reported i the book ar sbwtantilly correct 

Smith Then the saucers do exist? 

Sarbacher, Yes they exist. 

Smith, Do they operate as Scully suggests оп magnetic principle? 

Sathachee, We have not been able to duplicate thee performance 

Smith: Do they come from some other planet? 

Sarbacher All we know is, we didn't make them, and its prety certain 
they didn originate on earth. 

Smith: understand the whole subject is clasihed. 

Sarbacher Yes, it is lasted two points higher even than the H-bomb. 
їп fact, it is the mos highly classified subject in the US government at 
the present time. 

Smith: May 1 ask the reason for the classification? 

Saebacher You may ask, but Ian’ tll you.” 


Note that Sarbscher's comment about the classification level was 
made two years before the H-bomb had been detonated. On November 
21, 1950, Smith sent an intea-departmental memo to the Controller of 
‘Telecommunications of the Canadian Department of Transportation 
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that summarized some of what he had learned from Sarbacher. The 
memo, which is reproduced in appendix F, was marked TOP SECRET but 
was downgraded to “confidential” in September 15, 1969. Ir stated: 


а. The matter is the most highly classified subject in the United States 
_government, rating two points higher than the H-bomb, 

b. Flying saucers exist. 

«Their modus operandi is unknown but a concentrated effort is being 
‘made by a small group headed by Doctor Vannevar Bush, 

4. The entire matter is considered by the United States authorities о be 


Steinman, Sarbacher wrote a letter confirming that the U.S. government 
had recovered crashed flying saucers, along with the bodies of their 

"The праат administrative goop hat Surber id was 
headed by Bush was later discovered to have the code name MJ-12, 
or Majestic 12. This group of twelve individuals is said to have been 
formed September 24, 1947, under the authority of President Harry 5 
"Truman for the purpose of investigating UFOs, reporting the findings 
to the president, forming policies on the basis of those finding 
implementing policies that had received presidential approval. A photo- 
copy of the memorandum Truman wrote to authorize its formation is 
displayed in appendix F. 

Programs to analyze the crashed saucers and to attempt to dupli- 
cate their technology came under the direction of the Research and 
Development Board, which, in turn, reported directly to MJ-12. The 
Research and Development Board, which Sarbacher was consulting 
for in 1950, was organized by Bush in 1947 at the time that MJ-12 
was formed. Under Bush's direction, this board headed up the R&D 
‘organizations of three branches of the military: Army Rescarch and 
Development, Air Force Research and Development, and the Office of 
Naval Research. Brown's clectrogravitics technology, which was evalu- 
ated by the Office of Naval Research in 1952, was probably closely 
scrutinized by this overseeing organization. Bush had previously headed 
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the Office of Scientific Research and Development, which administered 
the Manhattan Project and other top-secret wartime effort, such as the 
development of radar and the proximity fuse. 

‘On November 18, 1952, two weeks after his election, Presidentelect 
Dwight D. Eisenhower is said to have been briefed on MJ-12 and the 
crashed saucer retrieval operations In 1984, television producer Jaime 
Shandera and UFOlogist William Moore obtained a document through 
intelligence contacts that they believed to be the top-secret "eyes only” 
document used im that briefing. Although some doubt whether the 
document is in fact genuine, a Washington Post article does con- 
firm that President-elect Eisenhower had received a military briefing 
оп November 18, 1952, the same date stated on the MJ-12 briefing. 
Moreover, the existence of a subsequent briefing with MJ-12 is cor- 
roborated by a memo that Moore and UFO researcher and physicist 
Dr. Stanton Friedman obtained from the National Archives through a 
Freedom of Information Act request. The memo, dated July 14, 1954, 
was written by Robert Cutler, special assistant to President Eisenhower, 
and sent to General Nathan Twining, one of the individuals claimed to 
belong to MJ-12. The memo, which concerned the NSC/MJ-12 Special 
Studies Project, states, "The President has decided that the MJ-12/SSP 
briefing should take place during the already scheduled White House 
meeting of July 16 rather than following it as previously intended." 
"The NSC designation refers to the presidental office's National Security 
Council, which was also created in 1947. MJ-12 is said to operate under 
the NSC as an unacknowledged subcommittee called the Special Studies 
Group, with а current membership of thirty-three. 


9.5 « ART'S PARTS REVERSE ENGINEERED 


The Coast to Coast radio talk show, and in particular Art Bell, who 
served as its host for many years, is well known to many. The show's 
favorite topics have been UFOs and alien encounters. In April 1996, one 
of the shows listeners, a man who asked to remain anonymous, mailed 
to Bell a number of metallic artifacts that he said had been retrieved 
from the exterior of an alien spacecraft that crashed in 1947 between 
‘White Sands and Socorro, New Mexico.?* He said that his grandfather 
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had gathered the materials while he was a member ofthe military secu- 
rity team connected with the retrieval cleanup operation and had given 
them to him before he died in 1974. 

The parts, which have come to be known as Art's Parts, were exten- 
sively discussed on Coast to Coast and pictures of them for some time 
had been posted on Bells webpage. One of the two shipments of the 
alleged alien artifacts that were sent consisted of two irregularly shaped 
Pieces of metal measuring approximately 6 by 3 centimeters and 5 by 2 
centimeters, respectively, both having a thickness of 3 to 4 millimeters 
‘These were alleged to have been taken from the exterior underside of 
the craft and were believed to have formed а shell-like shield of sorts 

In the following months, the fragments were analyzed using a scan- 
ning electron microscope outfitted for energy-dispersive spectroscopy." 
"The results for ће two hull fragments were quite interesting, Analysis 
showed that they consisted of twenty-five well-defined layers alternat- 
ing between a thick layer of magnesium-zine (97 to 97.5 percent mag- 
nesium and 2 to 3 percent zine) and a thin layer of pure bismuth. The 
metals were of exceptional parity. The magnesiam-zinc layers ranged 
in thickness from 100 to 200 microns (0.1 to 0.2 mm), and the bis 
ruth layers ranged in thickness from 1 to 4 microns. When examined 
in cross-section, it was apparent that the layer interfaces were not even 
but rather contained microscopic undulations. 

Some rescarchers found it unusual that the material would jump 
around when exposed to the high-voltage field of a Van de Graaff gen- 
erator. However, American research technologist Nicholas Reiter, who 
conducted a similar test, says there is nothing unusual about this since 
any metal fragment would similarly dance around in a 200-kilovolt AC 
field." To check for any electrogravitic force effects, he exposed the 
artifacts to DC voltage potentials in the range of 15 to 50 kilovolts but 
observed no weight change as measured with a laboratory digi 
ligeam balance. Thus, contrary to widely publicized claims, there is no 
evidence to date that the fragments might lose weight when subjected to 
high voltage potentials 

Linda Moulton Howe, an American investigative journalist and 
documentary producer who was investigating the nature of the frag- 
ments, interviewed а large number of metallargic experts from vari- 
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‘ous companies and scientific institutes, incloding aerospace and defense 
companies. None had heard of such а material, and they didn't under- 
stand its purpose. Howe also wrote letters to various agencies like the 
National Science Foundation to get information about the material. A 
foundation scientist working in the Division of Materials Research said 
that he was unaware of any research into such a material. A computer 
search of the foundation's database on materials consisting of bismuth, 
magnesium, and zinc turned up nothing. 

However, insights into the nature of this bismuth-layered material 
may be gained by considering recent investigations into negative index 
of refraction materials. In 2005, Professors Victor Podolskiy and Evgeni 
Narimanoy and graduate student Leonid Alekseyev, working at Oregon 
State University and Princeton University respectively, announced their 
discovery that a thin layer of monocrystalline bismuth exhibited a nega- 
tive index of refraction at microwave frequencies, making it the only 
known, naturally occurring substance to exhibit such a property." 
‘They sandwiched a 4.5-micron-thick layer of monocrystalline bismuth 
between two metal plates, as shown in figure 9.3. In this arrangement, 
the semimetallic bismuth acts as a dielectric and the flanking metal lay- 
ers act as waveguide walls. When a 5,000-gigahertz microwave beam 
(60-micron wavelength) was directed into the bismath layer, the beam 
was found to refract negatively. That is, they found that over a narrow 
band of wavelengths, ranging from about 53 to 63 microns, the bismuth 
exhibited a negative index of refraction. 

Bismuth achieves negative refraction in а manner very different 
from that of the metamaterials described in chapter 7. Recall that such 
materials exhibited negative refraction because they had magnetic and 
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electric resonances near the same frequency, creating a frequency range 
over which their permittivity, e, and permeability, p, would simulta- 
neously attain negative values. With e and р simultaneously negative, 
the refractive index would also be simultaneously negative. However, 
bismuth is nonmagnetic and, hence, has no magnetic resonances 
However, theory shows that a dielectric can exhibit а negative refrac- 
tion index if the material has a permittivity anisotropy, that is, differ- 
ent values of permittivity for different wave propagation directions 
relative to the dielectric crystal axis, and if permittivity in one of these 
directions becomes negative over a specific frequency range while the 
permittivity in the other directions remains positive. Bismuth has such 
a property [see text box). 


Why Bismuth Exhibits a Negative Index of Refraction 
Although its population of free electrons is much smaller than that 
of most metala, bismuth has what termed an electon mast nit. 
‘py, in which the effective mass of ts free electrons is lower paral: 
lel to аз trigonal axis аз opposed to perpendicular to its axis, Since 
‘these free electrons behave a а plasma, which has a specific resonant 
frequency. this anisotropy causes the plasma frequency to be lower 
In the direction parallel to the bismuth layer. at compared with the 
plasma frequency for oscillations perpendicular to the plane of this 
layer (parallel to the trigonal axis: Le. fy < f). Since the dielectric 
constant for bismuth а determined both by the value of из electron 
plasma frequency and the frequency of the exciting beam, this differ- 
ing plasma frequency causes the permittivity parallel to the bismuth 
layer (о) to be more negative than the permittvty perpendicular to 
the bismuth layer (e). Consequently, when the bismuth is excited 
at frequencies between these two plasma frequencies, the permittiv- 
ty in the direction parallel to the layer will be negative when the per- 
smitty perpendicular to the layers sil postive (Le, ey < Û, epey > 
0), which provides the necessary condition for the index of refraction 
to be negative (see figure 94). 
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Figure 94. Electric permittivity (real part) plotted as а function of excitation 
wavelength. The solid Ime charts the component parallel tothe bismuth layer 
and tbe dashed line charts the component perpendicular to this layer. Negative 
Index of refraction ts exhibited in the range im which y <0 and o > 0, 


Interestingly the "hall fragments” among Art's Parts consisted of bis- 
ruth layers having a thickness range (1-4 microns) only slightly thinner 
than that tested by the Oregon State-Princeton team. One might then 
guess that the magnesium-rinc layers in the Art's Parts fragments had the 
Function of acting as metal waveguide walls around the bismuth layers. 
"This would ensure that microwaves propagating within the bismuth layers 
would be confined to those layen. Magnesium is a relatively good electric 
conductor, so it would serve as a good metal to use fora waveguide wall. 
It also has the advantage that it is lighter and stronger than aluminum. 
Negative refraction should characterize bismuth layers that are even as 
thin as 1 micron. Although the layer thickness is а factor in determin- 
ing the exact value of the permittivity, it does not affect the values of the 
electron plasma frequencies along the two bismuth crystal axes, Thus, 
the bismuth-layered samples in the Arts Parts collection would also be 
expected to exhibit negative refraction of a5,000-gigahertz beam. 

As mentioned in chapter 7, metamaterials having a negative index of 
refraction are also capable of developing а strong repulsive force when 
exposed to a microwave beam. The same may be true of bismuth films, 
so it is possible that the layered material would develop a thrust when 
excited with 5,000-gigaherts microwave radiation. This could be easily 
checked in a laboratory. An Arts Parts hall fragment could be mounted 
оп a pendulum or on a torsion balance and exposed to a high-power 
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terahertz beam. A 100-wattfree-cectron laser that has been tuned а 
5,000-gigahertz frequency might serve as an adequate beam source. If a 
‘thrust effect was found, й would be the first time that such an effect has 
been discovered, since to date no research group has considered looking 
for such a beam thrust effect in layered bismuth. A positive result could 
help validate the claim that the Art's Parts layered-metal fragments were 
part of a shield that once covered the underside of a spacecraft and may 
have been a lofting material that was part of the craft's exotic clectro- 
gravitic field propulsion system." 

‘One would expect a thrust response to occur in a direction per- 
pendicular to the bismuth C; trigonal axis. Inthe case of the sample 
tested by the Oregon State-Princeton team, such a thrust would occur 
parallel to the layer plane. If the intention was instead to produce a force 
perpendicular to the layer plane, that is, perpendicular to the spacecraft 
hull, the C; trigonal axis would need to be oriented in the plane of the 
bismuth layer instead of perpendicular to its plane. It would be 
ing to discover how the trigonal crystal axis is oriented in the Ап 
hull artifacts. 


9.6 PROJECT REDLIGHT 


In the years immediately following the first saucer recoveries, MJ-12 
ran a super-secret investigation program that concentrated primarily on 
analysis of the saucers, with the hope of learning something about their 
power source, mode of propulsion, instrumentation, and weaponry. In 
parallel with this effort, autopsies were performed on the saucer's occu- 
pants to learn something about their physiology. Information obtained 
from reliable eyewitnesses indicates that ће recovered discs and occu- 
pants have been stored and analyzed at a number of secret facilities that 
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include Wright-Patterson Air Force Base, in Dayton, Ohio; Kirtland Air 
Force Base and the Sandia Laboratory complex in Albuquerque, New 
Mexico; and а highly restricted area on the Atomic Energy Commission 
(AEC) Reservation, in southern Nevada. Here again, we encounter the 
‘Wright-Patterson connection, although artifacts that were in storage 
there are believed to have been transferred to the Kirtland.Sandia com- 
plex when the Department of Special Studics at Wright Air Development 
Center was moved there in 1956." Substantial information about а 
program to analyze and even testfly some captured saucers is found 
in the “above top secret" Report No. 13 of Project Blue Book, Blue 
Book being a U.S. Air Force project established to document and ana- 
lyze UFO sightings. Steinman and Stevens, who summarize this report 
in UFO Crash at Aztec, received this information from a witness who 
inadvertently reviewed the document in 1977 while working as an infor- 
mation analyst at a highly secure Royal Air Force/U.S, Air Force radio 
espionage facility in Chicsands, England. * The front cover of this 624- 
page bound document was dated 1953 with a 1963 date in parentheses, 
indicating that it was later updated with penciled annotations. A length 
of red tape indicating code-red security measures was stretched diago- 
nally across its front from corner to corner, and the cover was stamped 
in red ink, TOP SECRET—NEED TO KNOW ONLY—CRYPTO CLEARANCE 
14 REQUIRED. The top-secret compartmentalized clearance the report 
demanded was higher than that of the Blue Book management office 
staff, who were cleared only up to the secret level. This would explain 
why Project Blue Book itself has no record of Report No. 13, even 
though its inventory includes status reports numbered 12 and 14. 
According to the Ай Force analyst, Report No. 13 reviewed the U.S. 
government's official procedures concerning downed UFOs and UFO 
close encounters. It also summarized what the Air Force knew about 
crashed discs, their power systems, and their weaponry, and it included 
photographs of alien craft, crash debris, and the bodies of some of the 
craft's occupants. Also of interest, the report described a project called 
Redlight, whose purpose was to test the propulsion and weapons sys- 
tems of retrieved saucers and to examine various pieces of hardware 
recovered from the crafts. This operation was carried out in the highly 
restricted one-hundred-square-mile UFO research facility located in 
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Nevada in the north-central part of the three-thousand-square-mile 
АЕС Reservation. The facility was said to harbor at least three alien 
saucers. One was dismantled, and the other two were in good enough 
shape that they could be made flyable, although one of the two was said 
to have later exploded in flight with two U.S. pilots aboard. 

Based on information given in Report No. 13 and from eyewit- 
ness accounts, the following is known about the highly secret Nevada 
facility.” Variously known as Area 51 or Dreamland, it is situated in 
the Groom Lake area northwest of Las Vegas. It is the most heavily 
secured area in the United States. И lies inside the guarded perimeter 
of the existing AEC nucleartesting reservation and Air Force weapons 
practice range. This dey lake site is screened on all sides by a mountain 
range, and this is ringed with electronic detectors, including infrared, 
motion, and ammonia detectors, which are so-called people sniffers. 
"The area itself is surrounded by three additional defense perimeters. 
Security teams in helicopters and planes are on twenty-Íour-hour alert 
to respond to any intrusion. 

The site was originally a Navy air field installation that was being 
used as a nuclear weapons storage base. In 1951, the base was put on 
alert, and all personnel were evacuated except for the medical personnel, 
‘who were restricted to the hospital facility. The Navy then brought in 
а Seabee construction battalion and, over a six- to eight-month period, 
dismantled the base, built underground work facilities, and surmounted 
them with large aboveground hangars. At the end of 1951, after the 
work was completed, the Seabees moved out and the Project Redlight 
personnel moved in. Their ranks grew to eight hundred to one thousand 
personnel permanently on duty and all living on the ste. A large but 
undetermined number of top scientists having very high security clear- 
ances were reported to come and go from this maximum security area. 
Some had been formerly associated with the Manhattan Project 

Nevada residents living in the vicinity of Arca 51 have seen disc- 
shaped craft being tested there from the 1950s to the present. In their 
book, Steinman and Stevens described several cases in which hovering, 
disc-shaped aircraft were seen to be tesflown in the Area 51 vicin- 
йу. One story concerns a Navaho Indian who was backpacking in a 
canyon that ran down into the AEC Reservation area (date unknown). 
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After having camped the previous night in the canyon, he had awoken 
and had just finished preparing his pack for the hike ahead when a heli- 
copter approached. It was broadcasting warnings from a loudspeaker 
cautioning anybody in the canyon area to make his presence known 50 
that he could be moved to safety and explaining that a military test was 
scheduled to be conducted that would be very dangerous. The helicopter 
returned fifteen minutes later broadcasting the same message. Feeling 
safe among the rocks, the Indian remained hidden and waited to see 
what would happen. About а half hour later, two helicopters came into 
view flying up the canyon about 500 fet apart. They escorted between 
them a dark gray, metallic, discshaped craft that had a raised dome at 
its center. Ten minutes after the three had passed, the two helicopters 
flew back the way they had come, but without the saucer. The saucer 
appeared some time later as it flew very fast and silently down the mid- 
dle of the canyon, retracing its original path of entry. 

Another story concerns an Air Force fighter pilot who was part 
of the Tactical Air Command Combat Squadron and had been taking. 
part ina "red flag” war game exercise that was being conducted in an 
arca adjacent to the AEC Reservation. The pilot accidentally flew his jet 
corner of the reservation and happened to pass just north of the 
Area 51 region. At that time, he saw below him to the south а 60-foot- 
diameter, circular, disc-shaped craft in flight. At that moment, he was 
hailed on the open emergency channel of his radio, told to abandon his 
mission, and ordered to fly directly to Nellis Air Force Base, where he 
‘was told to land. Once ов the ground, he was taken into custody and 
escorted toa security office for interrogation. He was released two days 
later, only after pretending to be convinced that the disc-shaped object 
he had seen was merely a water tower. 

Yet another story concerns a man who during the carly 1960s per- 
formed top-secret radio work for the Air Force at Arca 51. He reported 
seeing one unconventional aircraft that was being flight-tested there 
under Project Redlight. The craft was 20 to 30 fect in diameter and 
pewter colored. He didn't see the craft in operation since at those times 
he was brought indoors for security reasons. However, he did note that, 
unlike conventional craft, it made no engine sound when it took off or 
landed. 
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Aircraft of nonconventional design such as the stealth bomber, 
stealth fighter, and Navy A-12 fighter have all been airtested at Area 
S1. So, quite possibly, there is a close relation between Project Redlight 
and the development of such advanced aircraft. This area also may have 
served as the test site for the discs developed in Project Skyvault. 

Another sighting of a very large, 200-foot-diamcter craft was 
reported by Frank Batts of Santa Barbara, California. Writer George 
Balanus summarized Batts's story as follows.” On the evening of April 
30, 1997, Batts and his friend Joe had set out on an expedition to Area 
51 in the hope of viewing some of the unusual hypersonic vehicles often 
жееп in that vicinity by UFO watchers. About 10:20 pum. they had set 
off to find the landmark known as "the black mailbox,” which is located 
along Highway 375 about twenty miles southwest of Rachel, Nevada, 
‘The area where most viewing enthusiasts camped out was about eight 
miles from there, away from the main highway, but Batts and Joe lost 
their way and did not find the black mailbox. Instead, they ended up 
at a spot on the north side of the Arca 51 range, opposite from where 
UFO buffs normally congregated. This northern spot was known as the 
ack door" of the installation. К lay much closer, about seven miles. 
from the edge of the Area $1 facility. Flight testing had been conducted 
in that area in the past, but locals reported that tests had supposedly 
ceased there for some time. 

Batts and Joe had parked on the shoulder of the road and were 
facing out into the desert. After about an hour, they saw а blue ball 
appear above the mountainside, hover, and then dance about for about 
two minutes before disappearing below the ridge. This sounds very 
much like a plasma ball test that was sighted in 1993 in the Superstition 
Mountains twenty-five miles cast of Phoenix. 

After the blue ball had vanished, they noted red, yellow, white, and 
blue lights still glowing out in the desert 175 to 200 yards from their 
location. Sometimes the red lights flashed and sometimes they stayed 
constant like the other lights. The two men thought they were obscrv- 
ing a building at the base, but after about an hour and a half, what 
they thought was a building suddenly lifted slowly off the ground and 
hovered. At that point, they realized that what they were seeing was not 
а building. White light reflecting off the desert floor illuminated the 
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underside of the craft, revealing it to be a very large silver saucer. They 
estimated thatthe disc was about 200 feet across It had curved upper 
and lower hulls with a bank of red and orange lights around its middle. 
For about an hour and fifteen minutes, they watched it maneuver from 
side to side and up and down. Eventually, it receded and finally disap- 
peared over a distant mountain range. 

During the sighting, Batts tried to operate his camera, but it wouldn't 
work. They also tried the car radio but got only а high-pitched whining 
sound, whereas before and aftr the sighting they were able to tune in 
a radio station. 


97 * THE SPORT MODEL 


Robert Lazar, a former employee of Los Alamos National Laboratory, 
claims that in December 1988, the Office of Naval Intelligence gave 
him a compartmentalized clearance thirty-four levels above а top-secret 
“97 clearance and employed him at the highly secret "5-4" test facility 
located about fifteen miles south of Area 51. He says that he was hired 
to study the power source of a captured alien flying saucer and try to 
Figure out how it functioned.*** Four months later, having become dis- 
enchanted with his work and concerned that such important scientific 
discoveries were being kept secret from the American public, he broke 
his vows of secrecy and began describing his experiences to friends. He 
led them on night outings to remote spots near Area 51 to view some 
of these captured UFOs being test flown. Later, he appeared on a local 
Las Vegas television news broadcast to relate his experiences and pres 
ent some insights into the propulsion hardware on the craft he had been 
assigned to. Subsequently, he lectured at a number of UFO conferences 
and also put up a Web site on the subject. His description of the propul- 
sion unit is of particular interest because it sounds in many ways similar 
to the microwave propulsion system developed in Project Skyvault. 
‘Gene Huff, who has socialized with Lazar since the late 1980s and 
knew him during the period when he was hired to work at 5-4, has writ 
ten an interesting biography that corroborates many aspects of Lazar's 
story? However, others have come to mistrust Lazar's claims, consider- 
ing the large number of contradictions in his story as well as statements 
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he has made that appear to indicate а substantial lack of knowledge of 
basic physics. Several of these critiques appear on the Internet website 
‘wwwadreamlandresort.com/areaSV.** Nevertheless, the gravity wave 
propulsion beam technology that Lazar refers to comes sufficiently close 
to the field propulsion ideas reportedly developed in Project Skyvaule, 
so it is worth summarizing his story, although, as will be pointed out, 
many of his claims appear to be disinformation that may have been 
planted to protect the technology s secrecy. 

Lazar says that while working at the 5-4 test site near the dry bed 
of Papoose Lake, he was shown а 52-foot diameter spacecraft that he 
nicknamed the Sport Model (see figure 9.5). He says he was told that 
the craft was powered by an “antimatter reactor" located at its cen- 
ter. He claims that the reactor was designed to emit bursts of positrons 
746 times per second, which, in turn, would generate bursts of type- 
А “gravitational” microwaves that he terms Gravity A waves, He says 
that these gravity waves would travel up the vertical conduit attached 
to the top of the reactor, where they would become amplified in й 
sity. This conduit, which is said to be about В centimeters in diameter, 
could act as a microwave waveguide and could serve as a microwave 
amplifier, ust as Lazar claims, provided that its length was properly 
matched to the microwave wavelength. However, from Lazar's descip- 
tion, it is not entirely clear whether he believes these to be pure gravity 
‘waves or electromagnetic waves that have gravitational effets. Indeed, 
a waveguide would be unable to contain a pure gravity wave of the sort 
commonly known to physics. Such waves should freely pass through 
waveguide walls without reflecting from them, much like Podkletnov' 
gravity impulse beam did. If the microwave emissions from the Sport 
Model's reactor are able to be contained by a waveguide, then they can- 
not be considered exclusively gravitational 

In fact, at one UFO seminar in 1993, Lazar disclosed his belief that 
gravity is electromagnetic in nature but that it is an electromagnetic 
wave of a particular microwave frequency, which he did not wish to 
disclose at the time. Yet, in my opinion, it is a major error to assume 
that gravity is electromagnetic in nature or to suggest that the electric 
or magnetic field itself produces gravitational effects. It would instead 
be more reasonable to postulate that clectric and gravity potential 
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Figure 5. А crosesectional view of the Sport Model, a lying dic of allen 
origi. Bed оп Robert Lazar description. (Afer P. Pater) 


fields are coupled and that electromagnetic waves and electric shock 
discharges are accompanied by a distinct gravity wave component, To 
refer to the craft's microwave emissions as gravity waves per se and 
to claim that such gravitational effects manifest only at a specific fre- 
quency, in my view is rather outlandish. Recall that in chapter 7 we 
learned that Project Skyvault scientists found that when microwave 
beams were tuned to specific frequencies, they were able to strongly 
interact with matter and produce strong electrogravitic repelling forces. 
Also, we learned that metamaterials that have resonant frequencies in 
the microwave range exhibit strong repulsion forces when beams are 
tuned to frequencies lightly above these resonances. Thus, frequency is 
critical to obtaining a maximal repelling force from a microwave beam, 
but not the way Lazar seems to imply." 

So if we discount Lazar's contention that the so-called reactor is 
generating gravity waves (his Gravity A waves)—and we will discover 
that there is good reason to ignore such an assertion—we are then left 
‘with the idea that this is essentially a microwave generator, hence, the 
equivalent of the Gunn diode oscillator cavity on the Project Skyvault 
vehicle, Lazar did not describe the inside of the vertical waveguide, but 
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if it were to have a series of properly spaced ringlike cavities along its 
length, it could function as a klystron, that is, a linear microwave gen- 
erator. As charged particles (positrons or electrons) would shoot along 
the length of the waveguide and move past the cavities, they would set 
up microwave oscillations in the cavities that would become progres- 
sively more intense as the end of the tube was approached. 

However, one has great difficulty believing Lazar's story that this 
gravity wave generator is powered by bursts of high-energy positrons 
emitted from the radioactive decay of a slab of exotic metal located 
at the bottom of the reactor. For instance, in one radio interview, he 
described having been present when this reactor was being bench tested 
with its waveguide tube removed and said that he had been allowed to 
put his hand over the top of it. If this had been a real high-energy posi- 
tron beam, no reasonable physicist or engineer would have let him put 
his hand over it to feel its matter-repelling force field. If Lazar had done 
зо, his hand would have received a severe radiation burn and a dan 
ously high dose of radiation. Clearly, this would have upset the health 
and safety people at the laboratory, if the story was true. Also, when 
positrons annihilate, they produce 1-million-electron-volt gamma rays. 
Lazar made no mention of such energetic by-products or precautions 
taken to shield them. More likely, what was coming out of the reac- 
tor was a microwave beam emitted by a crystal oscillator, without any 
accompanying beam of high-energy particles. But even if it had been a 
microwave beam, the beam power would have had to be sufficiently low 
so a8 not to harm him. 

"The other part of this reactor story that raises doubts is Laz 
claim that this slab of exotic stable metal was composed of element 115 
and that these matter-repelling waves were emitted when this clement 
was bombarded with protons, inducing it to transmute into clement 
TIG, which then immediately decayed by emitting a positron. He says 
clement 115 is a stable element that docs not exist оп Earth but is gener- 
ated inthe cores of massive stars many light-years from Earth and that 
the only available supply of this material on Earth is held under tight 
security ina supersccret facility in Area 51. He says that only discharges 
of this normally inaccessible material are able to generate his so-called 
Gravity A waves used for propelling the disc. 
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However, in 2004, about fifteen years after Lazar began making 
claims about this rare clement, Russian scientists successfully synthe- 
sized small amounts of elements 113 and 115, and four years earlier 
had created element 116. The problem is that both isotopes of element 
115 that they were able to synthesize were unstable. They lasted only 
for several tens of milliseconds, and they decayed not into clement 116 
as Lazar claimed, but into element 113, with the emission of an alpha 
particle. Alo, clement 116, which Lazar claimed could be momentarily 
created by bombarding clement 115 with a proton, was found to decay, 
but not by emitting a positron. lt too decayed by emitting an alpha 
particle. Ie seems, then, that Lazar's antimatter reactor idea is on the. 
rocks, as is his idea for the existence of Gravity В waves, which he 
claims can be produced only through this 15-10-116 decay process. 

‘This antimatter reactor part of the story was most likely а fabri- 
cation included to make the Sport Model field propulsion technology 
sound very exotic and, hence, not easily duplicable in most laboratories. 
If we are willing to accept that Lazar actually had worked at this secret 
Nevada test site, engineers there most probably misinformed him on 
purpose as to how this microwave oscillator functioned. In this way, 
the technical details of the disc's operation would be protected in case 
he decided to rebel and speak out, as he has done. Alternatively, some 
have suggested that agents may have employed brainwashing techniques 
to manipulate his mind.* Such black project research facilities are likely 
in possession of technologies that would allow them to erase specific 
memories and replace them with false ones, similar to what is portrayed 
in the movies Total Recall and The Bourne Identity. Arca 51 security 
agents may have fel chat they were not breaking the law to use such 
methods since Lazar says that prior to his employment on the project he 
had to sign a secrecy agreement waiving his constitutional rg 

Conversations have had with several people lead me to believe that 
such abhorrent brainwashing techniques are unfortunately being used. 
‘One case concerns an individual who claims to have worked on а highly 
classified time travel project supposedly conducted on Long Island, 
near Montauk, as an extension of research done on the highly secret 
Philadelphia Experiment. 1 had a chance to talk to him after he had just 
finished giving a lecture about his unusual experience. He believed that 
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he had formerly been director of this time travel project and that, after 
having had some disagreements with people there, he was subjected to a 
mind-altering therapy that attempted to erase from his memory experi- 
ences he had on the project. He says that he ater began to recall these 
memories after he had a chance street encounter with someone who he 
claims had once worked under him on that project. He said this began 
to trigger the suppressed memories. 

In his mind, this individual thoroughly believed that what he was 
saying was the truth, that he had directed this project and that it had 
been capable of temporarily transporting people into other time peri 
оф. However, it was obvious to me that what be was saying was a 
complete fabrication. 1 believe he was correct in stating that he had 
been the unwilling subject of mind control, but 1 believe that during his 
brainwashing session, false memories were implanted in his mind about 
the existence of this fictitious time travel project and how he had once 
served as йз director. While under hypnotic inducement, he was most 
likely instructed that he would forget about the mind-control session, 
but that meeting a certain person in the street would be a trigger that 
would allow him to begin to remember the implanted memories as well 
as some of the mind-control session. However, the implanted memories 
were to be remembered as being events that had actually taken place. 
Also, he was instructed to believe that the purpose of the mind-control 
session had been to erase his recollection of those supposed real events 
(the implanted memories). Perhaps he also was given a subliminal sug- 
gestion to write about his implanted experience and to lecture about 
it. A person who actually believed in his heart that what he was saying 
was the truth would be the ultimate in misinformation dissemination. 
‘Could Robert Lazar have actually had some experiences working on the 
Sport Model and later undergone similar techniques to implant confus- 
ing ideas about the technology? 

Lazar's diagram of the reactor depicts a conical structure at the 
bottom of the chamber that he identifies as the element 115 fuel source, 
which he says is made up of a stack of thin wafers. In view of the ele- 
ment 115 fiasco, much of what he has described about the reactor should 
be discounted. If there was such a microwave-emitting structure in the 
reactor chamber, it would be better construed as a solid-state oscilla 
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tor similar to an IMPATT or Gunn diode. Its enclosing hemispherical 
chamber and capping waveguide tube would then form the microwave 
amplifier duct. 

We might guess this crystal oscillator was made of a material 
dense enough that it could give an unsuspecting person the impres- 
sion that it was in fact made of an element having an atomic weight of 
115, For example, recall from chapter 4 the disclosure by black-project 
engineers of the development of very dense, radar-absorbing materi 
als containing uranium. Lazar says he was not involved in measuring 
the atomic mass of the material he worked with but only correlated 
the data taken by others who reportedly worked on the project before 
him. These data, then, could have been "cooked" to give Lazar the 
impression that he was discovering something with an atomic weight 
of 115. The trick apparently worked, because he wholeheartedly 
believed them. 

Lazar commented that when the reactor was bench-tested with its 
waveguide tube removed and he was allowed to place his hand over its 
mouth, he could feel the pressure of the field, which he described as 
being similar to the repulsion one feels when two like poles of a magnet 
are brought together. He said that they also played around with the 
repulsion field by bouncing golf balls off it. The force that he refers to 
sounds very much like what Tesla says he fct from the radiant energy 
shocks discharged from his magnifying transmitter. Podkletnov also 
says that he was able to fel the repulsive field generated by the momen- 
tary discharges of his gravity impulse beam. However, both Tesla and 
Podkletnov were feeling the repulsive force of sawtooth-shaped waves 
produced by electron shock discharges. Subquantum kinetics predicts 
that if these were positron shock discharges, they should instead have 
produced an attractive force. If anything, Lazar's hand should have been 
sucked into the reactor if t was actually emitting positron discharges. 
His positron pulse claim is, in my opinion, misinformation that he is 
perhaps unwittingly disseminating. 

То continue the story, Lazar said the gravity wave (ie, microwave 
emission) generated in the reactor was piped into three “gravity ampli 
fiers” (ое, microwave amplifiers) located in the lower compartment of 
this vehicle, each amplifier measuring 2 feet in diameter and 4 feet in 
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length (figure 9.6). These were equally spaced from one another in а 
triad arrangement and could be swiveled to aim in any direction. He 
said the gravity wave (electromagnetic microwave) from the reactor 
was of too low an amplitude to be effective for propulsion and that it 
became amplified in the gravity amplifiers into waves powerful enough 
to propel the craft. Each of these gravity amplifiers would emit a micro- 
wave beam downward, which was used to buoy the craft upward. The 
craft would sit on these beams and tend to bounce around on them in a 
flight mode be referred to as the "omicron configuration.” He said the 
disc would move forward by focusing one or more of the beams behind 
it, which would cause the craft to fall forward. 

More specifically, Lazar said the gravity amplifiers achieve thei life. 
ing force by sending out а microwave beam, the Gravity A wave, toward 
the Earth's surface and by phase-shifting this wave relative to the micro- 
wave propagating up from the Earth, which he termed the "Gravity В 
wave.” His description sounds а lot like that for a microwave phase- 
conjugate resonator, although described in very vague terms. In other 
words, his outgoing Gravity A wave would correspond to the outg: 
ing phase-conjugate microwave beam and his incoming Gravity B wave 
would correspond to the incoming ground-reflected probe beam, which 
would actually consist of microwaves that had previously originated 
from the discs microwave generator (its reactor The energy in outgoing 
A wave would be locked in phase with the incoming ground-reflected 
В wave and would eventually retrace the B wave's scattering path back 
to the bear's ground target point and then back to the vehicle's central 
source oscillator. As in the Project Skyvault craft, these incoming and 
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Figure 9.6. One of the gravity amplifiers. Based on Robert Lazar's descrip 
tion. (After P. Potter) 
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outgoing beams would be focused by some sort of microwave lens. 

‘Clearly, considering the controversy surrounding the veracity of 
Lazar's statements, itis difficul to pick out fact from fiction. All we can 
say is that many features that he describes bear a strong resemblance to 
the Project Skyvaul technology. Moreover, we are compelled to accept 
that the Sport Model or something like it exists since many people claim 
to have seen from a great distance some sort of unusual levitating craft 
being testflown in the vicinity of Area 51. Consequently, to understand 
how this craft might work, it makes more sens if we disregard the grav- 
ity wave mumbo jumbo and reframe Lazar's dialogue in terms of what. 
is already known about microwave phase conjugation. 

The gravity amplifier would be the equivalent of the mixer diode 
cavity in the Skyvault vehicle. Like the Skyvault mixer cavity each such 
amplifier is reportedly energized by microwaves from the craft's central 
microwave source, that is, its reactor and waveguide resonator, Provided 
that each gravity amplifier contains a polarized dielectric medium, these 
Piped-in microwaves would serve as pump beams, which would interact 
with the probe beam entering the amplifier (Lazar's gravity В wave) 
to generate a holographic grating pattern in the dielectric. The pump 
beams would then interact with the dicectric's grating pattern to pro- 
duce an outgoing microwave beam that would be the phase conjugate of 
the incoming probe beam. In describing the amplifiers, Lazar makes no 
mention of any internal dielectric but does say they contain a series of 
plates. Perhaps these are dielectrics. 

Lazar's gravity amplifiers, then, most likely function as phase- 
conjugate resonators that allow microwaves from the craft's central 
microwave source to selfamplify and create powerful soliton faser 
beams between the craft's mixer diodes and the ground. Provided that 
the microwaves consist of sawtoothlike shock discharge waveforms, as 
‘one may infer from Lazar's description, the soliton beams should create 
а repulsive force both on their ground surface target and on the craft, 
which would tend to buoy the craft upward. 

Lazar makes a numberof statements concerning the nature of grav- 
ity that seem to be nonsense and that some have had issues with." For 
example, he contends that the two gravity waves the craft phases rela- 
tive to each other to obtain its propulsion, the Gravity A and Gravity 
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В waves, are actually the results of two very different types of gravity. 
He identifies the Gravity А wave with the strong nuclear force, the 
very short-range force that binds protons and neutrons together in the 
atomic nucleus, and claims that only through the element 11540-16 
antimatter reaction is it possible to release this in the form of a trav- 
cling wave having a specific wavelength in the microwave frequency 
range. He identifies the Gravity B wave with the gravitational force 
of standard physics, that is, the feld that causes celestial bodies to 
attract one another. 

However, to suggest there are two types of gravity and to identify 
‘one of them with the strong force sounds absurd, even to the most open- 
minded of physicists. The idea has no basis in standard physics, nor is 
such a concept compatible with subquantum kinetics In subquantum 
kinetics, nuclear binding arises because nucleons have wavelike electro- 
static potential fields in their cores that interlock with one another when 
the particles are in close proximity, that is, close enough to form an 
atomic nucleus. This subquantum kinetics model of the strong force has 
been confirmed by particle-scattering experiments Lazar, however, 
‘offers no experimental evidence to support his odd theory of gravity 
except vague references to the operation ofa flying saucer kept in the 
supersccret 5-4 test facility. Considering that one key aspect of his theory 
now been disproved, his claim that the Gravity A wave is produced 
by the spontaneous positron decay of element 116, we may conclude 
that his gravity wave theory should not be taken seriously or, at le 
we should regard it as disinformation that was purposely disseminated 
by black-project security staff. Along these same lines, we may safely 
disregard Lazar's statements that the Gravity A wave entering the craft's 
gravity amplifiers bends space around the disc as it becomes amplified. 

Lazar claims that gravity, as observed in nature, which he refers 
to as the Gravity B fel, is in essence electromagnetic and that it spe- 
cifically involves oscillations in the microwave range. This again is 
nonsense, apparently interjected to create confusion. The Earth's gravi- 
tational field does not oscillate at microwave frequencies. If it did, this 
would have been widely known to the physics community, since various 
gravity wave antenna experiments have been conducted over the past 
thirty-five years, and if we include Brown's gravitocectric detectors, 
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this work would date back more than seventy years. Lazar's assertion 
of the Gravity B wave being electromagnetic in character and oscillating 
at microwave frequencies would make better sense if й was not part of 
the Earth's natural gravity field, bot instead consisted of gravity micro- 
‘waves that originated from the craft itself; that is, if they radiated from 
its central reactor, or wave amplifier unit, and then reflected from the 
ground and happened to return to the craft. Lazar reports that before 
beginning work on the Sport Model, he was allowed to watch a dem- 
‘onstration of it taking off, ascending about 30 feet, moving to the left 
and right, and then returning to the ground. He says that just prior to 
and during its liftoff, i gave off a hissing sound similar to that coming 
from the coronal discharge from a high-voltage line. Из bottom gave off 
а blue glow, which he says was due to air atoms being excited by the 
crafts electromagnetic emissions. Again, these characteristics seem to 
suggest а field propulsion technique similar to the one used in Project 
Skyvaul 

Lazar relates that the gravity wave generators operate in two 
modes—ihe omicron and delta configurations. In the omicron configu- 
ration, mentioned earlier, one or more generators (microwave mixers) 
are directed downward to form a supporting beam for the craft (sce 
figure 97а). Inthe deta configuration (sce figure 97), all three beams 
are intersected ata distant location to achieve propulsion relative to that 
intersection region, which measures on the order of a meter in diameter. 
"The beams then are said to develop an attractive force, rather than a 
repulsive force, which causes the craft to suddenly jump to that loca 
tion, Lazar maintains that the beams gravitationally warp space-time 
at the intersection zone and that the resulting warping is what pulls the 
spacecraft toward that point. Here it seems he relies on standard general 
relativity concepts while pursuing an unusual theory of gravitation that 
has nothing to do with general relativity. His critics, however, rightly 
contest that if space-time was indeed warped at that distant location 
to the extent Lazar claims, every other object in the vicinity of that 
intersection zone should also be suddenly sucked in, аз though toward 
a miniature black hole, which would result in a major collisional catas- 
trophe. So again we encounter a baloney factor that appears to cast а 
shadow over the whole matter. Also, note that Lazar docs not invoke 
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Figure 97. The beam configurations for flying the Sport Model, аз described 
by Robert Lazar (a) tbe omicron configuration, (b) the delta configuration 


general relativity concepts in explaining the beam repulsion effect pro 
duced in the omicron configuration, probably because standard general 
relativity theory does 

To pursue an independent line of thought in regard to the delta con- 


vot allow gravitational repulsion. 


figuration, 
intersected at a particular location to generate а plasma that acts as an 
anchoring point for wave scattering to take place. If the polarity of the 
beam's sawtooth-shaped waves are reversed to produce a sharp decline 
of negative electric potential at the beginning of each wave cycle or 
microwave burst rather than а sharp rise in potential, then it is possible 
that the beam could function as a tractor beam instead of a repulsion 
zed in chapter 6 in the discussion of the Podkletnov 
experiment. In that case, the soliton field the craft would be creating 
would generate an attractive force on the craft that would be vectored 
toward the target region and result in propulsion of the craft in that 
direction. 

Although so much of Lazar's story sounds like nonsense, it is dif- 
ficult to dismiss entirely when so many features of the Sport Model 
resemble Project Skyvault technology. This raises а lot of questions. If 
this was really one of several captured alien discs, did Project Skyvault 
begin as an attempt to reverse-engincer alien technology? One can make 
a strong case for microwave phase conjugation having originated as an 
‘outgrowth of the World War II development of radar. Also, there is the 
work of Townsend Brown, who apparently had gotten quite close to 


might imagine that these microwave soliton beams are 


beam, as was theo 
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these ideas on his own without having any captured alien discs at hand 
to reversc-engincer. If we are to believe that the discs were given to us 
by Zeti Reticulans as part of some technology-exchange program, аз 
Lazar claims, then perhaps these beings did so because they knew that. 
‘our own research had already advanced to the point that they would 
have little to lose to let us look at what they had. 

Then there is the issue of the misinformation that was apparently 
given to Lazar during his employment at 5-4, with the outside possi 
ity that he also went through some sort of mind-manipulation session, 
аз some have suggested. If Lazar worked at 5-4, was his recruitment 
planned from the start as a disinformation campaign to create confu- 
sion about how field propulsion vehicles might operate? 


10 
THE SEARL EFFECT 


10:1 THE SEARL EFFECT GENERATOR 


It was during an indoor test that British inventor John Searl watched his 
permanent magnet generator levitate off its bench and ultimately bump. 
into the ceiling. As he had envisioned in his dreams, his generator was 
not only able to propel itself with an overunity power efficiency, but it 
was also able to defy gravity а из more advanced design, his generator 
consisted of three concentric ring magnets flanked by three sets of roller 
magnets that revolved in a clockwise direction about their circumference 
(sce figure 10.1)! The innermost ring consisted of a stationary stator 
magnet, which he called а plate, having its magnetic north pole point- 
ing down perpendicular to the plane of the ring. Twelve or more roller 
magnets, called runners, were spaced around the plate's periphery and 
allowed to roll around its circumference (see figure 10.2). The runners 
were placed with their magnetic fields oriented north-pole up, so that they 
‘would be magnetically attracted to the plate's rim as they rolled around 
it. However, they were spaced so that there would always be a small air 
sap between their surfaces and the plate. The diameter ofthe runners was 
such that they would revolve on their own axis a whole number of times 
for each revolution around the plate. This allowed the revolving magnets 
to establish a condition of resonance, with each revolution reinforcing the 
previous to build up a stationary wave magnetic field oscillation. 
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Figure 10.1, The Беан effect generator, showing the arrangement of the 
concentric ring and runner magnet. Ideally, the middle ring would have 
‘twenty-two or more runners and the outer ring thirty-two or mote runners. 
(After S. Sandberg) 


Figure 10.2. Schematic of the Seat effect generator’ inner ring and its run 
mer magnets, illustrating the magnetic polarity and electric polarity developed 
during operation. (After S. Sandberg) 


This inner roller ring was, in turn, surrounded by a second ring- 
shaped magnetic stator plate with an adjacent set of at least twenty-two 
runner magnets. This was surrounded by a third ring-shaped mag- 
netic stator and an adjacent set of at least thirty-two runner magnets. 
Previous tests of smaller-sized units indicated that a negative voltage 
жаз produced at the rim of the runner magnets allowing a current to be 
collected by stationary brushes contacting the runner's rim. 

In 1952, Searl and а friend conducted the first outdoor test of one of 
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his 3-foot-diameter muli-ring generators” They set the rotor in motion 
using a small engine that applied torque through a clutch mechanism. 

Even though it was rotating at а relatively slow speed, the device pro- 
duced an unexpectedly high potential at the rotor’s periphery, on the 
‘order of 100 kilovolts or more. The large potential was indicated by the 
field's characteristic crackling sound and ozone smell and the effect it 
had on surrounding objects." 

After ће rotor had passed a particular threshold speed, its rate of 
rotation began to accelerate. Operating on its own power, it began to 
liftoff and break the union to йз starter engine tis said to have risen to 
а height of some 50 feet, where it hovered fora while, still speeding up. 
It surrounded itself in а bluish pink halo similar to the glow discharge 
phenomenon seen when air is ionized in a moderate vacuum. Из puls 
ing field caused nearby radios to turn on. Finally, the whole generator 
is sid to have accelerated upward at a fantastic rate and disappeared, 
presumably flying into space. 

‘Sear’ unusual device has since come to be known as the Sear effect 
generator (SEG) or the Searl levity disc Inthe years that followed, he 
and his team members built and flew some dozen or more generators, 
some of which similarly became lost in flight until Seal found a way of 
controlling the rotor speed. He also built some generators that were 12 
feet in diameter and two that were 30 feet in diameter; se figure 10.3. 

"There appeared to be а postive-feedback loop involved in the opera: 
tion of Searl's generators since beyond a critical speed they would begin 
to accelerate on their own, without any mechanical assistance from the 
driving motor. In the beginning, Searl had not figured out how to con- 
trol the effect. Later, he found that it was possible to reduce the speed 
by electrically loading the generators so that power was siphoned off 
from them. 

Scarl found that when the generator was running, there was а dra 
matic drop in air temperature in the immediate vicinity of the genera 
tor and in its interior.’ Also, there was an accompanying drop in air 
pressure in its interior, with air being found to move outward from the 
generators rim. This air expulsion effect was attributed to the high- 


‘Some claim even higher potentials onthe order of 10 milion теа 
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Figure 10.3. Job Sear (left) and conor 
tor. (Photo courtesy of Job Thomas] 


vs constructing a Searl effet genera 


voltage ionization present along the generator's rim, the effect being 
most pronounced when the rim voltage exceeded 30 kilovolts The high- 
voltage emission was believed to cause the generator to he enveloped in 
a vacuum. Electrons expelled from the rim as negative ions would have 
arced to the positive plate, exciting а glow discharge in the low-pressure 

"The electric fields produced by the device were apparently quite 
strong, since Searl noticed that after be had been working near the 
generators when they were operating, be had a “cobweb” 
tricity sensation on his skin and found that his clothes clung to him. 
"The fields were apparently strong enough to leave a residual electric 
polarity in his body tissue. When the generator was made to hover low 
above the ground for an extended period, the soil was seen to become 
burned because of the heat from the electric currents induced in the 
ground. 

Objects placed inside the generator ring were found to lose weight. 
Also, a lit candle placed at йз center became extinguished. Whether 
this was due to lack of oxygen from the lowered air pressure or to lack 
of convection from the reduced gravity field is not certain. Outside the 
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generator, the field was such that objects approaching it were diverted 
before actualy colliding. 

In his 1968 paper on the Sear effect, P. L. Barrett presented a sketch 
showing the approximate direction of the gravity field in the vicinity of 
an operating Searl generator (igure 10.4) The hatched regions indicate 
gravitational neutral zones, one being centered below the generator and 
a ringlike region positioned above the generator. Barret wrote that any 
objects that entered those regions would tend to be held there. Also, it 
‘was found that upon taking off, а Sear craft would life up a chunk of 
сап along with it. Asa result, the craft would often leave behind a lange 
hole in the ground. A similar lifting phenomenon has been observed to 
‘occur beneath UFOs, Numerous reliable witnesses who observed UFOs 
hovering over a body of water have noted that the water peaked beneath 
the стай, as shown in figure 10.5." 

The takeoff effect of a Seartype disc might explain how a massive 
chunk of soil was torn up and displaced to a spot 73 feet away on a 
farm in north-central Washington.* A farmer's two sons discovered the 
chunk on October 18, 1984, while rounding up cattle. Passing through 
a wheat field that had been harvested about a month carlier, they dis- 
covered an irregularly shaped hole about 10 feet long and 7 fet wide, 


Figure 10.4. Sketch showing how the gravity feld fux vectors (eg G-on 

flux vectors) ате oriented in the vicinity of a hovering Seal disc. The vectors, 

which are represented as arrows, тар the Earth's gravity field combined with 

that induced by the disc. Shaded regions indicate neutral gravity ones. (From 
штей, "гап Effect.” fig. 1V) 


Figure 10.5. How water peaks beneath a low-hovering UFO, as based on 
‘numerous eyewitness reports. (After Sigma, Ether Technology 80) 


and from 1% to 2 feet in depth. The hole was not a meteorite crater, as 
it had vertical walls and a fairly flat bottom, looking as though it had 
been cut by a giant cookie cuter. The removed piece, sil intact, was 
found right-side up and rotated about 20 degrees counterclockwise from 
its original position in the hole. An arc of dribblings traced a path from 
the hole to where the chunk was found. By onc estimate, this chunk of 
soil must have weighed about 5 metric tons. The dense root mass in the 
soil apparently held the clump together, but some of its roots looked as 
if they had been tora out at the time the piece was removed, since they 
‘were seen still dangling from the vertical walls of the hole. This feat of 
transportation could not have been executed by any kind of excava- 
tion machine. Besides, there was no evidence that the removal had been 
man-made, nor were any machinery marks found. 

‘One geologist speculated that the shock waves from a local 3.0- 
Richter earthquake spontaneously focused their energy to this spot and 
caused the massive chunk of зой to pop out, but sesmologiss found this 
unlikely. Besides, for this to happen, nature would have to violate the 
law of entropy. For this multion pice of зой to move intact without 
breaking apart, it must have been subject to а uniform force pulling 
all of its mass upward, countering a downward gravitational pull of at 
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least 90 grams per square centimeter. This would be about two hun- 
dred times greater than the lift force developed beneath Brown's 6-inch- 
diameter (15-centimeter) AC electrokinetic test apparatus. 

Since this event took place on a remote farm field at a time when 
no observers were present, no UFO sighting was reported. Nevertheless, 
the physical evidence at the site was consistent with the UFO soil- 
displacement scenario that Schaffranke had documented seven years 
earlier. The craft must have hovered near the ground, with йз clectro- 
sravitic field penetrating the soil below. Then as the craft rose, this 
extended field gradient would have moved up as well, inadvertently 
drawing up this chunk of soil with it. As the craft slowly swung in an 
arclike trajectory across the Бе, pieces of soil dribbling from the bot- 
tom ofthis hovering chunk would have floated to the ground. Eventually, 
the craft must have accelerated, leaving the вой chunk to break away 
from its towing field and thump to the ground atts new location, What 
would otherwise be а mystery becomes easily explainable when one hı 
а foreknowledge of gravity field propulsion technologies. Nevertheles 
it leaves us to marvel at the enormous lift that such an antigravity field 
can generate, one capable of overpowering the natural force of gravity 
to allow tons of soil and a massive spacecraft to float freely. Whether it 
was made by us or came from somewhere else maybe we will never 
know. 


10.2 THE MAGNETIC ENERGY CONVERTER 


"The Russian physicists Vladimir Roshchin and Serge Godin in the mi 
1990s built and tested a version of the SEG, which they named the 
magnetic energy converter (MEC). It resembled one of Sea's earlier 
generators, consisting ofa single magnetized stator ring measuring 1 
meter in diameter flanked by ewenty-three roller magnets, cach having 
a diameter of 74 centimeters; se figure 10.672 

Roshchin and Godin's generator differed from Sea's in several 
respects, the principal difference being in the design of the runner 
magnets. They refer to the runners as rollers, so 1 will use their term 
instead. Searl used a special magnetization technique to create maga 
netic spoke domains in the cylindrical sides of his runner magnets 
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Figure 10.6. The magnetic energy converter. (Based on a drawing by 
V. Roshchin and S. Godin, 2000) 


oriented perpendicular to the runner's axis of rotation. The М! 
accomplished the same thing with dipole magnets implanted perpen- 
dicular to the surface of each roller magnet so that the north pole of 
each magnet was oriented perpendicular to the stator plate. The stator 
had а complementary set of dipole spokes with their north pole point- 
ing out toward the rollers. As in Searl's SEG, these mutually repulsive 
magnetic domains helped to orient the rollers as they revolved around 
the circumference of the stator plate and helped to keep the rollers 
from contacting the plate. 

"The axles of the roller magnets were secured via bearings to a com- 
mon rotor frame that kept each roller at its proper relative spacing a 
they rotated around the stator ring. The rotor had a shaft that was con- 
nected to an electric motor via а clutch mechanism. As in бсан experi- 
ments, the motor was used to get the generator up to speed. Roshchin 
and Godin found that the MEC had a specific rotational speed at which 
it began to partially power itself, with its drive motor accordingly con- 
suming les power. This occurred when the rotor speed surpassed about 
200 revolutions per minute (3.3 hertz). After about one and a half min- 
utes, the rotor had accelerated to 550 revolutions per minute (rpm), at 
which point the starter motor current consumption had reached zero 
and was beginning to go negative. The clutch assembly was then made 
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to disconnect the motor from the rotor shaft and in its place connect а 
generator. As the rotor continued to accelerate, an increasing load was 
applied to the generator, reaching 7 kilowatts by the time the rotor had 
а reached a speed of 595 rpm. Greater loads caused the rotor speed 
to subsequently decline. At greater than 590 rpm, the MEC made “an 
unpleasant high frequency whistling sound” that damped out as soon as 
ап increased electric load was placed on the generator. 

Roshchin and Godin also found that the weight of the generator 
assembly decreased as the rotor accelerated. Weight loss first became 
noticeable when the rotor speed reached its critical value of 200 rpm, 
and by the time its speed had reached 450 rpm, weightloss began to 
increase exponentially (Figure 10.7). At 550 rpm, there was an inflec- 
tion pause in the weight-loss curve and after 590 rpm, an extremely 
steep rise in weight loss with increasing rotor speed. By the time the 
rotor speed had reached 595 rpm, the apparatus as a whole had become 
35 percent lighter, with the weight of the generator alone dropping 50 
percent. There was substantial hysteresis in this weight loss-rotation 
rate curve. As rotor speed decreased from 595 to 400 rpm, weightloss 
remained constant at the 35 percent reduction level. Measurements 
were not made at greater than 600 rpm for fear that the MEC would 
enter an uncontrollable supercritical regime in which positive feedback 
would cause an exponential rise in rotor speed. A similar positive feed 


Figure 10.7. Weigh lost as 
a function of rotor speed. 
eben a 20-kiovolt potential 
as applied between the 
plate and the rollers of an 
MEC. (After Rosbcbin and 
Godin, 2000) 
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back mode had resulted in Searl losing several of his devices through 
uncontrolled levitation. 

The MEC was found to produce this weightloss effect only 
in clockwise rotation (for rollers with their north pole oriented up). 
‘Counterclockwise rotation produced a weight-gain effect, with the gain 
in weight being proportional to the rotor speed. Roshchin and Godin 
found that application of а 20,000-vole bias potential applied between 
the plate and the roller magnets improved the performance of the MEC, 
allowing its weight reduction to begin to take effect at a lower rotor 
speed. This potential would have ionized the air around the MEC, allow 
ing the electron current to flow more easly across the I-centimeter gap 
between the stator and the rollers. 

Like the SEG, the MEC generated a luminescence around itself 
when seen operating in the dark. The bluish pink ionization cloud was 
observed to cover both the stator ring and the roller magnet ring, Also, 
when looking at the edge of the rotating roller magnet ring, Roshchin 
and Godin saw, superimposed on this emission, a series of horizontal, 
yellowish white luminescent bands (four o five) spaced along the height 
of the roller magnet’ cylindrical surface. This luminescence suggests а 
possible high-voltage electron discharge from the surface of the roller 
magnets, although it was not accompanied by sounds characteristic of 
arc discharge. This silent emission could occur because the emission was 
coming from a large surface area, rather than from a point source. They 
compare it to high-voltage, microwave-induced luminescence observed 
prior to the point of electric breakdown. 

Roshchin and Godin also found that when in operation, the МЕС 
surrounded itself with a stationary magnetic-wave pattern consisting of a 
nested series of cylindrical “magnetic walls” (sce figures 10.8 and 10.9). 
Magnetometer measurements indicated the presence of a magnetic 
field flax inside the walls of 0.05 tesla, with the ficld orientation being. 
the same as that of the roller magnets and at about 6 percent of their 
0,85 tesla magnetic flux. No magnetic flux was detectable outside of the 
walls, There is no evidence to suggest that the magnetic-wall pattern is 
hazardous in any way. Roshchin and Godin did not notice any harmful 
effects. On the contrary, Searl has reported that the field emissions of 
his SEG actually had healing effects. 
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Figure 10.8. Aside view of an MEC and its research lab, showing the positions 
of the nested magnetic walls (After Rosbcbin and Godin, 2000) 
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Figure 10.9. A top-down view of the layout of the cylindrical magnetic walls 
that together formed а stationary wave pattern around an MEC stator ring. 
(P. LaViolette, © 2006) 


‘The magnetic-wall pattern extended out from the МЕСУ stator 
Чї fora distance of up to 15 meters, beyond which the magnetic flux 
‘within successive walls rapidly decreased in intensity. The field pattern 
could be sensed оп the second floor of the laboratory, indicating that 
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the walls extended upward at least to а height of 6 meters and possibly 
downward into the ground for a similar distance. The innermost walls 
were spaced from one another by approximately 0.5 meter (one stator 
radius), and this spacing increased 0.8 meter as distance from the МЕС 
increased. Also, he walls had a thickness of about 5 to 6 centimeters, 
approximating the 74-centimeterdiameter of the roller magnets. 

The proximity of these dimensions to that of the ring of roller mag, 
nets led Roshchin and Godin to conclude that there was a direct con- 
nection between this stationary field pattern and the circumferential 
movement of the magnetic rollers. This conclusion was also supported 
by their observation that there was a decrease in air temperature 
within the magnetic walls, which could be immediately fc by placing 
‘one's hand within a wall. Moreover, they found that the temperature 
decreased in proportion to the rate of roller-ing rotation, the decline 
becoming noticeable above a rotor speed of 200 rpm and reaching 
~7.5°C by the time the rotor speed had reached 550 rpm. Consequently, 
they concluded that energy from the environment was somehow being 
transferred to the ring of roller magnets to assist their rotation, 

Below, 1 will attempt to explain the principle of how the МЕС 
generator operates, with the understanding that the same explanation 
should apply equally well to the SEG. These ideas were first presented in 
June 2001 at the Conference on New Hydrogen Technologies and Space 
Drives." Briefly, clockwise rotation of the rollers causes a current to flow 
radially outward from the MEC's plate to its rollers due to the Faraday 
disc dynamo effect. As a result of the “ball-bearing motor effect,” this 
current then creates а torque that induces the rollers to continue their 
clockwise rotation. The rotating rollers create resonant extremely low- 
frequency (ELF) oscillations that phase-conjugate to form an extended 
soliton wave pattern. Energy entrained from this soliton helps to propel 
the rollers. Let us begin by examining the Faraday effect. 


10.3 = THE FARADAY DISC DYNAMO EFFECT 


‘The Faraday disc generator, also known as the homopolar generator, 
was first built by physicist Michael Faraday in the late nineteenth cen- 
tury. Faraday placed a copper disc between the poles of two cylindrical 
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magnets so that the magnets! icd ran perpendicular t the plane of the 
disc. He found that when he spun the disc, a current was induced to 
flow, with electrons moving outward from the disc's center toward its 
periphery. This was attributable to the v X B rule, in which v represents 
a conductor's velocity vector and B represents the magnetic force field 
vector, the two being yector-muleplied with one another. 

Faraday also discovered that if the copper disc was cemented to 
the magnets and the magnets and disc were rotated together as а unit, 
electrons would still flow to the discs periphery (figure 10.10). This 
led him to conclude that the magnetic field prodaced by the magnets 
did not rotate with the magnets, bat rather was anchored in space (e, 
in the local ether rest frame), Researchers such as Bruce DePalma, 
Adam Trombley, and Peramahansa Тегиз built various versions of 
this cemented-dise homopolar generator with the hope of developing a 
motor generator having an overunity efficiency 

Avin the classical Faraday disc generator, in this cemented-disc ver- 
sion the magnitude and direction of the electron-current flow is deter- 
mined by the w X B rule. Remember to use the leftchand rule instead 
of the righthand rule when dealing with electron current flows. That 
is, if you point the index finger of your left hand in the magnetic-ux 
direction (south to north) and your thumb in the direction of rotary 
movement, then your middle finger will indicate the direction of elec- 
tron low. 

“The runners in the SEG and the rollers in the MEC are essentially 
litte Faraday disc generators. They do not have a cemented-copper dic, 
but the magnets themselves are conductive—aot a» conductive as cop- 
per, but nevertheless they conduct electricity. Thus, like the Faraday 
disc generator, they should generate a radial current. If we consider а 
single roller magnet rotating in a clockwise direction with its north pole 


Figure 10.10. 
A Faraday dise 
generator with a copper 
dise cemented to the 
magnetic pole pieces. 
(after Archer Energy 
Systems) 
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pointing up, as shown in figure 10.6, the left-hand rale indicates that 
the roller should produce an electron current flow from the roller into 
the stator ring plate. However, when operating, the Scar disc and the 
MEC produce an electron current that flows outward from the plate to 
the rollers, not inward. 

This discrepancy arises because we have not accounted for the effect 
of the entire system in motion. In addition to the Faraday effect due to 
the rotations of the individual roller magnets, we must also account 
for the Faraday effect produced by the collective translational move- 
ment of those magnets around the circumference of the stator plate, 
thats, about the stators central axis n considering this effect, we may 
treat the roller magnets collectively as composing a single ring magnet 
whose radial thickness is equal to the diameter of the rollers and whose 
magnetic field is in the same direction as that in the individual roller 
magnets? Once again applying the left-hand rule, we see that clockwise 
rotation ofthis ring produces an clectron-current flow outward from 
the stator plate to the roller magnets, opposing the current flows aris 
ing individually from the Faraday effect of each roller. As it turns out, 
the Faraday-effect voltage induced by this collective translation is much 
greater than the opposing voltage polarity that arises from the individ 
ual magnet rotations. The net result is that the electron current should 
flow outward from the plate to the roller magnets, just as is observed 
For illustration, the relative magnitude of these two opposing Faraday 
disc effects in calculated in the accompanying text box. 


Faraday Effect Potential Induced by Roller Ring Rotation 
Let ен consider the vokage generated bythe rotation ofeach ind- 
vial role Th вні cage may be cata ung the gation 
pcb to a Faraday ran 
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roller diameter, элда = 0005 meter. the diameter ol the rollers central 
shalt hole. When the ring of rollers а mowing about the creumference 
of the stator plate at 550 rpm, the individual rollers wil be rotating 
twenty three mes faster, hence, u = 23 x 550/60 x 2m = 1325 radians 
per second. Taking B= OBS tes, флоп 1 predicts a voltage oV = 
076 volt in which the carter of the rollers postive and its periphery 
лерше. 

Now lec us calculate the voltage generated by the displacement of 
the entire ring rollers The outer and inner radi of the ring are taken 
as = 05794 meter and o = 05 meter, which эге the distances from the 
MEC's central эз to the cuter and inner circumferences bounding the 
roller ring. If this roller ring revolves about the MEC central axis at 
550 rpm, or at an эл velocty of w 576 radians per second, hen 
equation 1 predicts that would generate а voltage of = 195 volts, 
with the potental being negative atthe edge farthest Кот the stator 
plate, Consequently, even though the roller ring rotates far slower than 
the indidual rollers, produces far larger ока 


‘On the side of the roller nearest the stator plate, the voltage gener: 
ated by the clockwise displacement of the roller ring will be opposed by 
the voltage being generated by each roller. Yet on the opposite side ofthe 
roller, the side farthest from the stator plat, the roller’s Faraday effect 
will produce a voltage polarity in the same direction as that produced 
by the displacement of the roller ring; hence, the two will add to one 
another The net result is that the Faraday effect arising from the rota- 
tion of each roller cancels out, leaving just that arising from the roller 
тїз clockwise displacement. In the example presented in the text box, 
this would leave а net voltage of 1.95 volts, inducing an electron current 
to flow toward the MEC periphery. 

Roshchin and Godin used neodymium iron boron magnets in their 
MEC (typically 58 percent îron, 37 percent neodymium, 4 percent fer- 
ous sulfate, and 1 percent boron). This alloy has an electric resistance 
of about 144 micro-ohms per centimeter, so а 74-centimeter-diameter 
roller would offer a resistance of 1066 10. Roshchin and Godin did not 
state how much current was flowing into each roller at a given rotor 
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speed, but as a guess, we might suppose that at an operating speed of 
550 rpm, this was on the order of 800 amps for each roller 

As this electron current passes radially outward into the rollers, 
it generates а motive force on the rollers that a 
‘This production of circumferential torque from a radial current flow is 
known as the ball-bearing motor effec. 


ists their rotation. 


10.4 © THE BALL-BEARING MOTOR EFFECT 


1 first saw the ball-bearing motor effect in action in the spring of 
1999, An alternative-energy political demonstration was being held in 
‘Washington, D.C., on the western Mall. Many there were preparing. 
themselves for the predicted breakdown of society that was expected 
to occur the following year, when the year2000 computer-calendar 
lich was to occur. Among the attendees sprawled on the grassy lawn 
was Mark Gubrud, a University of Maryland physics student, He was 
demonstrating an interesting motor that consisted of a shaft mounted 
in а ball-bearing race (figure 10.11). He applied DC voltage from a 


Figure 10.11. Comparison of the ball-bearing motor to the МЕС+ stator and 
roller ring, (a) The ball-bearing motor. (After M. Gubrad, nT: Valone, Homo- 
polar Handbook, 54-55) The central shaft rotates relative to a stationary cylin- 
der. (D) The lower portion of the above diagram, unfolded to show equivalence 
1o the geometry of the roller magnets traveling around the MEC stator. In each 
case, the electron flow moves from the stator toward the ball bearing (or roller 
magnet). Charge polarity in b) is reversed since the MEC functions instead as 
а generator, with the electron flow inducing the buildup of charge whereas in 
the case of (a) ап applied charge instead induces electron flow 
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small battery pack between the shaft and the outer casing of the ball- 
bearing race. Then, when he gave the shaft a starting torque, it con- 
tinued to rotate in the direction of the applied torque and continued 
to turn as long as voltage was applied. If the shaft was given a starting 
torque in the opposite direction, it again continued to rotate, but in 
that new direction. Gubrud had with him an explanatory write-up of 
the motors principle of operation, which he gave me. I gave a copy 
to Tom Valone, and he subsequently published it in his Homopolar 
Handbook 

After learning about this phenomenon, 1 realized that the same 
effect powered the rotary motion of the runners in the SEG and the 
rollers in the MEC. Using Gubrud’s explanation, let us review how an 
applied radial-current flow through a ball bearing induces torque forces 
оп the bearing, causing it to rotate around its bearing race (see figure 
10.12). A current passing through the ball bearing at time ¢1, flowing 
from the bearing casing to the central drive shaft, will magnetize the 
bearing, The bearing, though, will retain а residual field in this same 
magnetization direction at time f, although the direction of this ге 
ual field has changed because of the bearings rotation. At time £ this 
residual magnetic field will be directed at some angle a to the direction 
‘of current flow, which always occurs through the points where the ball 
bearing contacts the axle and bearing race. The current component i 
that lies perpendicular to this residual field will then induce a force (F = 
i X B) that produces torques on either side of the bearing, which induces 
it to keep revolving in the direction of its initial rotation. 

"The same principle applies to the rollers of an MEC or the runners 
of an SEG. Consider the ball-bearing motor in figure 10.114. The outer 
ball-bearing race remains stationary as the axle turns. If we take this 
ошет-гасе circumference and fold it hack so that its inside faces out, we 
get the geometry shown in figure 10:11b. Imagine that the ball bearings 
are roller magnets rolling around the stator plate. The two mechanisms 
are then seen to be equivalent. The electric polarities are reversed in each 


"Nore thar the current flow illstrated in gure 10.12 fellows the engineering comen: 
tion that curet flows in the opposite direction from decre flow. Electron current 
‘would kein the opposto direction, and one woald then эше the lef hand rule instead of 
‘phehand cul to determine the directions of the toques. The rel, however, comes 
atthe sme 
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Figure 10.12. А ball bearing shown magnetized at tme \ that retains а resid 
па field in that зате direction at time t, even though it as rotated in a 
clockwise direction. Vectors show the clockwise torques developed by the 
applied current. (Based оп M. Gubrud's diagram, in T. Valone, Homopolar 
Handbook, 54-55) 


case because the motor in figure 10.11a is powered by dissipated power 
(electrons flowing from minus to plus) and the motor in figure 10.11b. 
is powered by generated power (electrons flowing from plus to minus). 
As ín the ball-bearing motor, if an electron current flows from the plate 
‘outward through each roller, this current will produce а torque on each 
roller, assisting it to move in the direction of its established rotation, 

These two processes together, the Faraday disc dynamo effect and 
the ball-bearing motor effect, form a positive feedback loop in which a 
clockwise displacement of the roller-ing rotor produces a radial electric 
current that induces roller rotation and greater clockwise displacement 
of the rotor (sce figure 10.13, upper left). 

"The high voltage the MEC induces at its periphery could be due 
to the sudden change in the electric resistance the electrons encoun- 
ter in the course of their radial outward movement. Upon leaving the 
low-resistance environment of the magnets and continuing their push 
through the high-resistance environment of the surrounding air, the 

associated with their current flow would 


electrons voltage potenti 
have shot up proportionately, since E = iR. That is, for the same current 
value, voltage will increase in direct proportion to resistance. 
Roshchin and Godin found it necessary to use an external motor 
to apply mechanical torque to the MEC to start it and keep it going in 
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Figure 10.13. Ан energy flow analysis chart of the MEC. (T. LaViolette, © 
2006) 


the low-revolutions-per-minute regime. Nevertheless as in Sea's ear- 
lier generators they found that the roller ring began to spontaneously 
accelerate once it had been spun up to a critical threshold speed. For the 
MEC, this critical rate of rotation was around 200 rpm, although Scal 
succeeded in designing generators that would spontaneously accelerate, 
even from rest. This acceleration phenomenon suggests that the MEC, 
like the SEG, must have been receiving an additional input of energy 
from some unknown source. Let us next consider where this energy may 
have been coming from. 


10.5 » THE CYLINDRICAL SOLITON 


‘This additional, unaccounted-for energy input that was assisting the 
roller ring's movement around the stator plate most likely was being 
entrained from the MEC's immediate environment. This hypothesis 
finds support in the observation that during its operation, the MEC 
caused a drop in air temperature within a series of nested cylindrical 
zones established in its immediate vicinity (see figures 10.8 and 10.9). 
Here we will attempt to understand how this magnetic wall pattern is 
generated, and later we will examine how energy from this eld pattern 
might be entrained to power the roller magnet rotor. 

As the roller magnets travel clockwise around the stator plate, they 
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generate an oscillating magnetic fel in the stator’ frame of reference. 
‘Thats, аз а roller magnet coincides with a given reference point on the 
plate's circumference, in the stator reference frame the magnetic field 
strength at that point would increase to a maximum since the flux lines 
between the oppositely oriented roller and stator magnets attract and 
complement one another. However, as the roller makes а half curn in its 
clockwise motion, its downward return field, which is south-poe seeking, 
would now occupy the space that formerly held the rollers north-oriented 
field, This same space would also be filed with the stator's upward- 
directed south-secking field. Since these two fields are in opposition, the 
net magnetic field strength there would add up to a minimum value, As. 
a result of the roller magnet's clockwise motion, the magnetic field in 
the stator reference frame would sinusoidally vary in magnitude, and 
would do so without reversing its magnetic polarity (figure 10.14). 
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Figure 10.14. The resonant variation of magnetic field strength (В) and electric 
field intensity (E) in the stator reference frame excited by the circumferential 
displacement of the МЕС» roller ring. (Р. LaVioltte, © 2006) 


зле темиз 


Because the diameter of che roller magnets (D) and the space between 
the roller magnets (E) їп figure 10.14 are approximately the same, the 
rotary displacement of this succession of equally spaced roller magnets 
would set up a resonant oscillation in the stator reference frame. As an 
example, when a ring of twenty-three roller magnets revolves at 550 rpm, 
the generated frequency would equal 211 hertz. This time-varying field 
(В), in turn, would induce a sinusoidal electric-potential wave oscillation 
atthe same frequency that is directed radially inward and outward from 
the МЕСА center in the stator's nonrotating reference frame. However, 
compared with the magnetic field maxima, the electric potential max- 
ima would be displaced 90 degrees in phase, that is, by one roller radius 
in the clockwise direction (see lower trace in figure 10.14). 

Also, as discussed earlier, the Faraday disc dynamo effect would be 
generating radial electric field gradient across the diameter of the roller 
magnets with the potential being more negative atthe outer periphery 
of each magnet, thus inducing an electric current to flow radially from 
the stator through the roller magnets. Consequently, the sinusoidal AC 
electric field that the roller magnets generate would modulate this DC- 
negative potential in the vicinity of the roller ring, causing its amplitude 
to vary sinusoidally with time. This is analogous to what was happen- 
ing in Brown's electrokinetic apparatus when the high-voltage DC field 
across the capacitor dielectric was modulated with an AC field from the 
apparatus negative antenna electrode, but in the case of the MEC, the 
field geometry would be radial rather than axial. 

‘Asa result, the electron flow from the MEC's stator toward its rotor. 
‘would pulsate at the frequency induced by the translating roller mag- 
nets. When а roller magnet is tangential to a given location on the sta- 
tor, that is, most proximal to that location, the electric potential that 
induces current to flow radially outward to the roller would at that 
moment only be at йз median potential. The potential at that particu- 
lar location would reach its maximum only after the roller magnet has 
passed and become displaced by a distance of one rller-magnet radius, 
зо there would be а tendency for arcing to occur on the trailing side of 
cach roller. This would be especially apparent when а high-voltage gra 
dient was present in the vicinity of the MEC’s rollers, thereby allowing 
negative ion discharges from the stator to cross large ai gaps. 
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This recurrent outward pulsing of negative charges in some ways 
resembles the asymmetrical, longitudinal waves radiated from Tesla's 
transformers. The oscillating, nonreversing magnetic field and the oscil. 
lating, nonreversing electric field produced around the circumference of 
the roller magnet cing would induce a longitudinal ELF electromagnetic 
wave to propagate radially ourward from the stator ring in the stator 
ring plane. This wave would have a cylindrical wave-propagation geom- 
агу, with its magnetic field aligned to the cylinder wall that parallels 
the roller magnet field and its electric field component oriented perpen- 
dicular to the cylinder wall, oscillating radially outward and inward 
with respect to the center of the MEC. Roshchin and Godin, however, 
did not report having observed such radial electric field oscillations in 
these walls 

Also, this radiated ELF wave would have a circumferential wave 
‘component. Since the stationary wave produced by the rotating roller 
ring contains а total of twenty-three wavelengths that fit a whole num- 
ber of times around the roller-ring circumference, a similar whole 
number of wavelengths would be required to fit around the circum- 
ference of field oscillations appearing outside the roller ring. These 
would be able to manifest only at multiples of the 0.5-meter stator 
radius. At a radius of 1 meter, equal to two stator radii, forty-six 
‘wavelengths would fit around the wave's cylindrical circumference. At 
1.5 meters, equal to three stator radii, sixty-nine wavelengths would 
fit around the wave pattern circumference, and so on. No oscillations 
would manifestat intermediary radial distances because a whole num- 
ber of wavelengths would be unable to fit into the cylinder circumfer- 
ence at those other radial distances. This is because Roshchin and 
Godin used twenty-three magnets їп their roller ring, 23 being a prime 
number. Hence, oscillating potentials are able to build up to detect 
able levels only at radii that are whole-number multiples of the stator 
radius. At any intermediary radial distances, the oscillations would 
destructively interfere, hence preventing resonant oscillations from 
building up there. 

The radial ELF oscillations would manifest as a soliton pattern con- 
sisting of a series of concentric cylindrical wall nodes similar to those 
shown in figures 10.8 and 10.9. Each wall would have a depth of about 
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one roller radius and would be separated from the next wall by a dis- 
tance of about one stator radius. The symmetry axis of this cylindrical 
soliton pattern would be centered on the MEC s axis of rotation. Hence, 
when the МЕС» field patterns are analyzed in this way, it becomes 
understandable why Roshchin and Godin observed their MEC to be 
surrounded by a cylindrical, shell-like field pattern. Although station- 
ary wave patterns that vary in smooth-sine-wave fashion are more com- 
monly observed, patterns with sharp transition boundaries are also 
known to occur, For example, such sharp-edged boundaries have been 
observed in stationary waves produced in the laboratory with Tesla 
‘wave-type oscillations." 

"The waves within each of the soliton’s walls would revolve around 
the circumference of their walls in synch with the rotation of the roller- 
magnet ring, remaining stationary with respect to the rotating frame 
and with respect to circumferential oscillations occurring in the other 
wall-like nodes. Hence, the waves in rings at successively greater dis 
tances would circuit around the circumference of their walls at suc- 
cessively higher velocities. The waves circuiting in the Lmeterradius 
node, whose circumference would be twice the roller-ing radius, would 
oscillate at twice the roller-ring fundamental frequency (ie. at 2f). 
More-distant walls spaced at onestato-radius intervals would support. 
oscillations circuiting at progressively higher rates, at frequencies of 1 
4f, and so on. Thus, as one proceeds outward through this soliton 
wave pattern, moving radially outward from the center of the МЕС, one 
encounters progressively higher harmonic modes, whole-tumber mul- 
tiples of the roller magnet's fundamental frequency fy. We might also 
speculate that a whole series of harmonic modes might coexist within 
each of these walls but at intensities below that of the main harmonic 
mode circulating in that wall. 

Since 23 is а prime number, lower-frequency subharmonic modes, 
such as [/2 and 3, situated at radii smaller than the roller ring radius, 
would not form. The roller ring would itself be the lowest frequency es- 
‘onance in this stationary cylindrical-wave pattern. Given that Roshchin 
and Godin observed the walls to extend about 15 meters out from the 
generator, this indicates that the outermost wall had a frequency of 
about 30 f. This would have produced a frequency of about 6,300 hertz 
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for a ring-otation rate of 550 rpm. Ie is remarkable that the soliton pat- 
tern was stable enough to produce such a high harmonic. This 15-meter 
soliton pattern, though, may limit how close MECs can be placed to 
one another. For example, if an aircraft was to employ more than one 
MEC or SEG for lofting, the units would need to be spaced apart by at 
least 50 meters. 

ME Searl had used twenty-two magnets for his inner magnetic ring, 
then he also would have observed a cylindrical wave pattern forming 
around his discs, but with twice as many nodes because 22 is not a 
prime number. But when divided by two, й yields the prime number 11, 
зо such а dise would have generated nodes at half multiples of the fun- 
damental frequency, with a lowest frequency node at f/2 positioned at 
half stator radius and with nodes repeating at radial distance intervals 
of half a stator radius. 


10.6 ENERGY ENTRAINMENT. 


The МЕС» AC electric and magnetic- feld oscillation is induced in a 
nonlinear medium. That is, the ferromagnetic material making up the 
stator and roller magnets has nonlinear electric and magnetic proper- 
ties. In addition, the high-voltage discharge that surrounds the stator 
plate and roller ring when the МЕС is operating at high rpm would 
generate nitric oxide, which also has nonlinear dielectric properties. 
As explained in chapter 7, the nonlinear dielectric properties of such 
plasmas make them good phase-conjugating media. For example, the 
phase-conjugating characteristics of the plasma surrounding the dome 
of Tesla's magnifying transmitter could explain how his tower was able 
to “beam” radio-frequency energy to distant locations without appre- 
ciable attenuation. Also, as mentioned earlier, Obolensky has succeeded 
in phase-conjugating arc fluctuations in an arc lamp by placing a non- 
linear reactance clement in series with the lamp. This demonstrates 
that phase conjugation can take place even in the ELF frequency range. 
"The notion that the MEC was phase-conjugating the ELF waves it was 
generating, then, seems plausible. 

We might presume that some of the MEC’s outgoing ELF radiation 
was reflected back to the MEC from surfaces in its environment and 
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that these reflected waves were then phase-conjugated by the МЕСА 
nonlinear media. The phase-conjugate wave would have retraced the 
path of the ordinary wave to the remote reflection site and then back 
to the MEC’ oscillating field. The ordinary and phase-conjugate ELF 
waves would have interlocked and constructively reinforced one another 
to produce phase-locked field potentials that would have manifested at 
each node of the cylindrical soliton pattern. 

‘One interesting characteristic of а phase-conjugate resonator is 
its ability to decrease entropy. For example, in the case of optical and 
microwave phase conjugation considered in chapter 8, when an outgo- 
ing laser (or maser) beam scatters from the environment, its entropy 
increases—it becomes more disorganized. The probe beam scattering 
back toward the phase-conjugate mirror therefore is more disordered 
than the original outgoing beam. This state of disorder, however, may 
be reversed through the emission of the phase conjugate of ће probe 
beam. That is, the emitted phase-conjugate waves precisely retrace the 
path of the scattered ordinary waves, causing the entropy of the wave 
system to decrease as the wave regains its original ordered state, As а 
result, energy that normally would be lost through scattering to the 
environment becomes bottled up inthe soliton wave pattern. 

As in the case in which microwave phase conjugation is used to 
generate intense beams for spacecraft propulsion, so too would phase- 
conjugate resonance occurring in the vicinity of the MEC generator 
bottle up back-scattered ELF waves, storing their energy in the soli 
ton wave pattern. The repeating AC oscillations that the roller magnets 
would generate in the reference frame of the stator plate would then add 
to one another, causing the soliton’s ELF field oscillations to progres- 
sively increase in magnitude. Experiments have shown that an optical 
phase-conjugate resonator can self-excite to intensities sixty times that 
of the input signal beam without any additional energy input, and it 
has been suggested that even higher amplification coefficients should be 
achievable.” We might speculate that even-greater signal amplifica- 
tion occurs in the MEC. 

"The faser effect produced by phase conjugation of the ELF waves 
should amplify not only the MEC’ electric field pulsations in the stator 
reference frame, but also the associated magnetic field soliton pattern 
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rotating with the roller-magnet ring. Consequently, since the direction 
of the зоот? B field matches that of the roller magnets, the soliton 
magnetic field should reinforce the roller-magnet fields, causing the 
ambient magnetic field in the vicinity of the roller magnets to progres- 
sively increase over time to far exceed the 0.85-tesla strength produced 
by the roller magnets alone. The maximal amount of this induced 
increase would depend on the rpm of the roller ring, higher ambient 
field strengths being achieved at higher revolution speeds. 

Asexplained earlier, the radial electric field and current flow induced 
by the circumferential displacement of the roller magnets depends not. 
only on the roller rng’s гри but also on the field strength of the mag- 
nets. Since phase-conjugate resonance would boost this field strength, 
‘one would expect thatthe potential developed at a given rotation rate 
would far exceed the voltage that we calculated earlier on the basis 
of the Faraday disc effect. In addition, the radial electric field compo- 
nent of the solton's ELF waves would amplify through phase-conjugate 
resonance, and in the MEC's nonlinear environment, a portion of this 
amplified AC potential would likely transfer over to boost ће Mi 
DC electric field component. Consequently, it is possible to imagine that 
these effects in combination could produce а DC voltage drop in the 
vicinity of the MEC of tens of thousands of volts or more, rather than 
just of a few volt. This would explain the origin of the high-voltage 
slow discharge that Roshchin and Godin observed even when their 20- 
kilovolt external bias voltage was switched off. It would also account 
for the pink, high-voltage glow discharge that Searl observed around 
his discs. We are here reminded of Tesla's towers, which similarly devel 
‘oped potentials so high that nearby objects were excited to lumincsce. 

Earlier, we concluded that the circumferential displacement of the В 
fields of the roller magnets induces a radial electron flow from the stator 
plate to the rollers that, in turn, generates а ball-bearing-motor torque 
that aids the clockwise rotation of the rollers. Consequently, the boost- 
ing of the radial electric potential gradient due to these various faser 
effects would proportionately increase the induced-current flow and 
thereby aid the rotation of the roller ring, In this way, energy from the 
soliton-field pattern would be continuously converted into mechanical 
energy, inducing the roller ring to accelerate in spite of resistive losses. 
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‘This additional energy input into the MEC is illustrated by the feedback 
loop on the right side of figure 10.13. 

Since this array of magnetic-wall solitons is part of а single reso- 
nance phenomenon, these resonant modes should exchange energy with 
‘one another. Hence, the buildup of potential energy in the vicinity of the 
roller ring (the inner soliton cylindrical wall that was assisting roller pro- 
pulsion) could easily be conveyed from the other cylindrical wall nodes 
‘whose frequencies resonated harmonically with his base frequency 

"The temperature drop observed in the magnetic walls may be a 
direct result of thermal energy being extracted from the air and being 
entrained into the soliton throughout its harmonic range, If so, the 
soliton field must then somehow be physically interacting with the air 
molecules in the magnetic walls and possibly be drawing energy from 
their Brownian motion. For example, the magnetic field oscillating in 
the cylindrical walls might slightly magnetize the air or solid object 
that a wall happened to intercept, and magnetized molecules whose 
Brownian-motion oscillation happened to match any of the walls ELF 
harmonics would then have their energy entrained into the soliton. 
‘Consider, for example, an inner wall located 1 meter from the МЕСУ 
axis. It would support an ELF frequency of 2f, twice the fundamental 
frequency. However, this particular harmonic could be excited by an 
entire spectrum of harmonics existing in the ambient molecular move- 
3f. Mfr foe and so on, up to the ninth harmonic; recall 
the discussion in chapter 8. Thus, there are abundant opportunities for 
frequency matches to develop. 

Using the heat capacity of air, Roshchin and Godin have estimated 
‘that heat was being lost at the rate of 1,700 calories per second from the 
eight innermost magnetic walls residing within 4 meters of the МЕС» 
center:* This los rate equals 7 kilowatts, which slightly exceeds the 6 
kilowatts of electric power that the MEC was mysteriously generating 
‘without any mechanical input. If the caloric loss of the entire soliton 
pattern is taken into account out to a radius of 15 meters, then there 
is more than enough energy loss to account for the MEC’s source of 


Ушып and Godin exited йы the walls meneared 12 meters ia ight by 5 cen 
иеги in breadth and clcalated tha the эг рамата through shat volume underwent 
16 Cemperature drop when the МЕС was operating st 350 rpm. 
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power. Thus, the MEC may have a clearly identifiable energy source 
in its immediate environment. It would be partially propelled by heat 
flowing into the magnetic walls from the ambient air and laboratory 
structures, with this energy being subsequently entrained into the soli 
ton pattern. A generator such as this that cools its environment while 
it generates power appears to be the ultimate solution for the global 
warming problem. 

їй also possible that the MEC is entraining background electro- 
magnetic energy. The universe is permeated by energy spanning a wide. 
range of frequencies, including frequencies in the ELF range. Also, there 
isthe well-known ionospheric Schumann resonance, which is excited at 
approximately $ hertz by solar particle bombardment of the ionosphere, 
Higher harmonics of this resonance might match some of the soliton 
harmonics. 

The MEC may also be cohering energy from the omnipresent zero- 
point energy background that extends throughout space. As was noted 
in chapter 4, the reactive ether of subquantum kinetics is conceived to 
have X, Y, and G reactant concentrations that continually fluctuate 
in magnitude in seemingly random fashion. The X and Y ether fluc- 
tuations correspond to spontancous pulsations of the ambient electric 
potential field, and the G ether fluctuations correspond to spontancous 
pulsations of the ambient gravity potential field. Together they make 
up the zero-point energy continuum. It seems plausible that the zero- 
point energy background would locally transfer a portion of its energy 
to material bodies it surrounds, so that if there was a decrease in the 
energy density of the zero-point energy background, then one might 
observe a corresponding local decrease in air temperature. Thus, if the 
MEC was cohering energy from the zero-point energy background, the 
observed drop in air temperature might be a collateral effect and not 
the actual source of the МЕСУ energy. If it was able to extract energy 
directly from the zero-point energy background, then the MEC would 
be able to continue powering itself even in empty space. 

‘The subquantum kinetics zero-point energy spectrum differs from 
that of conventional physics in that it spans all frequencies, including 
ELF frequencies. The zero-point energy concept of quantum mechanics 
and quantum field theory, for example, predicts that such fluctuations 
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should instead occur primarily at high energies since such fluctuations 
are theorized to arise in the simultaneous appearance of a virtual sub- 
atomic particle and its virtual antiparticle. Most of the energy in the 
conventional zero-point energy spectrum then would be at frequencies 
greater than 10" hertz (the MeV range) and would extend on up to the 
Planck limit of 10" hertz (107 electron volts). Conventional physics, 
then, would be off by at least eighteen orders of magnitude in provid- 
ing an appropriate frequency match for the MEC's energy extraction. 
Subquantum kinetics, on the other hand, allows energy to be extracted 
from the fluctuating ether at frequencies in this ELF range and even 
lower. In fact, in subquantum kinetics, the probability of a fluctuation 
‘occurring increases as frequency decreases. High-energy fluctuations in 
the MeV range and greater that would be potentially large enough to 
nucleate the materialization of a subatomic particle would be exceed- 
ingly rare event 

If we define our system boundary so that it surrounds both the. 
MEC and the magnetic-wall soliton pattern that it creates in its immedi- 
ate vicinity, we find that the Sear effect doesnot violate the first law of 
thermodynamics, but it does violate the second law of thermodynamics. 
However, the violation of the second law is the expected norm whenever 
phase-conjugate resonance is occurring. 


10.7 « EXPLAINING THE WEIGHT-LOSS EFFECT 

The MEC's weight-loss effect is not easily explained in terms of stan- 
dard physical theory, but it is understandable within the framework of 
subquantum kinetics." The MEC would develop а negative electric 


ate in magnitude at its negatively biased periphery. From an clectrody- 
namic standpoint, the Scar disc's oscillating field is analogous to the 
nonreversing AC field that Brown was exciting across the dielectric of 
his AC electrokinetic apparatus. Hence, the analysis illustrated in figure 
4.5 for Brown's apparatus should apply equally well to the Scal disc. 
That analysis assumed that gravitational thrust was being produced as 
a result of the creation of a virtual-charge gradient across the capaci- 
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tor dielectric. Furthermore, on the basis of the clectrogravitic coupling 
prediction (equation 7 from chapter 4), we would expect that this vir- 
tual-charge gradient would induce a corresponding gravity potential 
field. As figure 4.Sc shows, the resulting oscillating gravity field gradi 

cent would induce a gravitational thrust in the negative-to-positiveelec- 
trie pole direction. A similar thrust would be predicted for the MEC, 
directed from the MEC's periphery toward its center. 

In the subquantum kinetics ether concept, this radial gravity poten- 
tial gradient is envisioned as a G-on concentration gradient that angles 
downward toward the MEC' center and whose slope varies cyclically 
with time. This concentration gradient would induce G-ons to diffuse 
radially inward at a rate that just compensates the rate at which G-ons 
are being added to the MEC's periphery as a result of the electrons and 
negative virtua-charge densities that are being pumped there and that 
act as G-on sources. Thus the revolving ring of roller magnets would 
act as an ether pump, pumping G-on sources (electrons and negative 
virtualcharge densities) toward the MEC's periphery, thereby lowering 
the G-on concentration at the МЕСУ center. This outward G-on flux 
would likely have a rotary component aligned in the clockwise direction 
of magnetic ring rotation, in which case а clockwise ether vortex would 
be produced. 

"The above analysis suggests that while in operation, the MEC or 
Scar disc would generate a gravity field in its generators interior where 
ир would be oriented toward the generator's periphery and down would 
be oriented toward its center. Thus, the induced internal gravity gradient 
would act as a centripetal force that would counteract the centrifugal 
force of rotation. This disagrees with Barrett's inference that the gravity 
field in the Scarl generator would be oriented with the center being up 
and the rim being down.” In the same paragraph, Barrett commented 
that "side effect electromagnetic forces help to keep the Searl generator 
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together,” chat i, counteracting the centrifugal force of rotation. Неге 
he is partially correct the Seal generator induces a “side-effect” force 
that helps to keep it from flying apart, but this force is electrogravitc, 
not electromagnetic as Barret infers. On the other hand, if the Searl 
generator was spinning counterclockwise, the gravity and electric field 
gradients would be just the reverse, and in that case the gravitational 
field would act to pall outward in the same direction as the mechanical 
centrifugal force. 

Let us consider what effect this radial G-on flux would have on the 
Earth's gravitational field in the vicinity of the MEC. According to sub- 
quantum kinetics, the Earth is a net consumer of G-ons. Hence, it forms 
а radial concentration gradient inthe G ether that extends out into space, 
with G-on concentration progressively rising with increasing distance 
from the surface of Earth. More specifically, this ether gradient, which 
corresponds to Earth's gravity potential gradient, diminishes according. 
to the inverse of increasing radial distance, with the G-on concentration 
gradient progressively decreasing with increasing distance. This gr 
ent induces G-ons in space to continually diffuse downward into Earth, 
‘where they are reactively consumed ata higher rate. This downward flux 
i» illustrated by the large gray arrows in figure 10.15. This environmental 
gravity gradient extends vertically through the MEC and tends to exert a 
downward force on it; see my book Subquantum Kinetics for an expla 
tion of how etheron gradients induce movement. 

Figure 10.15, which displays a side view of the MEC stator and roller 
ring, alo shows the directions in which the MEC induces G-on move- 
ment. Thus, when the MEC is operating, G-ons that normally would 
diffuse downward toward Earth, forming Earth's gravity field gradient, 
would instead be induced to move in a perpendicular direction, paral- 
lel to the МЕСУ rotational plane. G-ons would be drawn from above 
the MEC as well as from below, so G-ons residing below the MEC that 
normally would flow away from the MEC downward toward Earth 
now would diffuse upward toward the MEC's center, which establishes 
a low G-on concentration, or G well, when the MEC is operating. Note 
that the ether flux pattern mapped out here is similar to that mapped 
by Barrett (sce figure 10.4), which was inferred from experiments with 
the Sear dise. 
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Figure 10.15. Vertical cross-section of the MEC showing how it alters tbe G- 

оя [ик in is vicinity when operating (В. LaViolete, © 2006) 


‘The alteration of the G-on trajectories correspondingly alters the 
gravity field gradient passing vertically through the MEC. Figure 10.16 
shows how Earth's gravity potential gradient would be altered across 
vertical sections taken near the МЕС peripheral roller ring (right pro- 
file) and near йз center (left profile), The dashed line indicates the grav- 
ity potential gradient that Earth normally produces. This figure shows 
that gravity potential is boosted in the vicinity of the roller ring because 
the outward flow of electrons (negative gravity mass) increases the G- 
‘on concentration near the periphery of the МЕС and decreases it near 
its center. Objects approaching near this peripheral region would be 
gravitationally repelled. The opposite situation would occur near the 
MEC center. Gravity potential at the center of the MEC would be 
decreased relative to environmental levels. Hence, objects approaching 
the MEC near its center would be drawn inward. 

Along the МЕСУ midplane, at both its center and its periphery, 
the gravity gradient would approach a zero-gradient condition, giving 
the MEC a condition of weightlessness at a sufficiently high rate of 
rotation. Even so, the MEC would experience a net force repelling it 
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Figure 10.16. How Earth's 
gravity potential field is altered. 
ahen the MEC is operating. 
“Arrows indicate the direction of 
gravitational force outside the 
MEC. Along Ње plane of the 
disc, where the С profile becomes 
vertical, there would be no 
gravity gradient, hence a state of 
weightlessness. 


from Earth, just like Searl's SEGs, which would suddenly rush upward 
after a brief period of hovering, The reason for this is that the MEC 
would surround itself with a gravity potential hill that would tend to 
screen the gravity potential well being generated at its hub. This len- 
ticular gravity potential hill would behave just like a body of negative 
gravitational mass polarity. That is, under the influence of Earth’ 
gravity potential gradient, it would spontaneously move up this gr 
ent from a lower toward a higher potential. Consequently the МЕС» 
gravity potential hill field would migrate away from Earth's surface, 
the MEC moving along with it.“ This scenario, which follows from 
subquantum kinetics, is consistent with Barre 
the SEG isin the drive condition, its surrounding field iı 
craft is shot out of the carth’s field like a wet orange pip from between 
the fingers"? 

Ifthe ring of roller magnets was instead made to revolve in acounter- 
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clockwise direction, G-ons (and electrons) would be propelled radially 
inward, toward the center of the stator. In this case, this auxiliary vorti- 
cal effect would surround itself with a gravity potential well that would 
tend to screen the gravity potential hill accumulated at the MEC's core. 
“Thus, the MEC' outer field pattern would behave as though it was pro- 
duced by a mass of positive gravitational polarity. Is field, then, would 
be attracted toward Earth and would pull the МЕС downward, thereby 
increasing its overall weight. This is consistent with the observations of 
Roshchin and Godin. 

The МЕС» weightreduction hysteresis may also have a ready 
explanation. This concerns the observation that when the МЕСУ rate of 
rotation passes а critical threshold, its weight decreasing with increasing 
rotor speed, if rotor speed is subsequently decreased, the MEC main- 
tains its lowest attained weight even when rotor speed has been dra- 
matically reduced. This may be an indication that much of the М! 
G-on pumping action comes from the feld oscillations that produce its 
soliton pattern. Even though the rotor speed drops, this pattern would 
still be supplying energy to these oscillating fields and would continue 
to pump ctherons. 

Another prediction that emerges from subquantum kinetics is that 
the inertial mass of the MEC or SEG should decrease when it is oper- 
ated in the levity mode (clockwise rotation). That is, in subquantum 
kinetics, an increase in G-on concentration (higher gravity potential) 
would affect the Model С ether reactions in such a manner as to cause 
а lengthening of all photon and particle wavelengths. That 
of gravity potential would increase the Compton wavelength A; of the 
electric potential wave pattern that characterizes the particle's ficld pat- 
tern? This wavelength is related to the particle's inertial mass by the 
formula Xo = тос, in which b is Planck's constant and mo is the pa 
Чез inertial mass. So an increase in Compton wavelength is equivalent 
to a decrease of inertial mass. This supports Sea's claim that his SEG 
becomes inertia-free during operation 22 

These interrelated effects of gravity-induced wavelength change 
and gravity-induced inertial mass change, which emerge as a necessary 
‘outcome of subquantum kinetics, allow subquantum kinetics to account 
for well-known astronomical phenomena such as the gravitational 
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lensing of starlight by а massive body and orbital precession. Gravi- 
tational lensing would arise from the wavelengeh-alteration effect, and 
‘orbital precession would arise from the inceial-mass-alteration effect. 
In the past, general relativity has attempted to explain both of these as 
‘outcomes of the supposed warping of space-time by massive bodies. In 
the twenty-first century, the outmoded theory of general relativity will 
be forced to relinquish its ownership of these astronomical phenomena 
as subquantum kinetics enters to fill its vacuum. 

"This incrtial-mass-alteraion effect has been demonstrated in the 
laboratory. Kazakhstan physicist Valery Mikhailov conducted two 
experiments in which he observed the oscillation frequency of an clec- 
tron located within a charged sphere, In one, the sphere's potential was 
varied between -3,000 volts and 43,000 volts, and in the other, the 
sphere's potential was varied between -125 kilovolts and +125 kilo- 
volts." He found that the electron’ effective inertial mass changed 
in direct proportion tothe applied voltage potential decreasing with 
increasing negative potential and increasing with increasing positive 
potential. This is in agreement with the predictions of subquantum 
kinetics. That is, by negatively charging the sphere, the gravity poten- 
tial in the interior of the sphere should be raised; hence, the inertial 
mass of particles in the sphere's interior should be decreased, as was 
observed. 

Apparently unaware of subquantum kinetics, Mikhailov cited his 
results as confirmation of a different theoretical prediction, made by 
Brazilian physicist André Assis on the basis of force field interactions 
predicted by the electrodynamic approach of the nintcenth-century 
German physicist Wilhelm Weber.” Assis's interpretation of Weber's 
electrodynamics theory, however, makes the different prediction that 
the sign of this inertial effect should depend on the particle's electric 
charge; hence, а proton’s inertial mass should increase when the sphere 
is negatively charged. Subquantum kinetics, on ће other hand, predicts 
that the proton’s inertial mass, like that of the electron, should decrease 
with increasing negative charge. Apparently, another experiment should 
be performed on the oscillation frequency of a positively charged ion to 
determine which of these two theories is correct. Meanwhile, we cur- 
rently have only anecdotal reports on the behavior of the SEG to suggest 
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that che subquantum kinetics alternative may be the correct outcome. 

Yer another prediction coming out of subquantum kinetics concerns 
the phenomenon of dematerialization. It predicts that if a spacecrafe's 
gravity potential was to rise very high, the craft could become invis- 
ible or, in some cases, could dematerialize all together. In such a case, 
an increase in gravity potential above a certain critical threshold, £, 
would dictare subcritical conditions in the ether reaction system, which 
in the extreme would cause energy waves and matter to ultimately dis- 
sipate, leaving behind uniform concentrations (i. the vacuum sat). 
Further experimental evidence is needed to determine whether this 
could account for observations of spacecraft invisibility. 

The analysis presented above for the MEC would apply equally well 
to Searl's muliring SEGs. Since a second added ring would rotate in 
the same direction as the first but would be rotating twice as fast and 
clockwise relative to the innermost runner ring, the gravitic effects of 
the two rings would be additive, effectively doubling the weightloss of 
the apparatus at а given rotation rate. This can be compared to operat- 
ing two water pumps in series. The inner ring of roller magnets would 
pump G-ons outward and the outer roller magnet ring would further 
assist this pumping action. Adding a third ring would boost this effect 

‘Compared with the beam propulsion technology discussed in chap- 
ters 7 and 8, the SEG and the MEC appear to offer а simpler approach 
to gravitational levitation. However, it may not be as desirable from a 
weaponry standpoint in that a craft using such levitation would not be 
able to abruptly change its direction of flight. This may explain why the 


For 
more-peaceful applications, such as for high-speed personal transport 
across the globe or beyond to other planets, the SEG and MEC technol- 
‘ogy appears to be the better choice. It also has the benefit of offering а 
virtually limitless energy source that could ultimately eliminate global 
warming. Power companies, however, will need to reeducate themselves 
rapidly on basic physics and engineering so as not to follow the police- 
state tactics of their predecessors. For example, in May 1982, govern- 
ment agents broke into Searl's home, confiscated an SEG unit that was 
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Figure 10.17. The second magnetic energy converter prototype in the process 
of being assembled by Koschin and Godin in Moscow, 


under tst supplying electricity to his house, and tore out all the clectri- 
val wiring from his house. Citing as evidence a sequence of unusually 
low metered clerical bills, the Southern Electricity Board then pros 
омей him oo trumped-up charges of “stealing electricity by means of 
a unique device,” and sued him for a large sum of money. As a result, 
Sears family broke up and be became very depressed. The Court had 
him confined to ай for about a year and while so detained an arsonist 
set his house on fire, destroying most of his records and equipment." 

Roshchin and Godin do not presently have access to their earlier 
generator. Reminiscent of Searls plight, they report that their first 
prototype was stolen from their laboratory. However, they are cur- 
rently working on building a second prototype at the Glushko “NPE 
Energomash” Company in Moscow with the intention of duplicating 
their earlier results (figure 10.17). Groups led by Searl in the United 
Kingdom and by American researcher John Thomas in the United States 
are alo undertaking projects that intend to duplicate Searls earlier 
work: 
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ELECTROGRAVITIC 
WAVE EXPERIMENTS 


11.1 = THE DIMITRIOU GRAVITY SHIELD 


Stavros Dimitriou, a professor of electrical engincering, has performed 
an experiment that may demonstrate some degree of gravity shielding. 
Like the SEG, the weight-loss effect produced by Dimitrios apparatus 
appears to arise because electrons are induced to move radially in and 
‘out from a central point їп a plane oriented perpendicular to the аг 
gravity field. Dimitriou arranged a set of eight wire loops in а ra 
pattern, the loops’ ends being joined at upper- and lower-hub junctures 
(sce figure 11.1). The entre “antenna,” which has а diameter of about 
90 centimeters, was suspended from the ceiling by means of a thread. 
А 15-volt, square-wave pulse signal having a frequency of about 
75 megahertz was applied across the antennas upper and lower hubs 
to excite currents to oscillate back and forth through the wire loops. 
"These currents would flow radially with respect to the hubs and for 
the most part parallel to the Earth's surface. Dimitriou was supplying 
а radio-frequency power of only 2.5 watts to his antenna. In order to 
maximize the current flowing in the loops, the excitation frequency was 
chosen to match the antenna's resonant frequency, at which a quar- 
ter of a wavelength would fit across the loop's approximately l-meter 


Figure 11.1, The gravity screening radio-frequency antenna array tested by 
Stavros Dimitriow, (Adapted from a drawing om Jean-Louis Naudin's website, 
ipa maudim [ree fr) 


radius, At ге 
far higher than the AC exciting current, with maximum values being 


mance, the currents circulating in the loops would be 


reached at the ant 
а Qresonance quality factor of 90, the 100-milliamp AC signal would 
have excited currents reaching up to 9 amperes. 

Dimitriow measured the antenna’ ability to alter gravity by swing: 
ing it back and forth on its suspending thread and measuring its period 
‘of oscillation, with the AC turned both on and off. Comparing the peri 
ods, he found thatthe antenna's swing period was slightly greater when 
the AC was on. Since the length of the antenna's suspending cond did 
not change, he concluded that the antenna wa! 
gravitational accelerating force by 1.3 percent, with the period of any 
swing of the pendulum being determined by its length and the force of 
gravity acting on its mass." He believed that this reduction arose because 


a's periphery. For example, if his loop system had 


ble to locally reduce the 


currents induced in the loops were somehow creating а local grav 
shielding effect. He also swung а small pendulum bob that he held near. 
the radio-frequency antenna and, by timing its swing, found that its 
period also increased when the antenna was excited.” Consequently, he 
concluded that objects in the immediate vicinity of the antenna were 
similarly affected by the gravity redaction 
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The question that arises, however, is whether the reported percent- 
age of reduction in the gravitational acceleration, g, is а real effect or 
а statistical artifact. There is considerable error involved in measuring 
the period of a pendulum. Even with no variation of the gravitational 
force or the pendulum length, the clocked period of the bob's swing can 
vary from one clocked period to the next due to friction in the pendu- 
lum string, room air currents, and timing inaccuracies. Consequently, 
such a pendulum period measurement has meaning only if many sets of 
measurements are made with the AC signal both turned on and turned 
off, for which period averages and period standard deviations are calcu- 
lated. If the difference between the average length of the “on” periods 
and the average length of the “off” periods is shown to be significantly 
greater than the data standard deviation, then one might surmise that 
а real effect on gravity is present. But past reports of the existence of a 
к reduction effect may instead be misinterpreting statistical artifacts of 
the measurement process as evidence of a ral effect. 

French researcher Jean-Louis Naudin attempted to duplicate Dimi- 
triou's pendulum antenna experiment. He built a similar wire loop 
array and excited it at a resonant frequency of 83 megahertz. Whereas 
Dinitriou had used a handheld stopwatch to clock the antenna swing 
period, Naudin allowed the antenna pendulum to cut the path of a 
laser beam as it swung and recorded the swing intervals electronically. 
Measuring the period increase of the pendulum swing, he calculated a 
much greater, 7 percent reduction in gravitational acceleration when 
the oscillator was switched on. In another version of the experiment, 
Naudia tested the period swing of an antenna having wire loops that 
cach included an extra turn at its outer extremities, with the extra loops 
being oriented in the horizontal plane. With this design, Naudin mea 
sured an 11 percent reduction in gravitic force, for а power consump- 
tion of about 3.5 watts. Both test rigs were found to have а Q value of 
about 105 
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However, like Dimitriou, Naudin reported only an estimated per- 
centage of gravitational reduction, without providing the standard 
deviation values to allow one to judge the accuracy of the method of 
‘measurement. Thus, until а test of the radio frequency (RF) pendulum 
antenna is properly performed giving the purported RF-induced period 
change along with the variance of the period measurement, t is not pos- 
sible to determine for certain if the effect is real, АП that can be said at 
present is that itis an interesting subject for investigation. 

Dimitriou also proposed another version of his RF pendulum 
antenna experiment in which the wire oops of his antenna are replaced 
by a dise-shaped printed circuit board having copper-clad upper and 
lower surfaces electrically joined at its periphery (Figure 11.2)- In this 
way, the two surfaces would form  pancake-shaped RF cavity that 
would have a beneficial high Q value. He proposed that the lift effect 
would be more easily seen by testing a 30-degree pie section ofthe disc 
and observing its tle when energized with radio-frequency power, given 
that a greater weight loss would be obtained at the sector's periphery 
than at its center. 

Naudin has attempted to duplicate Dimitriou's RF pie-wedge exper- 
iment. The wedge shown in figure 11.3 was balanced around its center 
of gravity and checked for evidence of any tilt when energized with a 
radio-frequency-excitng circuit connected at its apex. Naudin reported 
that he was able to get some weak upward movements of the wedges 
rim, but that these movements were not easily reproducible. 

1n 2007, I witnessed several tests of the disc version of the Dimitriou. 
RF pendulum antenna being resonantly excited with 20-volt pulses, but 
in my opinion there was no change of the pendulumn’s period above the 


Figure 11.2. The disc. 
shaped RF antenna 
proposed by Dimitriou 
im 2001. The wpper- and 
lscer-disc surfaces would 

Copper. Clad be energised with radio- 
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Figure 11.3. A wedge-shaped printed circuit board constructed by Naudin as 
ıa test of Dimitrion’s experiment. (Courtesy of JL Naudin, from bis website, 
‘ep.inaudin fee fr) 


margin of measurement error; hence, no clear indication that gravity 
was being reduced when the disc was energized. If there was an effect, 
it was too slight to be detected. By accurately recording large num- 
bers of pendulum swing periods, it should be possible to substantially 
reduce the variance in the period measurement data, in which case the 
sensitivity ofthe test to detecting small alterations in gravity might be 
improved. If future tests demonstrate that a gravityscrecning effect is 
produced, this would be one of the most promising among electrograv- 
itic technologies, not only because of it simplicity, but also because of 
its high energy efficiency. 

Although it may be too early to theorize about how Dimitriou's wire 
and disc antennae might produce a gravity-sereening effect, we might 
venture an explanation similar to that given for the operation of the 
Searl disc. That is, one might expecta gravity screening effect to arise 
because G-ons are being induced to move in a horizontal direction (ie. 
perpendicular to the Earth's gravity field gradient). The AC resonance 
in the antenna would set up oscillating clectric potential field gradients 
directed radially inward and outward along the length of the upper or 
lower conductor wires. Alternatively, in the case of the RF disc, these 
‘would be directed radially to and from the centers of upper or lower 
dise surfaces. These oscillating field gradients would be steepest near 
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the periphery ofthe wire loops (or disc surfaces), where the induced cur- 
rents would also be maximal. According to subquantum kinetics, these 
oscillating electric fields would be accompanied by oscillating gravity 
potential fields whose field gradients would also be maximal at the loop 
ос disc periphery. Consequently, the radial back-and-forth movement of 
electrons would be accompanied by a horizontal radial back-and-forth 
movement of G-ons. The oscillating gravity field propelling these G-ons 
in the horizontal plane would also entrain G-ons associated with the 
vertical G-on flux that naturally flows toward the Earth in response to 
the Earth's gravity ed gradient. Consequently, in the vicinity of this 
oscillating electrode, the ambient G-on flux and its associated G-on 
concentration gradient would be deflected from their normal vertical 
orientation toward the horizontal. As a result, objects in the vicinity 
of this dise would no longer feel the full downward poll of the Earth’ 
gravity, being effectively screened from this field by the disrupting effect 
of this AC resonator. 

In the ем disc, the pulsing fields were nonreversing and always 
induced G-ons (and electrons) to move radially outward toward the 
periphery of the дис. In that case, then, an occupant of such a vehicle 
would fel a centripetal inward-pulling gravitational force. In a gravity 
shield created by radio-frequency excitation of a Dimitriou antenna, on 
the other hand, the direction of this radial G-on Пих would reverse 100 
million times per second or so. Consequently, the horizontal gravity 
field component would have a net-zero valve. 

Brown may have inadvertently been producing such a gravity- 
screening effec in his vertical lf electrokinetic apparatus. His electro- 
kinetics patent proposed applying AC to a negatively charged “half-wave 
radiator" disc electrode positioned at the tip of a conical dielectric (sce 
figure 3.8 in chapter 3). Like Dimitriou’s disc, this would have propelled 
G-ons radially inward and outward in the plane of the disc and set 
up а geavity.screening field in the electrodes immediate vicinity. The 
induced G-on flux would have locally redirected the G-on flux that 
normally moves downward toward the Earth to flow in a horizontal 
direction, thus decreasing the gravity field gradient across the saucer 
and locally reducing the g-value affecting the saucer's mass. The AC 
oscillations induced in the positively charged canopy electrode would 
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also have contributed to the gravity-screcning effect. Thus, part of the 
life that Brown was getting might be attributed to an induced gravity- 
screening effect. 


112 " LOW-VOLTAGE SAWTOOTH-WAVE 
EXPERIMENTS. 


In the mid-1990s, Dimitriou conducted an experiment in which he 
radiated sawtooth waves from the end of a specially configured dipole 
antenna." The antenna, which is shown in figure 11.4, measured 18.5 by 
12,5 centimeters, A detailed explanation of why it was constructed in 
this fashion may be found in his master's thesis. He excited the antenna 
with a Ll-megahertz, 15.5-ok peak-to-peak RC-Norton signal of the 
sort graphed in figure 7.6b. The oscillating current would have reached 
its maximum value along its central wire axis and attaincd lower values 
in the two outlying wires, each of which was capacitively loaded with a 
total of 53 picofarads. 

Dimitriou discovered that the antenna created a gravitational force 
in line with its central axis when it was being excited with this sawtooth 
wave. He suspended a 4.I-gram, 1.S-centimeterdiameter glass sphere 
at the end of a 2-meter cotton string from the ceiling, positioning the 
sphere close to one end of the central antenna wire. A grounded copper 
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Figure 11.4. Ая antenna constructed by Stavros Dimitriou that radiates longi 
tudinal gravity waves from either end of its central conductor. Cy, Cs, Cy, and 


Care loading capacitances. The pendulum bob was hung 3 centimeters from 
the antenna im line with the central conductor. 
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plate was placed between the antenna and the pendulum to screen any 
electromagnetic effects. He observed that when the antenna was cner- 
sized, a longitudinal force was exerted on the nearby test pendulum. 
When placed near the negative end of the central antenna wire, the bob 
was attracted with a force of 4 dynes, indicating that it was subject to 
a gravitational attraction of 0.1 percent. When placed near the positive 
end of the central wire, it was repelled with a force of 3 dynes, that is, 
repelled with a gravitic force of 0.08 percent g. Dimitriou theorized that 
this graviti force was exerted on the test mass by a beam of gravity 
waves emitted from the end ofthe central wire. 

In yet another experiment, Dimitriow demonstrated that sawtooth 
‘waveforms produced frequency shifts in light being emitted from the 
junction of a light-emitting diode (LED). He reasoned that the LED's 
junction functioned as a miniature capacitor and that the sawtooth 
wave created а gravitational force that induced it to move, with the 
motion producing a Doppler shift of the LED's frequency. He measured 
the resulting velocity change of the junction by observing the amount 
and sign of the frequency Doppler shifting that this motion induced in 
the LED's light. A blueshift (frequency increase) indicated a forward 
thrust of the LED's light-emitting junction, and a redshift (frequency 
decrease) indicated а reverse thrust of the junction. 

Dimitriou excited the LED with a 1.85-megahertz sawtooth wave 
having an amplitude of about 2 volts peak-to-peak. The voltage was 
adjusted so that the LED began to emit its light just when the volt 
age reached its peak value. This was done because as the LED junction 
reaches full luminance, it loses it capacitive characteristics and, hence, 
no longer functions clectrogravitically. 

He studied the effect of two types of waveforms. One was an RC- 
RC waveform of the type pictured in figure 7.5b, with an exponential 
voltage rise that lasted one-third as long as its exponential voltage 
decline. The other sawtooth wave was a ramp-type wave having a linear 
rise and linear fall, also in a one-to-three duration ratio. The leading 
edge of the exponential waveform produced а frequency blueshift equal 
to 8.16 millimeters per second, and its trailing edge produced а fre- 
quency redshift equal to 2.85 millimeters per second, which was 2.86 
times less The ramp sawtooth waveform surprisingly produced frequency 
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shifts as well, with the leading-edge velocity shift being 2.57 times the 
trailing-edge velocity sift. Also, the ramp wave produced velocity shifts 
that were about 2.7 times less than those produced by the exponential 
waveform. 

The velocity change cannot be attributed solely to the electrogra- 
viti effects of virtual charges since, if such were the сазе, the ramp 
waveform, whose potential varied linearly with distance, should have 
induced no velocity change in the LED junction. Alternatively, it is рон. 
sible that the frequency shift of the LED junction arose because the 
sawtooth waves induced changes in the electrical characteristics of the 
junction through some unknown effect 

Dimitriou also performed a series of experiments in which he repeat. 
edly charged and discharged a parallel plate capacitor with an RC- 
Norton sawtooth wave similar to that shown in figure 11.5 and looked 
for evidence of whether the capacitor was experiencing a gravitational 
їһгим.** He experimented with sawtooth-wave frequencies ranging 
from several hundred kilohertz up to slightly more than 1 megahertz, 
having a comparably low peak voltage of up to 12.4 volts, He produced 
this waveform using the circuit shown in figure 11.6, which consists of 
2 7555 integrated circuit chip, two capacitors, and a charging resistor 
Ry in series with the test capacitor. The value of this resistor was chosen 
to be 2,367 ohms, 292, in which Z, is the free space impedance of 
376.7 ohms. 

Dimitriou applied this waveform to two capacitors attached to 
чийет end of a 38-centimeter-long rotor arm, repeatedly charging and 
discharging them at a 238-kilohertz frequency (sce figure 11.7). Each 
capacitor measured 8 centimeters and consisted of a 1-centimeterthick 


Figure 11.5. An RC-Norton. 
sawtooth wave having а 
gradual exponential voltage rise 
‘and rapid linear voltage decline. 
The ramp voltage drop war. 
made to last about. 

З percent of the duration of the 
voltage rise phase. 
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Figure 11.6. Circuit 
diagram for producing 
the RC-Norton-type 
sawtooth wave, 


slab of copper flanked by two thin sheets of dielectric that, in turn, 
were flanked by 0.5-millimeter-thick bronze end plates. The outer 
bronze plates served as the capacitor’ positive and negative electrodes. 
Dimitriou reported that when he energized them with this sawtooth 
wave, the capacitors developed a thrust in the negative-to-positivediree- 
tion, causing the rotor arm direction to twist by about $ millimeters, 
which was equivalent to a one-degree rotation. He also ran a similar 
test made with an air gap instead of a dielectric between the capacitors 
plates and reported that it also produced a thrust. Thus he concluded 
that the effect did not depend on the presence of a dielectric. 

In March 2007, 1 conducted my own tests of Dimitriou’s thrust 
capacitor effect. I constructed printed circuit board capacitors measur- 
ing about 3.5 by 5 centimeters and having a capacitance of about 410 
Picofarads. A piece of aluminum foil formed one plate and the copper- 
clad printed circuit board formed the other plate, both separated by a 
layer of double-stick tape. 1 also built an RC-Norton oscillator based 
оп the circuit diagram shown in figure 11.6 and used it to energize the 
capacitor with 15-volt sawtooth waves having a frequency of about 1 
megahertz. 1 hung an 80-centimeter-long pendulum bob near one face 
of the capacitor, but observed no deflection when the capacitor was 
energized (i.e, Ax < 1 mm). This indicated that any lateral gravitational 
acceleration produced in the immediate vicinity of the capacitor would 
have had to be smaller than 0.1 percent . 1 also used a waveform gen- 
erator built by Dimitriou and got the same null result. 

For another test, I constructed a capacitor measuring 10 by 13.5 
centimeters and placed it horizontally on a milligram balance that was 
sensitive to 1 milligram weight changes. When energized with the RC- 
Norton sawtooth waveform, no weight change was observed. Since 
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Figure 1.7. The capacitor rotor 
setup in the Dimitriow satetooth- 
wave experiment. pum 


Capector 


the capacitor itself weighed 85 grams, this indicated that there was no 
change in gravitational acceleration larger than 0.001 percent у. 

То check the Dimitriou capacitor rotor experiment, 1 built a rotor 
setup similar to that shown in figure 11.7. The capacitors were con- 
structed from two 30-mil rectangular copper slabs measuring 10.5 
by 14 centimeters and separated from one another by a thin polyeth- 
ylene-film layer. The capacitors each weighed about 200 grams and 
had a capacitance of 655 picofarads. They were mounted at opposite 
ends of a 90-centimeter-long stick that was suspended from the сей 
ing at its center point (sce figure 11.8). The sawtooth-wave generator 
and its battery-power supply was attached to the stick. 1 worked with 
Professor Panagiotis Pappas and his assistants to carry out tests of 
the apparatus in his Athens laboratory. We energized both capacitors 
with the RC-Norton wave, but could see no persistent rotation of the 
apparatus 

‘Checking the sawtooth wave with an oscilloscope, we found that 
an unwanted high-frequency oscillation was present in the waveform, 
which was due to inductance added by a long lead wire connecting the 
wave generator to both capacitors. To eliminate this oscillation, we 
placed the wave generator as close as possible to one of the capacitors 
and disconnected the wire supplying RF to the other capacitor. The 
second capacitor, then, was used as an inert counterbalance weight at 
the opposite end of the rotor arm. 

Before carrying out a retest, we constructed a photo-relay circuit 
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Figure 11.8. A capacitor rotor constructed by the author. (T. LaViolette, © 
2007) 


that would reverse the sawtooth-wave polarity to the capacitor, Thus, 
by operating a switch in the adjoining observation room, we could 
momentarily turn on a room light and activate the photo-relay circuit 
to reverse the capacitor polarity without actually touching the appara- 
tus, Pappas also set up а video camera on the ceiling that looked down 
‘on the capacitor rotor so we could view any movement of the appara- 
tus remorely from the observation room. This was done to minimize 
the chance that air currents produced by movement of people in the 
room or by their breathing would disturb the apparatus. We found 
аги would take at least an hour for the swinging of the apparatus to 
subside, and even then oscillations would still be present due to room 

We energized the capacitor with a 1.S-megahertz RC-Norton 
wave, remotely reversing the waveform polarity on the capacitor, but 
Ww no comparable reversal or alteration in the swing of the appa- 
ratus, We concluded that no gravitational-thrust effect on the rotor 
could be seen other than the rotors ongoing slow oscillations arising 
from room drafts. Using a makeshift tensometer, 1 determined that 
if the capacitor was able to develop a gravitational force of at least 
0.04 percent g, a persistent rotary movement of the apparatus should 
have heen observed. The null result, then, calls into question claims 
that low-voltage waveforms are able to induce gravitational thrusts on 
capacitors. 

Later, Pappas modified the rotor assembly so that the sawtooth- 
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wave generator was supplied with 16 volts DC via fine feed wires 
attached to the rotor’s suspension wire, with the power switch being 
situated in the observation room. In this way, we were able to turn the 
wave generator on and off from our remote location. We also deac- 
tivated the polarity-reversing relay to omit any vibrations that arose 
when the relay was energized. After allowing several hours for the 
apparatus to equilibrate, power was turned on and later turned off, 
but no thrust could be seen other than the swings arising from room 
drafts. 

Naudin reported that he had duplicated the Dimitriou capacitor 
rotor experiment and had observed a 1-degree rotation of the appara 
tus, Our rotor was constructed in a fashion similar to that of Naudi 
except our capacitor plates were made from sheet copper instead of 
sheet aluminum and we activated only one of the two rotors. Based 
оп our results, we are left to wonder whether the 1-degree rotation 
Naudin reported was due to air currents and not to a true detection 
of gravitational thrust. In his description of the experiment, Naudin 
acknowledged that air currents could pose a problem to the stability of 
the capacitor rotor arm. 

Dimitriou's original rotor experiment used capacitors that were 
much more massive than those used in our experiment, since they each 
incorporated a I-centimeter-thick copper slab. Thus, the rotor experi 
ment should be repeated using copper slabs of similar thickness to sce if 
а positive result is obtained. Another experiment that should be dupli 
cated is a rotor experiment that Dimitriou demonstrated to professors at 
the University of Manchester. In that case, two 1.5-centimeter-diameter 
mica capacitors were placed at opposite ends of a 25-centimeter rod that 
was suspended at its center. When energized with an RC-Norton wave- 
form, the arm reportedly rotated 20 degrees. 

Dimitriou has developed а working theory that has guided his 
experimental discoveries, details of which are given in his master's 
thesis. He makes a number of deductions from conventional electro- 
static and gravitation theory that have led him to assume an equi 
lence between the rate of change of a capacitors charging current and 
a gravitational acceleration acting on the capacitor. Alternatively, he 
formulates this as relationship between an accelerating rate of change 
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of a capacitors electric field intensity and a consequent gravitational 
acceleration acting on the capacitor. As shown in the text box below, 
his electrogravitic acceleration relationship (13) is in agreement with 


the subquantum kineti 
gravitational force given by equation 8 in chapter 4. 


prediction of how virtual charge induces 


Equivalence of the Dimitriou Electrogravitic Theory 
with That of Subquantum Kinetics 

Dimitriou assumes that а constant current, i, producing a constant 

rata of change of charge, 40/4. on э capacitor should be equivalent to 

«Неси э proporsonate state of moton in the capacitor and inducing 

ин movement at a constant velocity, v, relative to the charge' frame of 

reference, mathematically expressed эт: 


E 


lterratvely, een ata constardy charging current wil produce э 
constant Increase in the rate of change of electric fed intensity, d£/dt. 
he states that ths rate ой crease should be equnalent to 3 proportion | 
ate изе of motion at veloc, expressed a: 


" (19) 


is Bae oy 


n which ee the dielectric constant ofthe capacitor and Sits surface 
area, Note that electric field intensity i the same a the negative of the 
voltage gradient across the capactor (ie. E = Fey). Thus he posits 
that a linear increase in charge on a capacitor plate, or near increase in 
voltage gradient acros a set of capackor plates, в equivalent to a virtual 
velocity vector directed toward the capacitors postive pole, but that 
thi does not result элу acceleration or motional displacement of the 
picto 

Further, Diitriou deduces that the rate of change of current, а/б 
producing an accelerating change in the amount of charge ona capacitor, 
0/48, or an accelerating change in the ест fied intensity across 
the capacitor pates, ФЕЛА, should be equivalent to effecting a state in 
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which the capacitor behaves as though t was subject toa gravaational 


(2) 


Thus, he supposes that n accelerating crease n charge ona capac- 
тог plate, or accelerating increase in voltage gradient across a set of 
capacitor plates, is equivalent to an acceleration ofthe capacitor toward 
из postive pole. He presumes that exertion of а gravitational force 
and displacement ofa capacitor occur only in stuations of the second 
ind, эз in equation 12, in which the capactors electric field intensity 
crees or decreases nonlinearly with ime. 

‘On the assumption thatthe electric field intensity а conceived as 
ıa wave traveling a the speed of light and chat its amplitude changes 
‘with distance in the same manner as it changes with time, equation 
12 may be expressed in terms of the change of electric potential 
with respect to distance, f. rather than with respect to time, , аз 
follows: 


бо) ы) ы ә 


in which E = Nox Given that a, = Fy/m, this may be sen to be iden- 
tial to equation 8, the subquartum kinetic couple relation dered 
ın chapter 4 that expresses the electrogravic effects of virtual charge 
densities 


Dimitriou's theory relates cectrogravitic acceleration to charging 
current, which is advantageous from an electrical engineering stand- 
point since the output of a wave generator is often described in terms of 
the current it generates. Subquantum kinetics, however, has the advan- 
tage of offering a conceptual model that allows one to sce what might 
be going on to cause thereto be this electrogravitk linkage. It allows one 
to sce the connection between electric field potential, virtual.clctric- 
charge density, gravity field potential, and gravitational acceleration. 
Subquantum kinetics also shows that a first derivative of elcctri field 
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potential may also be important in the high-frequency regime. It is 
interesting that Dimitrion arrived independently at an experimentally 
based formulation that is equivalent to the clectrogravitic formulation. 
of subquantum kinetics. 

In summary, further research is needed to check out Dimitriou's 
findings. Т believe that an electrogravitic thrust effect should exist, 
but at wave voltages much higher than the ones Dimitrou and Naudin. 
were using. Additional experimentation with sawtooth waves in the 
kilovole range should hopefully bring chis electrogravitic thrust phe- 
nomenon up to a detectable level. Similarly, additional experiments 
should be conducted to excite Dimitriou's disc antenna with RF in 
the kilovole range to determine with greater certainty whether gravity 


screening is produced. 


12 


HIGH-VOLTAGE 
ELECTROGRAVITICS 
EXPERIMENTS 


Investigations into elctrogravitics have continued outside of the classi 
fied word asamateur researchers inspired by Brown's work, have striven 
to reproduce his results. Experiments conducted by a few researchers 
are reviewed below. The reader should be aware that one takes a consid- 
erable risk when working with high voltages, since high-voltage power 
supplies can deliver lethal shocks. Thus, itis not recommended that 
people undertake these experiments unless they are thoroughly familiar 
with the hazards involved and have taken proper safety precautions. 


121 TOM TURMAN'S ELECTROKINETICS 
EXPERIMENTS 


Electrical engineer Tom Turman's initial inspiration to do research in 
lectrogravitics came after reading a 1958 article by Gaston Burridge 
about Brown's work. In an attempt to duplicate some of Brown's flying- 
disc experiments, Таптап conducted private clectrogravitics research 
between 1965 and 1972, while studying electrical engineering at Texas 
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"Tech University. In 1968, he began corresponding with Brown, both 
by telephone and by letter. He told Brown about the experiments he 
was performing and asked if Brown could clarify some aspects of his 
flying-dise experiments. Brown was impressed with Turman's indepen- 
dent work and at one point was seriously considering hiring him as his 
assistant. Unfortunately, circumstances did not permit him to follow 
through. 

"Tarman did not have university funding to help him carry out his 
research. Most of the equipment he acquired for his task was either 
given to him or purchased at a low price from electrical surplus deal- 
ers and subsequently reconditioned. He had a homemade power supply 
capable of delivering 300 kilovoles DC at up to 100 milliamperes, an 
cight-channel oscillograph for use in measuring voltage, current, and 
force, and a capactance-type gauge capable of measuring small changes. 
in the weight of a suspended electrogravitic test device. 

‘Turman built several types of lightweight, asymmetrical capacitor 
devices. One cylindrical device that he built weighed between 3 and 6 
grams and achieved maximum thrusts equal to as much as half of its 
weight" For this design, he used a sheet of insulating plastic film that 
was afew mils thick and was wrapped around a cylinder 475 inches in 
diameter and 4.4 inches long (figure 12.1). А 24-inch-wide aluminum- 
foil skirt was wrapped around the lower end of the cylinder, with a 
(0.5-inch overlap onto the plastic film, to serve as the negative electrode. 
"The positive electrode was an aluminum-foil tube measuring 0.25 inch 
in diameter and 3.6 inches in length that was located at the opposite end 
‘of the cylinder and positioned in line with the cylinders axis so that half 
the tube extended into ће cylinders interior 


oe Figure 12.1. А cylindrical 
E shaped lu producing darc 
ae аа built and tested by Tom 
225 Terman. Its construction 


was based on reports of 
deat "iter" tests carried out by 
E Thomas Townsend Bro. 
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‘Tarman found that lift increased exponentially with increasing volt 
age, V, approximately as V to V^, confirming similar results found 
in Brown's earlier work. Turman’s cylinders developed thrusts ranging 
from 0.3 to 3.5 grams (5 to 50 grains) when energized with voltages 
ranging from 35 to 135 kilovolts with a current draw of a few milli 
amps. He found that the amount of thrust depended on the type of insu- 
lating film he used in making the cylinder. He obtained greater thrusts 
with materials having greater dielectric constants, observing thrust to 
increase according to К? to К? (figure 12.2). He also found that thrust 
depended on the dimensions of the device, such as the length of the posi- 
tive electrode and its depth of penetration into the cylinder, the length 
‘of the cylinder, and to some extent the width of the aluminum-foil skirt. 
Data from thrust tests he conducted on a 13.75-inch-diameter cylinder 
are presented in table 1. 


C Wotage (loves) 


Figure 12.2. Chart of lift produced by 4.7S-inch-diameter cylindrical test 


devices made from various types of plastic film with differing values of 
dielectric constant (К). Curves are shown for Kaptan (К = 3.7), Mylar 


(К = 3.1), acetate Віт (К = 2.9), and high-density polyethylene (К = 2.3). 


(after T. Turman) 
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TABLE 1. VARIATION OF THRUST WITH CHANGES IN LENGTH 
OF CYLINDER AND DEPTH OF POSITIVE ELECTRODE 


(Tested at 250 Kilovokts) 
Length (inches) Depth (ches) її (ram) 
109 25 n 
m эз » 
пе m » 
21 24 n 


‘Turman obtained the greatest thrust when applying high-voltage 
DC pulses, ап effect Brown also had noted. When energized in a pulsed 
fashion, Таптап» device achieved thrusts nearly sufficient to self 
levitate, He found that his cylinder would also develop a thrust when 
energized with AC, but not as much as when energized with DC. The 
unbalanced electrostatic force effect described in chapter 3 accounts 
for the thrust that would be developed when a reversed voltage polarity 
was applied to the cylinder. Regardless of whether the smaller upper 
electrode had a positive or negative polarity, more ions would have 
been emitted in the vicinity of the small upper electrode, where the 
electric field density was greater, and this would have exerted a strong 
upward-repulsve force. This force would have been greater than the 
downward-repulsive force component produced in the vicinity of the 
lower-cylindrical electrode, where fewer oppositely charged ions would 
have been generated and where the consequent repulsive force would 
primarily have been directed radially outward, away from the cylinders 
central axis. Consequently, electrostatic ion-repulsion effects appear to 
dominate over lectrograviti effects in lightweight devices producing a 
nonlinear field. The same applies to the lifter experiments carried out 
by later researchers. 

Turman noted that his cylindrical thruster device was a copious 
producer of ion wind, and hence, he could not rule out ion wind as the 
principle mode of propulsion. However, observing that the electric ficld 
between the two electrodes was highly nonlincar, he predicted that the 
device should exhibit a discernible Biefeld-Brown effect when tested in 
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a vacuum environment. He had almost finished building the vacuum 
equipment necessary to conduct these tests when he had to disassemble 
everything and move his residence due to а job change. Afterward, he 
never reassembled his equipment. 

‘Tarman’s cylindrical device did not come close to giving the kind 
of vertical life that Brown had obtained from his 100-gram, triarcuate- 
shaped disc (figure 3.2). Nevertheless, Brown expressed considerable 
interest in the design. In one of their telephone conversations, when 
"Turman told Brown about getting really good thrust from his cylinder 
devices, Brown quizzed him extensively about them and said, “[Mlake 
some drawings and send me those drawings because 1 am really inter- 
ested in those cylinders.” Turman sent him some drawings and data, 
and subsequently, on November, 1, 1971, Brown wrote back, saying, 
"Your sketch shows a point and ring configuration of electrodes with 
an intermediate dielectric tube. 1 take it the ends of this tube are open 
and the airflow is in the direction of the divergent field, This would 
make the tube assembly move in the opposite direction, that is, toward 
the small postive electrode. Is this not зо? ... Have you observed any 
thrust with the positive end of the tube closed?" 

Another asymmetrical capacitor design that Turman tested con- 
sisted of a flat 8-inch-diameter disc of polyethylene flm with aluminum- 
foil electrodes attached to its upper and lower surfaces. The upper 


Figure 12.3. А flat profile electric 
disc designed and tested by Tom 
Turman. (Based om a sketch made 
by T. Terman) 
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(positive) and lower (negative electrodes consisted of a Linch-diameter 
foil disc and a 7-inch-diameter foi ring (sce figure 12.3). The disc was 
supported by a balsa-wood structure attached by monofilament lines to 
ап equal arm balance for weight measurement. The device was found to 
develop a lift of up to 30 percent of its weight when energized. As with 
the cylindrical device, this fla disc also developed lift when AC was 
applied to it, but not as much as with DC voltage. Also, the device was 
found to perform better with DC pulses than with steady DC. 

‘Tarman also attempted to duplicate Brown's flying-disc device. He 
made a 28-inch-diameter saucer out of cardboard and covered it with 
aluminum foil (figure 12.4). The disc was 2.5 inches thick at its cen- 
ter and tapered to 0.12-inch-diameter blunt edge at its periphery. He 
curved a 125-mil-diameter brass rod 70 degrees around the disc to serve 
аз the outboard positively charged electrode and spaced it 4.75 inches 
from the negatively charged disc with a series of Plexiglas insulators. 
In а static test, the device developed only 4.5 grams of thrust when 
energized to 80 kilovolts. This yielded a thrust-to-weight ratio of only 
1 percent, far lower than even the thrusts observed in the 1952 Office 
of Naval Research tests in which Brown's discs developed thrusts of 
18 grams under a charge of 47 kilovols. Because ofthis disappointing. 
performance, Turman wrote to Brown inquiring what might be wrong 
with the basic design he had used. 

In his November 1, 1971, letter (sce appendix A), Brown responded 
by drawing a picture of his electric disc (shown in figure 2.6). This 
indicated that Brown used a much smaller-gauge wire as his postive 
electrode, one that had a diameter of 1 mil (0.001 inch). In his lectro- 
kinetic apparatus patent, Brown noted that small-diameter wires should 
be used for discs energized with voltages less than 125 kilovols For 
discs energized at higher voltages, he recommended that the positive 
electrode consist of a hollow pipe or rod having a diameter of 0.25 to 


Figure 12.4. A device, similar to 
‘Thomas Townsend Brown's electric 
dise, built and tested by Tom 
Terman. (Based on a sketch by 

Т. титан) 
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0,50 inch. Torman, however, tested his discs in the lower-voltage range 
with a wire that was more than one hundred times larger in diameter 
than Brown would have used. This may explain why Топтап got lower 
thrust from his disc. Also, the radius of curvature of the edge of the 
triarcuate disc in Brown's drawing was eight times larger than in Tom's 
design (0.50 inch rather than 0.06 inch). In designing his disc, Tarman 
had originally been guided by the diagram Brown gave in his 1960 elec- 
trokinetic apparatus patent. 

In a subsequent telephone conversation, Turman learned from 
Brown that the patent did not include a depiction of an optimal design 
and that the blunt-edge design performed better because it produced 
а more nonlinear field configuration between its electrodes. Brown 
emphasized the importance of creating a nonlinear E-field to maximize 
thrust. Although Brown's patents mentioned nonlinearity, Turman 
found that Brown placed far more emphasis on this point in his 
sonal conversations. If Turman had decreased the diameter of his p 
tive leading-edge electrode wire by a factor of 120 and had shaped 
the edge of his negatively charged disc to have a gradual curvature, 
he would have greatly increased the nonlinearity of the disc's electric 
field. This would have produced a substantially greater ion emission 
from the vicinity of his positive electrode, whose forward-acting repul- 
sive forces would have translated into a substantially higher forward 
thrust for the dis 

Танта asked Brown many other questions as well: Compared 
with the results of a static test, is the propulsion efficiency of the device 
increased if it is allowed to run in a circular course? Does the ratio of 
‘thrust to weight increase as the size of the disc is increased? What was 
the largest-size disc that you constructed and what were the problems 
you encountered? Brown was reticent on the subject. 

‘Turman also built an asymmetrical capacitor device to test the per- 
formance of a slatlike device described in Brown's 1960 electrokinetic 
apparatus patent (sce figure 12.5). И bore a close resemblance to the 
lifter devices that later became popular among clectrogravitics hobby- 
ists, but it was of much heavier construction. Turman used a stack of 
four brass slats as the negative electrode, cach slat measuring 1 inch 
by 12 inches, and a 12-gauge (110-mil-diameter) copper wire as the 
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gus Figure 12.5. A slat-style 
asymmetrical capacitor 
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‘outboard positive electrode.“ Tarman said that his device produced a 
tremendous ion wind when energized with 30 kilovols. In addition to 
applying high-voltage DC to the electrodes, he electrically heated the 
positive electrode using a modified 12-volt Xay-tube filament trans- 
former. He found that by heating the positive electrode, he was able to 
set a greatly increased thrust. He noted that luminous ionization beads 
would form at regularly spaced intervals along the wire, forming sites 
where ions were discharged at а higher rate. As the wire was heated to 
a higher temperature, an increasing number of beads would form along 
the length of the wire. In his 1928 patent, Brown similarly proposed 
electrode heating as а means of improving the electrogravitic thrust of 
vacuum tube gravitator cells (recall igure 16). 

Tarman noted that after а black oxide coating had formed on the 
wire, he could will get a lot of thrust, even when he stopped heating the 
wire. The oxide-coated wire apparently produced a lot more thrust than 
did a clean copper wire. Turman felt that Brown's flying discs may have 
used a positive electrode wire that was coated with some exotic mate- 
rial to enhance ion emission. Such а film may have formed on the wires 
surface as the result of heating and oxidation. For example, rare-earth 
‘oxides are used in radio tubes to enhance the emission of electrons from 
their filaments. The same type of coating might also enhance the for- 
mation of positive ions at the surface of a positively charged electrode. 
Brown did not mention using heated or coated wires in his flying-dise 
experiments, and Turman never brought up the subject with him since 
he performed his tests on heating wires years after he had talked with 
Brown. 


More recently, after reading my paper on the B-2 bomber, Turman 
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speculated that the leading edge of the B.2's wing may have an oxide or 
chemical coating to enhance ionization. Another way of inducing ion- 
ination might be to use RF excitation. According to one source, a major 
aerospace company had taken out а patent in the late 1950s on a method 
‘of using high-frequency voltage on the skin of planes о reduce air drag, 
А similar technique might be employed in electrifying the B-2. 


12.2 "LARRY DEAVENPORT'S ELECTROKINETIC 
Disc TEST 


In 1995, independent researcher Larry Deavenport carried out high- 
voltage tests designed to investigate Brown's electric disc experiment. 
He constructed а 16-inch-long armature made from shellacked balsa 
wood and suspended two aluminum discs 5.5 inches below each end of 
the arm (figure 12.6).* Each disc measured about 2.6 inches in diameter. 


Figure 12.6. A small sie rotary electric disc setup built by Larry Deaven 
port to duplicate Thomas Tounsend Brown's electrokinetic dise experiment. 
(Photo courtesy of L. Desvenport) 
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and was one-cighth of an inch thick at the center, tapering to 20 mils 
(0.02 inch) a the edge. A curved piece of brass wire measuring about 50 
mils in diameter and held 1.8 inches from the disc by shellacked balsa 
wood fingers served as the postive leading-edge electrode. Each disc 
weighed approximately 33.5 grams. The entire carousel rig was pivoted 
atis center of gravity on a needle bearing. 

‘When the discs were energized with 0.8 milliamp at 30 kilovoles 
DC, the apparatus revolved at a speed averaging three-quarters of a 
revolution per second and reaching as high as one revolution per second 
(4 feet per second). Ballistic pendulum measurements determined that 
the discs produced a thrust of 0.58 gram when energized at 25 kilovolts 
and 1.7 grams when energized at 50 kilovolts. 

Deavenport had used а S0-mil-diameter wire, much finer than the 
125-mil-diameter wire that Torman had used, However, Deavenport' 
wire still was about fifty times thicker than what Brown recommended 
in his letter to Turman. According to Brown, using a smaller-diameter 
wire would have increased the field nonlinearity around the leading 
electrode and that would have boosted the thrust developed by the 
discs 

Deavenport also conducted carousel tests of a cylindrical electro- 
kinetic device made from aluminum bottles.” He was able to get the 
apparatus to revolve at up to one revolution per second by applying high 
voltage between 50-mil-diameter curved emitter wires secured at the 
bow and stern of the cylinder and separated from the cylinder by about 
2 inches. The rear wire was connected to the cylinder body. He found 
that the apparatus revolved slightly faster when а negative potential was 
applied to the lead wie, indicating that the propulsion he was seeing. 
was primarily electrostatic and not gravitic. Deavenport’s disc clec- 
trodes instead performed better with their lead wire made positive, as 
in Brown's experiments. Nevertheless, this suggests that Brown's elec- 
trokinetic discs most likely would also have revolved if charged with a 
reverse polarity and that a large fraction of their thrust may have been 
due to electrostatic force effects. 
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12.3 "ROBERT TALLEY'S ELECTROGRAVITIC 
ROTOR TEST 


Between 1988 and 1991, Robert Talley conducted research at Veritay 
‘Technology Inc. to investigate Brown's clectrogravitic rotor experi- 
ment! The project was financed by а Small Business Innovation 
Research grant under sponsorship of Phillips Laboratory at Edwards 
Air Force Base. alley s experiment was similar to the vacuum chamber 
experiment that Brown conducted in Paris (figure 3.1), but with two 
exceptions. Tally used DC voltages ranging up to 19 kilovols, rather 
than up to 200 kilovolts as Brown had done. Sparking between alley 
electrodes prevented accurate measurements from being made at higher 
voltages. Also, unlike Brown's rotor, which was free to revolve, Talley 
was restrained by fibers that allowed the rotor’s thrust to be assessed 
‘through the amount of twist it generated. This arrangement was sensi- 
tive to thrusts as small as 0.2 microgram. 

‘Talley’ rotor consisted of two capacitors mounted in pinwheel fash- 
ion (figure 12.7). Each consisted of an 8-centimeter-diameter brass disc 
separated by 4 centimeters from a I-centimeter-diameter aluminum ball 
electrode. In some cases, a quarterinch-diameter rod of high-K diclec- 
tric such as titanium-lead zirconate (К = 1,750) was placed between the 
electrodes. The rotor was mounted inside of a chamber that was evacu- 
ated to а pressure of 10 torr(10* millimeters of mercury, or about а 
ilionth of an atmosphere). Talley found no evidence of thrust when his 
rotor was powered with steady potentials of up to 19 kilovolts However, 


Figure 12.7. A schematic of 
the tet rotor Robert Talley 
used in his vacuam chamber. 
experiment. 
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he found thatthe rotor developed substantially large rotational thrusts 
‘when sparks jumped between its electrodes. Since this spark-induced 
thrust was observed only when he used а high-K dielectric between the 
rotor’s capacitor plates, he concluded that the dielectric material must 
somehow be directly involved and that this thrust phenomenon could 
not easily be attributed to ion propulsion or to other known electrody- 
namic effects. Talley’s experiment provides support for the thrust effect 
that Brown observed when his clectrogravitic rotor sparked during tests 
in a high vacuum. 

In 2003, American inventor Hector Serrano duplicated Talley's 
vacuum chamber rotor experiment.” Unlike Talley, Serrano was able to 
get a 70-degree rotational deflection of the rotor clement in the absence 
of sparking in a vacuum of 107 torr. Serrano's success may possibly 
be due to his use of a greater voltage potential, 41 kilovolts instead of 
19 kilovols, so his tests appear to confirm Brown's findings that an 
electrogravitic force is propelling the rotor in the absence of any ionic 
discharge. Talley's finding that his rotor did not develop any torque 
at 19 kilovolts is consistent with Brown's findings that a certain volt 
age threshold must be exceeded in order to observe а thrust effect. For 
example, in testing his highly efficient vertcal-lft electrokinetic appa- 
ratus, Brown observed that he had to apply in excess of 10 kilovots 
before any noticeable thrust effect was observed. Also, if we extrapo- 
late the votage-speed trend line for Brown's electrokinetic disc (figure 
24), we find that saucer speed drops precipitously, projecting just 9 
centimeters per second at 30 kilovolts and 1 centimeter per second at 
20 kilovolts. Brown has no data points at such low voltages probably 
because he found the thrust to be so low that it was unable to overcome 


carousel's bearing resistance. 
‘alley’ observation that the spark induced thrust was greater when 
a high-K dielectric was placed between the rotor electrodes confirms 
Brown's statement that the thrust on his electrokinetic apparatus was 
proportional to the dielectric constant of the support rod placed between 
its electrodes. For a given voltage differential across the rotor clement, 
a material with a higher dielectric constant would cause more negative 
charges to accumulate on the negative electrode. Hence, the negative ion 
cloud formed at the time of spark discharge would have repelled these 
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accumulated charges with greater force to produce а greater thrust in 
the direction of the positive electrode. 


124 * THE CORNILLE-NAUDIN PENDULUM. 
EXPERIMENTS. 


In 1996, physicist Patrick Cornille constructed a double-hall pendulum 
similar to the one Brown had tested in his 1920s experiments." He 
suspended a pair of aluminum spheres, cach weighing 500 grams, from 
two nylon lines and applied between 30 and 50 kilovolts DC to the 
spheres through two wires secured to these lines (figure 12.8). Each 
high-voleage fed wire measured half  millimeter (20 mils) in diameter. 
Each time he turned on his power supply, the pendulum would swing 
in the direction of its positively charged sphere, in apparent violation 
of Newton's third law of motion. That is, Brown's classic pendulum 
experiment apparently violates the law of conservation of momentum. 
At 50 kilovolts, the pendulum was acted on by a force of 3.5 grams. 
Curiously, Cornille found that the effect occurred only when he used 
bare feed wires, as opposed to insulated feed wires. He found that the 


Figure 12.8. The electrogravtic pendulum experiment carried out by Patrick 
Camille in July 1996. High-voltage DC is fed tothe spheres via the suspen- 
sion wires. (Photo courtesy of P. Cormille) 
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bare feed wires were able to emit а 1.5-milliamp ion-leakage current 
through the ай. This demonstrates that the emission of charges into the 
atmosphere plays an important role. He showed that the conventional 
ion wind theory, however, failed to explain the pendulum's movement, 
since ions attracted to the opposite electrode would impact with a force 
that was two orders of magnitude too small. Also, such a mechanism 
would not explain his finding that the developed force increased as a 
moderate function of the pendulum mass, ~m" 

Cornile theorized that the leakage current was somehow related 
to the thrust effect, but offered no clear explanation. As we shall see 
below, the observed thrust effect is most likely electrogeavitc, arising 
from the ion space charge established in the air. For example, Cornille 
estimates that his feed wires would have been emitting ions at the rate 
‘of about 10" ions per second, since their ion-leakage current amounted 
to 1.5 milliamperes.” Consequently, they would have been genera 
about 5 X 10" ions per second per centimeter of wire length. Let us 
suppose that this built up space charges of the order of 10" ions per 
square centimeter along the wires. Here, we make a very rough exti- 
mate, adopting а value similar to that given in Supplement B of the 1960 
“Electrohydrodynamies” report for the ion-space charge developed 
around Brown's vertical-thrust electrokinetic apparatus." In the case of 
Согайе' experiment, the volume of air lying within 5 centimeters of 
cach wire would have contained on the order of 10" ions. This would 
be more than 10,000 times the surface charge that would have accumu- 
lated on the surface of the feed wires and the pendulum spheres, which 
according to Cornille’s estimate would have been around 3.5 10" 
ions." So we see that the electrogravitic force would be substantially 
enhanced by allowing a leakage current to create ions in the vicinity of 
the feed wires. 

In the case in which the wires were insulated, a small amount of ion 
leakage would have been present between the pendulunis spheres, but 
according to subquantum kinetics, the gravity gradient created between 
the resulting positive and negative-ion space charge would have existed 
between the spheres but would not have intercepted the spheres them- 
selves (sce figure 12.9). Only the lightweight plastic spacer between the 
spheres would have been affected by this field, so the clectrogravitie 
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Figure 12.9. Chart of the gravity gradient in 
the Patrick Cormlle pendulum experiment 
when the high-voltage fed ires are 
insulated. (Т. LaViolette, 

02006) 


thrust оп the pendulum would have been very slight. Also, since the 
spheres that make up the bull of the pendulum mass would have lain on 
the outer sides of the ion clouds, they would have experienced a thrust 
in а direction opposite to the central thrust vector acting on the insu- 
lating spacer. Furthermore, since the ion-leakage current between the 
spheres was relatively low at 3 microamps, or about five hundred times 
less than the ion leakage produced when the pendulum was tested with 
bare feed wires, the spheres would have emitted only a small number 
of ions. Hence, the induced gravity gradients would have been quite 
minimal. In summary, it îs not surprising that Cornille observed no 
pendulum movement. 

However, in the case in which the pendulum was tested with bare 
feed wires, most of ће ons would have been released along the length 
‘of the wires at a considerable distance from the pendulum masses. The 
ions released from the lower extremity of the feed wires, where the 
wires attach to the spheres, would have had the greatest influence on the 
pendulum. Their ion clouds would have been separated by a sufficient 
distance so that their induced gravity field gradient would have inter- 
cepted part of the pendulum masses (see figure 12.10), The G-on fluxes 
coming from more remote ion space charges located farther up the feed 
wire may also have had some effect by enhancing the magnitude of the 
gravity potential hills and wells being generated in the vicinity of the 
pendulum. 

1 would like to emphasize, again, that the cectrostatically charged 
pendulum experiences an applied gravitational thrust in the absence 
of any so-called space-time warping. The general relativistic concept 
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Figure 12.10. Chart of the gravity. 
gradient in the Patrick Cornille 
pendulum experiment when the 
igh-voktage feed wires are bare. 
(P. LaViolete, © 2006) 
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of gravitational space-time warping is a fiction. Understanding electro- 
gravities requires that we dispense with such outdated ideas and adopt 
new concepts such as those proposed in subquantum kinetics. Namely, 
gravity potential gradients are understood to be concentration gradi- 
ents created in an ether that occupies a Euclidean space. Such gradients 
cause movement by altering the etheric reactions that are continually 
regenerating the fields of the propelled object's constituent subatomic 
particles. 

French researcher Jean-Louis Naudin duplicated Сога еъ pendu- 
lum experiment and found that the pendulum moved even when the 
vertical ion-emiting feed wires were detached from the metal spheres 
and supported at the distal ends of the spheres by means of insulating 
polystyrene blocks, so he demonstrated that charging of the spheres 
was not crucial to the effect. Like Cornille, he found that the magnitude 
of the force increased as the mass of the spheres increased, indicating 
the presence of an unconventional gravitational effect. 

"These results support the electrogravitic theory suggested above as 
ап interpretation of Cornille's pendulum experiment and also suggested 
earlier in the analysis of Brown's electric discs. Naudin was generating 
positive and negative ion clouds on cither side of the test mass spheres 
and, according to the subquantum kinetic theory, a gravity potential 
gradient would have been generated between these charged ion poles. 
"The test masses, which were situated in the midst of this electric and 
gravity potential field gradient, then moved inthe direction of the out- 
lying gravity potential well, that is, the outlying positive ion cloud (see 
figure 12.11) 
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Figure 12.11. Chart of the 
proposed gravity gradient 
generated in Jean-Louis 
Noudors modification ор 
Patrick Cornille's pendulum. 
experiment. (В. LaViolete, 
02006) 


Naudin also tested the pendulum by energizing it through feed 
wires that were insulated and through which a 0.5-milliamp ionization 
current was allowed to flow between the two balls. As in Cornillés 
experiment with insulated feed wires, Naudin’s experiment provided no 
observable pendulum movement. This resolved the question raised by 
Naudin as to whether current flow might play a crucial role. t showed 
that it is not the current [low itself that is important, but rather the loca- 
tion of ion discharge in relation to the spherical masses. 


12.5 « LIFTER RESEARCH 


During the 1970s, Jeff Cameron, an engineer working in Huntsville, 
Alabama, was researching a laser preionizer a triangular high-voltage 
filament used to ionize the lasing medium in a gas laser, when he 
observed unusually strong forces deforming the preionizer element. 
"This led him later to build and test a large-scale replica. lt was simi 
lar to the parallel slat thruster described in Brown's 1960 electroki- 
netic apparatus patent and to the thruster built by Turman, but was 
much lighter in weight and had its slats arranged to form a triangle. 
"This electrostatic thrust device, which has since come to be called a 
lifter, consisted of three vertical aluminum-foil fins connected to form 
а larger triangular structure with a thin wire supported horizontally 
above the fins. The upper edge of each fin facing the wire was made to 
have a rounded contour. When charged with 30 Ботой», the device 
was observed to levitate. 

After Cameron posted his findings on the Internet, Naudin tested 
а modified version of Cameron's lifter that used a 2-mil-diameter 
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(0.0S-millimetce) emitter wire and a central baffle to duct the airflow 
(figure 12.12)" Interestingly, this wire diameter comes close to the 1- 
mil diameter that Brown used in his electrokinetic disc experiments 
"The lowerfin electrodes in Naudin's device were 1.5 centimeters wide 
and 30 centimeters long, and had а rounded upper edge. The wire was 
suspended 7 centimeters above the fin. His device was able to lif its 
‘own weight of 4 grams plus an added 2-gram weight when energized 
with 37 kilovoles. 

After Naudin posted the construction plans for building a lifter 


on his website, hundreds of hobbyists began duplicating the experi- 
ment and testing their own versions, The ensuing frenzy even attracted 
media attention, Lifter researcher Tim Ventura played а central role in 
catalyzing this widespread activity that even developed into competi- 
tions to see who could build and levitate the heaviest lifter, Ventura's 
website (www.americanantigravity.com) is a good resource for those 
interested in ongoing lifter research. Experimenters found that they 
could obtain even more spectacular results when they combined many 
triangular lifters into а single structure. Some have been made that 
weigh as much as 250 grams, which includes the weight of a 60-gram 
payload. An image of one such multielement lifter in flight is shown. 
in figure 12.13. 

Saviour, a French researcher, found that he could improve the thrust 


‘Figure 12.12. A lifter built and tested by Jean-Louis Naudin. (Photo courtesy 
of fol. Naudm, from his website, btp./maudin free fri 
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Figure 12.13. A mulielement йет in flight (Photo courtesy of Tim Ventura) 


of the lifter by using а nichrome emitter wire heated with a current from 
а 12-olt power supply. Thus, he rediscovered the phenomenon Топтап 
had discovered in the early 1970s in carrying out his brass slat lifter 
experiment. The heated wire was able to emit more ions at a given volt 
age potential. Again, these findings confirm ideas hinted at in Brown's 
writings, which indicate that methods of encouraging ion emission from 
the wire electrode would increase the resulting thrust. Although ions 
are important in producing the liters thrust, its thrust is not due to ion. 
wind effects, that is, forces arising from the recoil or impact of ions on. 
the electrodes. Such mechanical forces have been shown to fall short by 
several orders of magnitude in accounting for the observed lift. 

As Turman discovered in his cylindrical, asymmetrical capacitor 
experiments, s0, too, lifter researchers found that they could get lifters 
to work by charging the wire to either a positive or a negative poten- 
tial. Since the lifters are made of extremely lightweight materials, 
such as aluminum foil and plastic soda straws, electrogravitic forces 
would not play an important role in producing their thrust. Rather, 
the thrust is most likely attributable to unbalanced electrostatic forces 
{see text box on page 368). Others, such as Naudin, have given similar 


explanations." 
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Unbalanced Ionic Electrostatic Forces Acting on a Lifter 
Consider a case in which the ters emitur wire i postvely charged. 
The ровам оп cloud generated around the wire would be displaced 
below the wire since the fid would be stronger on the lower side ol 
the wire facing the underlying negative electrode. This downward- 
displaced cloud would produce а net upward elecrostaticrepulive 
force onthe adjacent wire Since the held ıs very nonlinear and concen 
trated near the wire, this ypward-repulive force would be comparably 
strong. Also, the upper edge of the negative electrode would expen 
‘ence an upward force Бесиле є а electrostatic attracted to the 
positiven coud. 

Thelowernegitve юп cloud would not be s extensas the upper 
positive ion cloud for a number of reasons Fest negative tors would be 
emitted from the перне electrode a slower rate becaune ol ts lower 
electric fld gradient Second, povte tons brought downward by the 
lon wind would neutralize many ofthe negative ions the ur and would 
also impinge on the ree electrode to neutralize negative charges 
on the electrode Furthermore, the тохт o poste and ери 
‘ons ın the боюму of the regie electrode would tend to scren the 
терине ол space charge Алу net negote son charge present inthe 
wenityoltheregive electrode would direct з force nearly horizontal 
tothe electrode fn. pushing toward the fn rom eher de. In addition. 
the downward ion wind lw would силе э modest regie ton space 
charg to buld up below the negative electrode, nd tha would tend to 
produce an upward directed repuion force on that electrode. All of 
thee forces together would cause the entire баг structure to levitate, 
he wire was instead negatively charged and the fe were pastvely 
charge, unbalanced electrostatic forces would again produce lft. 

Although an ion wind continually rushes downward that is, in the 
direction of lower electric field iensity. these ions are continually 
replaced by newly emazed ons, so these ton space charges wil always 
be present to exert their upward forces on the wîre and n. Any means 
of encouraging greater ion emisson fom the upper electrode would 
Increase the cr spice charge in the болду ofthe wire as well as he 
upward repulsive sectrostati forces, thereby improving it 
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Such electrostatic forces would produce an upward thrust regard- 
less of the applied field polarity. Similar unbalanced electrostatic 
forces would account for the thrust developed by Tarman’s cylinders. 
Electrogravitc forces become more significant in the electrokinetic pen- 
dulum experiments of Brown and Cornille which involve the propulsion 
of a heavy mass. Accordingly, we find in such cases that the app 
always moves toward its positive pole. 

However, the explanation of electrostatic forces produced by ion- 
space charges does not tell the full story of what is happening in the 
lifter. For example, Pardue University researcher William Stein carried 
ош а lifter test in which a 12-centimeter-long lifter was energized with 
17 kilovolts in a high vacuum." Although the lifter was unable to sup- 
port its weight, it reportedly produced а levitating thrust of 0.3 milli 
newtons. Stein's test would indicate that with ion emission essentially 
eliminated, a lifter is still able to generate a measurable thrust, which 
would be about 12 percent of what it would generate if allowed to oper- 
ate in air Hungarian researcher Zoltan Losonc has done a computer 
analysis of the electrostatic forces that a lifter's charged electrodes would 
generate when electrified in a vacuum. He has concluded that no lift 
force should be produced and, hence, that some exotic principle must 
be operating to explain the results of the Purdue vacuum test? The 
question remains as to whether Stein's measurements may have been 
influenced by electrostatic forces developed between his lifter element 
and the vacuum chamber walls. His 12-centimeter-long lifter should 
have weighed less than 2 grams, as compared with the arcuate discs that 
Brown vacuum tested, which ranged in weight from 17 to 125 gram. 

Naudin has also performed tests that, like Stein's, suggest the lifter 
may be generating a force in the direction of its smaller electrode in 
the absence of ion electrostatic forces. He placed plastic soda straws 
over а lifter's emitter wires to prevent its emission of ions and found 
that the lifter still produced а measurable lifting force." He also found 


compare his wth Маай iter model, whos three Баз had a combined length 
of 90 centimeter and which was energized a э тойаре about rwice эк high, we munt 
жее up this thant by a facto o 16, giving а гим c 3 millinewtent, or 0.5 gram. 
My corper, Моо, iie etd im sir och a Амин of 4 grum, igh 
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that his lifter produced a measurable thrust even when enclosed in a 
plastic bag, thereby containing йз ion wind. Naudin has posted only 
general information about this on the Internet, leaving some questions 
unanswered, such as whether the force he measured may have been due 
to electrostatic attraction between his lifter and the beam balance on 
which it was placed. So, as with Stein's results, it may be premature to 
draw any conclusions. If the thrust in a vacuum is observed only when 
the wire is positively charged, then perhaps the force could be explained 
asa manifestation of the Biefld-Brown effect, that is, ап electrogravitic 
force acting on the lifter's mass. However, because of the absence of any 
massive dielectric clement between the lifter electrodes, it is unlikely 
that an appreciable electrogravitc effect would be present. 

Unclassified public research on clectrogravitics research is, for the. 
most part, being conducted by independent researchers, some of whom 
have been mentioned above. With few exceptions, no similar research 
is being conducted at universities or government research institutions. 
Clearly, the science and engineering establishment needs to take а seri: 
‘ous interest in conducting additonal electrogravitics research before the 
secrets of field-effect propulsion, currently locked away in black RKD 
programs, becomes openly applied to make mankind's dream of anti- 
gravity а reality. 


12.6 = THE LAFFORGUE THRUSTER 


French inventor Jean-Claude Lafforgue has patented an asymmetrical 
capacitor field propulsion thruster having a shape similar to that shown 
in figure 12.14. Like Brown's asymmetrical capacitor, Lafforgues 
device develops a net thrust through unbalanced electrostatic forces, 
with the thrust acting in the same direction regardless of plate polarity. 
"To determine the thrust acting on his capacitor, Lafforgue calcu- 
lated the magnitude and direction of the force per unit surface arca 
acting on the capacitor’s plates at various plate locations, this quan- 
tity alternately being referred to as the force density or the electrostatic 
pressure, P. Iris mathematically expressed as: P=F/A = ЕГА = Eso, in 
‘which Fis electrostatic force, A is surface area, E is electric force-field 
intensity, q is charge, and о is surface-charge density. Thus, he relies on 
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Figure 12.14. The Jean-Claude Lafforgue 
field propulsion thruster. (Adapted from 
Lafforgue's 1991 patent) 


the conventional practice of calculating electrostatic force as the prod- 
uct of the electric Field intensity and the electric charge. 

Subquantum kinetics achieves the same outcome, except that it 
works with the negative electric-potential gradient, Ve, instead of бес. 
tric force-field intensity, with the two being equivalent (Le. E = Ty). 
As mentioned earlier, subquantum kinetics prefers to work with energy 
potential (ether concentration), since it regards this as the real existent 
rather than the force-field intensity. Lafforgue’s approach of summing 
the electrostatic pressures acting over a particular plate surface area 
to get a resultant force vector is equivalent to the subquantum kinetics 
approach of multiplying the ficld-potential gradient present on a given 
electrode sector by the surface-charge density present in that sector and 
summing the resulting force vectors. This approach was described car- 
lier ın analyzing the electrostatic forces acting on Brown's electrokinetic 
apparatus (se chapter 3, section 3.3). 

Also, Lafforgue proposed that the electric field intensity is seated 
in the local space-time continuum and, hence, exerts its force on the 
plate surface charges from a reference frame that is not attached to the 
capacitor. Thus, any resulting force imbalance would be able to displace 
the capacitor as a whole. Lafforguc's approach, which presumably was 
arrived at through experience gained from experimental observation, is 
in accord with the theoretical approach of subquantum kinetics, which 
views the electric-field potential as being seated in the ether and able to 
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act on a capacitor independent of the capacitors reference frame and 
thereby cause it to be displaced. Subquantum kinetics, though, goes 
into much greater detail to explain how the electrostatic potential field 
is generated and how it exerts its force on a charge without any coun- 
tering reaction force. Since the approaches of Lafforgue and of sub- 
quantum kinetics were developed independently and produced similar 
conclusions, we are reassured from both observation and theory that it 
is correct to conclude that unbalanced electrostatic forces can propel 
ап asymmetrical capacitor if i is properly designed. An analysis of how 
unbalanced forces form on the Lafforgue capacitor is presented in the 
text box below. 


‘Analysis of Electrostatic Forces 
оп the Lafforgue Capacitor 

The unbalanced thrust acing on the Laforgue snmmetral eapactor 
‘maybe understoodto arte эз follows Referring figure 1214, the field 
Ines coming rom the upper ends of егеси, negatively charged outer 
plates diverge эз they approach the central, povtvely charged pte, 
which curves tos horizontal Tshape a the upper end of the capacitor. 
Аз arent the felines and race charge are more concentrated on 
the regite electrode than on the posto, whch causes the atractive 
force, or electrostatic pressure, that n directed rom the native elec 
rode out to the postive to be greater than the attractive force atn 
directed from the peste electrode e toward the negate. 

The opposing hortontsl components drected n toward the pos 
tive electrode cancel one another but the upward directed compo- 
nent is unopposed, leaving 3 net upward thst. in addition, the field 
Ines emerge downward rom the lower up ol the central, рону 
charged electrode diverge toward the honzort s they approach the 
two Ranking regatly charged electrodes, ending na net forte, or 
pressure, directed downward away fom the postive electrode, The 
forces, or prenurs,stracing the two териме electrodes toward 
the central postive electrode, beg for the тон part horizontal and 
opposed to one another, wil cancel each other out ening the don 
ward resdual ore on the poste electrode unopposed. 
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However, since the field gradient at the upper end of the negative 
electrode is much greater in magnitude than that formed around the 
lower portion of this central electrode, the upward thrust from the 
negative electrode wil be anywhere from 3 to 18 percent greater than 
the downward thrust generated tthe lower end of the postive elec- 
trode. As a result, a netupward thrust will act on the capacitor as a 
whole. The resule wil come out the same even, the postive and nega 
tive plate polarves are reversed. 


Naudin offers a considerable amount of information about the 
Lafforgue thruster on his website. He has taken the force equations 
given in Lafforgue's patent, made a few minor corrections, and used 
them to create a calculator for computing a capacitors thrust.” Visitors 
can enter values for a capacitor’ dimensions, charge voltage, and delee- 
tric constant and then compute what thrust would be expected. For 
example, a 50-kilogram thruster measuring 38.5 centimeters high, 8.3 
centimeters wide, and 33 centimeters ong, using a 4,000-K dielectric 
and charged to 100 kilorolks, is computed to develop a phenomenally 
high thrust of 0.68 ton, а force that measures almost fourteen times the 
capacitors normal weight! Thirty of these thrusters would be capable 
lifting а 20-ton vehicle. Forward movement could be obtained simply by 
vectoring the direction of one of the thrusters. However, experimental 
data on a high-K Lafforgue thruster that might substantiate these pro- 
jections is currently oot available. 

Since barium titanate has a volume resistance of about 10" ohm- 
meters, а capacitor of this sise would have a total resistance of about 
10? ohms, provided that its electrodes are properly insulated from con- 
tact with the outside айг. This would amount to a current leakage of 10 
microamps, ora power dissipation of 1 wat. So, theoretically, all thirty 
thrusters could be powered with a 100-watt power supply. A propul- 
sion device yielding 20 metric tons of force for a power dissipation of 
100 watts would have а thrust-t0-power ratio of 2 million newtons рег 
kilowatt, about 130,000 times that of a jet engine. 

However, itis likely that due tothe opposing thrust vector developed 
by its polarized dielectric, che Lafforgue thruster loss its thrust once it 
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becomes fully charged. Hence, like Brown's electrokinetic apparatus, it 
may need to be repeatedly charged and discharged to create a continu- 
ing thrust effect. If 30 of these Lafforgue thruster, then, were to have a 
combined capacitance of about 30 microfarads and were to be charged 
to 100 kilovolts once every second, they would draw 300 kilowatts of 
power. This would project a lower thrust-to-power ratio of about 670 
newtons per kilowatt or about 45 times that of a jet engine. 

In his patent, Lafforgue notes that in addition to its use for air trans- 
port, his thruster could be used for power generation by mounting а 
number of thrusters around the circumference of an axis and connect- 
ing the axis to а generator. For example, four thrusters of the size esti- 
mated above, each producing 680 kilograms of force and each mounted 
at the end of a rotor arm extending 2 feet out from the axis, would col- 
lectively generate 12,000 foot-pounds of torque. Spinning at 5,250 rpm, 
this electrostatic motor would be generating 12,000 horsepower, or 8.7 
megawatts, of power. Accounting fr efficiency loses in the electric gen- 
erator and duc to bearing resistance, a motor-generator combination 
should be capable of producing 5 megawatts of power, but the thrusters 
would require only 40 kilowatts of power if ће capacitors were being 
charged and discharged once per second. Hence their output power 
‘would exceed their input power by a factor of 25. 

Lafforgue's patent was issued in 1991, If we are even somewhat close 
in our thrust projections, the question that arises is, What has everyone 
been waiting for? Why aren't these being offered for sale to power our 
homes or electric cars? Is it perhaps that people just don't believe that 
something this simple might solve the energy problem? Indeed, some 
people's belief in and subservience to the law of energy conservation 
{and to Newton's third law of motion) are so ingrained that they would 
rather continue to born oil and gas and ultimately create ecological 
disaster on our planet than give up ther cherished misconceived belief. 

Naudin has built and tested some small-size Lafforgue thrusters 
measuring just 0.5 millimeter thick and has demonstrated that they pro- 
duce а net thrust just as Lafforgue claims. Naudin used a low-K epoxy 
dielectric (К = 3.7) and operated his thruster at a much lower voltage 
‘of 9,500 volts, using the test setup shown in figure 12.15. When ener- 
sized, his Lafforgue thruster generated about 0.03 gram of force, as 
indicated by the upward swing of the armature. Naudin commented 
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Figure 12.15. A test ofthe Lafforgue thruster carried out by Jean-Louis Nau 
din, (Photo courtesy of J.-L. Naudim, from his welt, tps nudi free fr) 


TABLE 2. THRUST-TO-POWER RATIO COMPARISON 
Field Propulsion versus Conventional Technologiet 

Propulsion Technology (— 

T. T. Brown's electrokinetic apparatus (barum titanate) 70,000 

T. T. Brown's electrokinetic apparatus (pyrex dielectric) 2200 


T T. Brown's gravitator 2000 
Lafforgue thruster (pulsed barium tktanate electric)" approx. 700 
Lafforgue thruster (epoxy dielectric) tested by Naudin approx. 30 
Jetengine 15 
Podkletnov gravity impulse beam (mproved version) — 05 

Space Shuttle Main Engine (NASA) 022 

NASA Lewis Research Center ion thruster оз 
Phoebus nuclear thruster 020 

SERT il mercury propellant ion thruster (NASA) ош 
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Figure 12.16. A test of the rotating Lafforgwe thruster carried out by Jean: 
Lous Маш. (Photo courtesy of Jot. аш, from his website, pi? 
jmaudin free fri 


that he was able to reduce his leakage current to “near zero" by properly 
insulating his capacitor so that the electrodes were not in contact with 
the ambient air environment. By this, he meant that the current was 
“not measurable in a microampere range.” Supposing his thruster was 
drawing less than 1 microamp at 10 kilovolts, this would be a power 
consumption of less than 10 milliwatts, which amounts to а thrust-to- 
power ratio of about 30 newtons per kilowatt, 

"Table 2 on page 375 compares the thrust-to-power ratios of various 
field propulsion technologies to those of conventional jet and rocket pro- 
pulsion techniques. 

Lafforgue’s equations indicate that thrust should scale in direct. 
proportion to the capacitors dielectric constant, in direct proportion 
to the capacitors length (eg plate area), and according to the square 
of the applied voltage. This K- and V-dependence is essentially the 
same as what Brown found in testing the performance of his aspmmet- 
rical capacitor, as disclosed in the “Electrohydrodynamics Report,” 
discussed in chapter 3. Scaling Navdin's experiment up to а К = 6,000 
capacitor measuring 33 centimeters long with slightly different elec- 
trode curvatures and energized at 100 kilovolts, we find that thrust 
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increases by a factor of more than 100 million, projecting a thrust of 
about 3 metric tonst 

In another experiment, Naudin placed two 0.5-millimeter-thick 
epoxy dielectric Lafforgue thrusters at opposite ends of a rotor arm, as 
shown in figure 12.16. When energized with 15 kilovolts, the appa 
ratus began rotating, reaching a top speed of 40 rpm. It would con- 
tinue to rotate as long as 0.18 watt of power was supplied to maintain 
the capacitor's charge. The thrust was not attributable to an ion-wind 
effect, since the electrodes were shielded to minimize any ion emission 
Hence, Naudin's experiment confirms that the rotation arises from the 
creation of action without reaction, а clear violation of Newton's third 
law of motion, 

‘There is no indication that anyone has conducted high-voltage 
tests of a Lafforgue thruster made with a high-K dielectric such аз 
barium titanate. One clectrogravitics researcher, Anthony Colacchio, 
reported having constructed a Lafforguc thruster made with alow-to- 
medium-K dielectric consisting of barium-titanate powder mixed into 
an epoxy matrix." Such a mixture would typically have a K-value of 
about 30. He tested his thruster at a potential of 100 kilovolts but 
says he found no indication that any thrust was produced. Given that 
his thruster was forty times thicker than Naudin's, used a diclec- 
tric having an cightfold-higher K-value, and was tested at a voltage 
about tenfold higher than Naudin's, one would expect a thrust about 
35,000 times greater. Hence, this experiment should have produced 
about 1 kilogram of force if the scaling relations are correct. Perhaps 
Colacchio observed no force because he applied DC to his capacitor 
"The diclectrics tendency to create an electric dipole moment directed 
in opposition to the applied electric field may then have negated 
the thrust effect. Recall that such was the case in Brown's gravita- 
tor experiment. Thus, perhaps better results might be achieved if the 
voltage is applied to the capacitor as a pulse rather than as steady 
DC. Naudin, for example, was pulsing his epoxy dielectric Lafforgue 
thruster with a 5 percent duty cycle. Clearly, more research needs to 
be done on this design before it can be said to be ready for commer- 
cial application. Again, a word of caution: Experimenting with high- 
voltage capacitors can be lethal. 
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BLACK HOLE 
DISCOVERED 
IN NASA 


13.1 THE SPACE EXPLORATION OUTREACH 
PROGRAM 


‘On July 20, 1989, President George H. W. Bush proposed that the United 
States undertake an ambitious mission of manned and robotic explora- 
tion of the solar system that would include building a permanent base 
‘on the moon and landing humans on Mars beginning around the year 
2014. This was known as the Space Exploration Initiative. Shortly there- 
after, Vice President Dan Quayle, who was chairman of the National 
Space Council requested that NASA “cast a net widely to find the most 
innovative ideas in the country" for carrying out the initiative. Thus 
‘was born the Space Exploration Outreach Program (SEOP).. 

"To initiate the program, NASA administrator Richard Truly made 


а public request, inviting anyone who was interested to submit new 
technology ideas that might help NASA execute the space explora- 
tion mission it was undertaking. I was one of about 45,300 individuals 
who, carly in 1990, received a flyer describing SEOP and inviting us 
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to contribute our ideas. All suggestions were to be sent to the RAND 
Corporation, which was responsible for their review. Ideas were solic- 
ited in the following categories: 


1. Mission concepts and architectures 
2. System design and analysis 
3. Space transportation, launch vehicles, and propulsion. 
4. Space and surface power 
3. Life-support systems, space medicine and biology, and human 
factors 
6. Space processing, manufacturing, and construction 
7, Structures, materials, and mechanisms 
8. Communications, telemetry, and sensing. 
9. Automation, robotics, and teleoperators 
10. Information systems 
11. Ground support, simulation, and testing 
12. None of the above (specify category) 


Seeing that this might be a good opportunity to inform NASA of 
the benefits of electrogravitic propulsion technology, 1 decided to make 
а concept submission under category 3, "Space transportation, launch 
vehicles, and propulsion." Certainly a means of transporting people to 
Mars in five days rather than 224 should be of some interest to NASA. 


13.2 "IDEA CENSORSHIP 


‘The submission I made to SEOP, cataloged by NASA as idea number 
100159, is reproduced in appendix С. My submission pointed out that 
clectrogeavitics could make an important contribution toward helping 
NASA meet its space exploration challenge. I noted that development 
work on electrogravitic propulsion is currently in progress at major 
aerospace companies, but that the work is restricted by military clas- 
sification, Furthermore, 1 explained that application of clectrogravitic 
technology to NASA's space program to replace outmoded rocket pro- 
pulsion technology would ental a minimal amount of R&D if aircraft 
designs already perfected in the military aerospace sector could be 
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declassified. Hence, the issue would not be one of technological feasi- 
bility, but rather one of political decision—the decision to declassify an 
advanced technology already in existence. I suggested that NASA make 
а serious lobbying effort to convince military authorities to declassify 
the technology for more open use in space exploration. In addition to 
citing Brown's clectrogravitics work, 1 included several quotes from the 
February 1956 Aviation Studies report. 

А total of 1,697 people responded to NASA's submission request 
(about 4 percent of the people originally solicited). The ideas were ini 
tially screened by Peat Marwick Main & Co. to remove submissions 
that were deemed to contain classified or proprietary ideas. About 149 
were removed as а result of this screening. The remaining 1,548 ideas 
were sent on to RAND, which divided the workload among five review 
panels, Each panel reviewed idea submissions concerned with a par- 
ticular aspect of NASA's activities and each wrote up its own summary 
report. The review panels carried out an additional screening of the 
ideas, with the result that only 215 ideas (13 percent of the total пит 
ber submitted to RAND) were passed on for final synthesis. A syn- 
thesis group summarized the RAND panels’ reports along with ideas 
obtained from other sources. These other sources were the American 
Institute of Aeronautics and Astronautics, the Department of Defense, 
the Department of Energy, the Department of Interior, the Aerospace 
Industries Association, several aerospace contractors, and NASA. The 
‘overall organization of the outreach synthesis process is illustrated in 
figure 131. 

"The synthesis group summarized this information in a document 
titled America at the Threshold, which was publicly distributed in the 
fall of 1991. This appeared to be more on the level of a NASA public 
relations document than a report with any kind of technical substance. 
Ie was replete with pictures of planets and astronauts constructing space 
stations and attractive artwork of spacecraft The text did not go into 
much technical depth. It appeared to be directed primarily to a general 
audience. 

Upon receiving this synthesis group report, 1 discovered that no- 
where did it mention anything about electrogravitcs. Puzzled as to the 
report's silence on the subject, 1 called up the SEOP synthesis group 
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office, but Iwas dismayed to find that the project had been disbanded. 
Late in 1990, after the review process had been completed, the Space 
Exploration Initiative office went through a dramatic change. Aerospace 
engineer Dr. Michael Griffin took over as its director and replaced al- 
most all of its personnel, leaving only one person who had some knowl- 
edge of the preceding activities. I contacted the office at the end of June 
1991, but Lieutenant General Thomas Stafford (U.S. Air Force, retired), 
who had been responsible for chairing the project, was no longer there, 
and George Abbey, who had coordinated the synthesis group, had been 
moved to the White House, where he was working on another project. 
Personnel from NASA who had worked on SEOP later became scattered 
between two NASA offices—the Office of Exploration in Washington, 
D.C., and the Exploration Program Office at the Johnson Space Center 
near Houston. Neither office was able to give me a reasonable expla 
tion as to why clectrogravitics had been excluded from the synthesis 
group report. They suggested 1 talk with the people at RAND who had 
administered the project. 

However, personnel at RAND were of litle help. As aras they were 
concerned, their contract was over, and they wanted nothing more to do 
with SEOP. Any telephone inquiries were directed toa spokesperson who 
would not allow me to speak directly with RAND employees who had 
been involved in the project. However, they did send me a copy of their 
technical report summarizing the findings of the panel that reviewed 
the ideas in category 3. This contained considerably more information 
‘on submissions in this particular category and had an appendix listing 
the titles of the 348 submissions that had been reviewed in this category. 
However, the main body of the report remained curiously silent on the 
subject of clectrogravitics. 

A review of the titles in the reports appendix indicated there were 
several other submissions beside my own that also had suggested NASA 
look into nonconventional propulsion technologies. The titles of some 
of those are in table 3. 


[wanted to get copies of this subset of submissions along with the 
names and addresses of their respective authors for the purpose of 
correspondence, but was stonewalled. The RAND representative told 
me all material processed for SEOP had been turned over to NASA. 
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TABLE 3. A SAMPLE OF NONCONVENTIONAL 
SUBMISSIONS MADE TO SEOP 


IDNo, Name Tue 


100105 — WilamD.Teor — Whiley 20 


70006 (unknown) Inet divo nit 

100153 Joe Hughes Beyond decir propdlion. 

10059 PallaVohste —  Hecropavtic An energy eflent 
means spacer propilion 

100174 — FredR.Nehen. Суто propulsion 

101456 William W. Few ‘The Sear! levity disc. 

10570 Воде Inertial engine 


200453 — Gordon C. Campbell How to bull fying saucer 


However, people at NASA's Office of Exploration and Exploration 
Programs Office were not of much help either. One person at NASA 
thought that the submissions were being stored temporarily in some- 
‘one's office but did not know whose. An individual at the Office of 
Exploration seemed to become nervous when I asked him about the 
whereabouts of the submissions. I got the impression that he actually 
knew where they were being kept but was trying to avoid telling me. 
He instead directed my request to the Johnson Space Center office. 
People at that office, in turn, directed my request to the Washington 
office. Thus, I very quickly got the impression that 1 was being sent 
in circles. This was supposed to be an open, unclassified solicitation 
of ideas. Why should they be trying to avoid public inquiries into the 
ideas that had been presented? Was there something about this project 
they were trying to hide? 

After about four months of calling one office or another and getting. 
nowhere, finally a the end of May 1992, [instituted а request through 
NASA's Freedom of Information Act Office. After some difficulty, they 
eventually located the archived documents and in September sent me 
copies of most of the requested submissions. NASA would not divulge 
the addresses of the submitters, only their names. A review of these 
SEOP submissions confirmed what 1 had suspected, that there were oth- 
ers who also had attempted to make NASA aware of nonconventional 
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propulsion technologies and that their ideas had also been omitted from 
the final report. 

“Two submissions had informed NASA about electrogravitic propul- 
sion: my own (no. 100159) and that of Joe Hughes, on electric propul- 
sion (no. 100153), which is reproduced in appendix Н. Hughes referred 
to Brown's flying disc experiments as well as to Brown's proposed design 
for a spacecraft powered by а plasma-jet, high-voltage ion generator 
He included a copy of Brown's electrokinetic generator patent. Hughes 
also cited Dr. George McDonough, director of science and engineer 
at NASA's Marshall Space Flight Center in Alabama, as saying that 
electric propulsion ^is an interesting alternative to nuclear propulsion 
which is the only one being considered by the agency” and that the 
Soviets “consider ita viable way to do the job.” 

In the case of the submission titled "The Searle levity disc,” the. 
search could locate only the abstract. Quite mysteriously, the backup 
paper that was supposed to contain an explanation of the disc's opera- 
tion could not be found. As discussed in chapter 10, this is a device 
developed by the British engineer John Searl that nullifies gravity by 
rotating а set of roller magnets. It was foolish of NASA not to take a 
serious look at this concept, since a few years after ће SEOP report wa 
issued, Roshchin and Godin, working in Russia on a shoestring budget, 
built and successfully tested a version of the Sear disc in which the rotor 
and its test platform were observed to lose 35 percent of their weight 
with the rotor spinning at the modest rate of 600 rpm.* 

Several individuals had also sent SEOP submissions suggesting 
that NASA look into gyroscopic inertial drive аз a feasible method of 
spacecraft propulsion (submission nos. 100105, 100136, 100174, and 
101570). Inertial drive technology is entirely mechanical in nature. I 
generally involves various methods of ether rotating or repeatedly jerk- 
ing back and forth the bearing supports of a massive spinning gyroscope 
‘wheel so as to produce а reactionles vectored thrust of the entire appa 
ratus, Several devices immediately come to mind. One prototype inertial 
propulsion engine developed by American inventor Robert Cook (0.5. 
patent 4,238,968) has been shown to develop a thrust of 1 pound.’ 
Another device, built by Canadian inventor Roy Thorason, has dem- 
onstrated a thrust of 8 pounds. Yet another inertial propulsion proto- 
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type, developed by Scottish engineer Sandy Kidd, has produced about 
0.50 pound of thrust.“ With the financial backing of an Australian ой 
drilling equipment company, Kidd has subsequently begun work on а 
much larger, passenger-carrying prototype. АП of these inertial devices 
blatantly violate Newton's third law of motion, which states that every 
action must have an equal and opposite reaction. That is, unlike a 
rocket, an inertial drive unit moves forward without ejecting mass in 
the opposite direction. Nevertheless, like cectrogravitcs, such devices 
have had a long history of development and a proven track record. 

"The inertial drive idea submissions to NASA were generally quite 
‘well written, and in particular, the authors of two of these (nos, 100105 
and 100136) indicated that they either had working devices or had done 
considerable computer simulation work establishing concept feasibility. 
Yet nowhere in RAND's space transportation/propulsion panel report 
or in the synthesis group report was there any mention of the inertial 
propulsion concept. By all reasonable standards, NASA should have 
looked into these ideas, yet like the other nonconventional propulsion 
concepts, the RAND and synthesis group reports totally ignored them. 
IF NASA was asked to "cast а net widely to find the most innovative 
ideas in the country,” why had these ideas not been considered? Had 
RAND selected panelists who were grossly inept, scientists with tunnel 
vision who callously weeded out some of the best ideas of the bunch 
just because they did not fit standard textbook theories, or was there a 
concerted effort to exclude such ideas in the name of national security? 
‘The latter seems mote likely since the RAND Corporation, which ha 
а history of being involved in intelligence projects and weapons devel- 
‘opment, is said to be a front organization for the Central Intelligence 
Agency. 

Ieis doubtful that this screening operation was put in place to avoid 
criticisms that might have been leveled by academics skeptical of non- 
conventional ideas. More likely йз intent was to discourage NASA from 
considering technologies that were already being worked on in defense- 
sponsored black projects. The censorship of the SEOP ideas submit- 
ted to RAND can be traced directly to the screening procedures that 
RAND had adopted. Some revealing information in this regard may 
be found in the transportation, launch vehicles, and propulsion panel's 
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‘technical report. I states that of the 350 submissions reviewed by that 
particular panel, “approximately 30 percent were judged infeasible” 
either because they “violated known physical laws or the performance 
claimed for a concept would be impossible to achieve.”” Actually, the 
total number rejected on this pretense was closer to 39 percent, since, at 
the end of the screening proces, only 213 submissions had been passed 
оп for more-formal analysis. 

"The report states that of the submissions that made it through this 
screening, none contained “any new scientific laws or principles, or 
‘wholly new areas of technology ... nothing was presented that is truly 
new and evolutionary.” Moreover, it states that most of the submissions 
had proposed "concepts or ideas that are currently being considered [by 
NASA] or have been examined in the past."* These observations about 
the outcome of the SEOP project should not be surprising; it is obvious 
the screening process was set up so that any ideas that were truly new 
and revolutionary were omitted. As the expression goes, Quayle's team 
of appointed panelists and hired think-tank consultants "threw out the 
baby with the bathwater.” It is apparent that this was not just one other 
instance of Murphy's Law at work. These people knew what they were 
doing, as one panelist privately admitted to me that SEOP had received 
quite a few "advanced technology” suggestions and that none ofthese 
had been included in the final summary report.” 

"The bias against considering innovativ ideas is evident in the pro- 
cedure used to rank the submissions. Each submission was ranked on а 
scale of 1 to 5 (5 being the best) in each of five attribute areas: utility, 
feasibility, safety, innovativeness, and cost. However, for reasons not 
stated, these areas were not given an equal weighting. For example, the 
transportation, launch vehicles, and propulsion panel weighted these 
attributes respectively as 25 percent, 25 percent, 25 percent, 5 per- 
cent, and 15 percent. Thus, feasibility was considered to be five times 
more important than innovativeness, with such feasibility being judged 
according to whether the ideas violated “known” physical laws. It is no 
wonder that after being asked to “cast a net widely” for new technolo- 
gies, the panelists had come up with nothing, with American taxpayers 
footing the bill. 

What is even more shocking, the panelists usually ranked the sub- 
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missions by considering their scores on just the first two attributes— 
utility and feasibility Thus, safety, innovativeness, and cost did not seem 
to count much in the final outcome. This explains why the transport 

tion, launch vehicles, and propulsion panel report seriously discusses 
concepts such as explosion-driven spacecraft and antimatter annihila- 
tion propulsion that, by most standards, fail miserably to meet safety or 
costeffectiveness criteria In ће case of explosion-driven propulsion, а 
nuclear bomb is detonated behind the spacecraft and the shock wave is 
made to impact а pusher plate that propels the craft forward. Nowhere 
did the report express any concern about matters such as passenger 
safety and dangers associated with the proliferation of nuclear weapons 
in space. The reports discussion of antimatter annihilation propulsion 
is another case in point. It would take a million years using the current 
multibillion-dollar CERN and Fermilab facilities just to accumulate 
1 milligram of antiprotons, enough to propel а 1-ton payload to escape 
velocity from Earth. Accumulating and storing such large quantities of 
antimatter is an even more formidable problem, from both the technical 
and the cost standpoints. If cost was really of any concern, the report 
should not have even bothered discussing the antimatter subject Perhaps 
they were trying to please the fans of Star Trek. 

In view of the above, itis quite disappointing that no space at all 
was given to reviewing propulsion technologies like electrogravitics 
magnetic drive, and inertial drive that not only are feasible, bu are safe 
and cost-effective as well. One wonders whether the Space Exploration 
Outreach Project was worth the millions of dollars that taxpayers 
spent. 

Ie seemed that I had exposed a very large black hole, one that hap- 
pened to be centered right smack in the middle of NASA and was swal- 
lowing up a lot of money and with it a lot of good ideas. We are told 
that one of the characteristics of a black hole is that whatever goes 
into it can never emerge again. This definition very much fits NASA's 
Space Exploration Outreach Program, for in 1991, after the synthesis 
group report was completed and copies mailed out, participants found 
it nearly impossible to learn anything about the fate of their submitted 
ideas ог to get any information about ideas submitted by other partici 
pants. As soon as the report was completed, the arm of this “outreach 
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program" was immediately retracted, with no plans in place for carry- 
ing out follow-up activites. И seemed the program organizers planned 
it that way from the start. By the end of 1991, NASA had dismantled 
the project's office and transferred its personnel to other jobs. The origi 
nal idea submissions were diverted cither to someone's office closet or 
to an obscure archive repository. The rapidity with which the SEOP 
office was dissolved and its personnel and raw data scattered is remi 
niscent of the sudden dissolution of an FBI front operation after it has 
caught its crooks. Its clear that SEOP had been planned to be a onc- 
way information-gathering intelligence operation. 


13.3 - THE MISSING DISCS 


‘The transportation, launch vehicles, and propulsion panel report states 
that information about the evaluation of cach SEOP submission was 
logged into а Macintosh computer database (Fourth Dimension by 
ACIUS). This included "the unique ID number of the submission, the 
reviewer, the date of review, the name ofthe panel performing the review, 
and the ttle or subject of the review." Also, the database included the 
score assigned to the proposal (ranked on a scale of 1 to 5) and a writ- 
ten justification for that score, The report states, “Each reviewer was 
required to briefly explain the reasons for scoring a submission as he or 
she did: 
Information stored in this computer database should have been 
made available to anyone requesting information about the fate of his 
‘or her submission, but when attempts were made to locate the computer 
disks, they were nowhere to be found. Neither RAND nor NASA рег- 
sonnel claimed to know their whereabouts. One NASA employee went 
as far as to claim that there was no computer database. However, one of 
the transportation, launch vehicles, and propulsion panelists had previ 
ously told me he had used the database in his proposal review. Thus, 
the database definitely existed at one time. [initiated a NASA Freedom 
of Information Act request to obtain a copy of the information on this 
disc, but the officials failed to locate this information, ther in the mag, 
netic media archives or in the archived boxes containing the written 
submissions. An appeal also failed to turn up anything. Later, came. 
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in contact with Debra Ladwig, a NASA employee who had worked as 
а computer support person during the synthesis group phase of SEOP. 
She told me she had initially received а copy of the discs from RAND 
and that at the close of the project she had turned the discs over to Dr. 
Brenda Ward of Johnson Space Center. However, in May 1992, 1 asked 
Ward if there had been a computer disc summarizing the submission 
reviews, and strangely, she maintained she did not know of any. At pres- 
ent, then, the magnetic disc records of RAND's evaluations of the SEOP 
submissions remain missing. Was their disappearance just an accident, 
or did someone not want the public to know why certain idea submis- 
sions were not included in RAND's final report? 

‘The disappearance of the proposal evaluation database is particu- 
larly disturbing, The closed-door nature of the whole evaluation pro- 
cess sounds more like a classified, black R&CD project than a NASA 
program. It is reminiscent of what reportedly was going on in the UFO 
study conducted by the Air Force under Projet Blue Book. According to 
informants connected with that project, the more-unusual UFO reports 
submitted to the project were routinely siphoned off to a highly classi: 
fied intelligence group, never to be seen again by the public. The missing 
reports not only were absent from Project Blue Book's database but also 
were omitted from its final report. It is not surprising to find that the 
same operating procedures are being practiced at NASA to screen out 
information relating to antigravity and field-propulsion technologies. 


134 «THE NATIONAL AERO-SPACE PLANE 


At the time the SEOP report was published, NASA had plans in the 
‘works to develop the X-30 National Aero-Space Plane, also called the 
space plane, which was to be the eventual replacement for the space 
shuttle. The plane was to use three different propulsion systems. The 
“low-speed” propulsion system, whose technology was then classified, 
was designed to take the craft up to a speed of about Mach 3 and to 
altitudes of greater than 50,000 feet. At Mach 3, a liquid-hydrogen- 
burning ramjet would take over. Unlike the space shuttle, which uses 
а liquid-oxygen oxidizer, the X-30 ramjet would be air breathing. A 
ramjet is a jet engine that has no moving parts and that depends on the 
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high pressures created in front of it to force air through its combustion 
chamber. Since liquid oxygen accounts for 89 percent ofthe fuel weight 
in a standard liquid-oxygen/liguid-hydrogen rocket, this ramjet system 
allows a substantial reduction in the rocket's overall weight. At Mach 6, 
the ramjet would convert into a scramjet—a supersonic ramjet—as the 
airflow in its combustion chamber transitioned from subsonic to super- 
sonic flow. The scramjet then would propel the X-30 into speeds of 
Mach 12 and greater. Ground tests achieved Mach 12 speeds, and much 
higher Mach numbers were expected to be forthcoming when actual 
flight tests would be conducted. For comparison, at Mach 12, a trip 
from New York to Tokyo would take just one hour. As the space plane 
‘would attain an increasingly high altitude, it increasingly would rely 
оп the addition of liquid oxygen to sustain combustion in its scramjet. 
‘Outside the atmosphere, it was to rely entirely on liquid-oxygen/liquid- 
hydrogen rocket combustion. 

‘One problem NASA anticipated with the space plane was that its 
wing leading edges would experience excessive frictional heating during 
the plane's high-velocity flight through the atmosphere (at Mach 3 and 
above). Just in this one area, the project could have substantially ben- 
cfited from knowledge about Brown's electrogravitics work, which was 
discussed in two of the SEOP idea submissions, ideas that were weeded 
‘out from SEOP's final report. In particular, high-voltage electrification 
of the leading edge of the aircrafts body, in the manner Brown had 
suggested, would have assisted in deflecting the approaching airstream 
so it would not directly contact the vehicles surface, thereby reducing 
the air frictional drag and softening the vehicle's transition through the 
sonic barrier. However, personnel working on the space plane project 
indicated that they had not heard of clectrogravitics or about the poten- 
tial of high-voltage charge to alleviate air drag, one of the project's most 
pressing technical problems. 

Determined to circumvent SEOP's idea censorship, in May 1992 
I sent copies of my electrogravitic propulsion SEOP submission and a 
copy of the 1956 Aviation Studies report, “Electrogravitics Systems,” to 
Charles Morris, director ofthe space plane project. He said he would 
circulate this material among the project's engineers. One month later, 
he sent a letter stating that “the concept is not appropriate for consid- 
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eration within the National Acro-Space Plane (NASP) program” (see 
appendix 1). A year later, 1 convinced him to reconsider the idea. Since 
he had not kept any of the material I had sent earlier, in September 1993 
Tsent him a new packet of information (sce appendix J). Later that year, 
when I inquired whether he thought the space plane might benefit by 
using a high-voleage charge, the director commented that he found the 
ideas very interesting, but was not optimistic that NASA would adopt 
such a technology in the immediate future. 

Subsequently, а scientist at NASA's Marshall Space Flight Center 
commented to me: 


Electtograviisis one of those things that certainly is worth looking at 
because were running up against boundaries, and nuclear propulsion 
ist going to happen in oor time, as far as can tll... We dont have 
a program. That the problem. We don't have anything on the horizon 


“There are some rel interesting things oot there like thi. 
to bea lot better at forward thinking than we have gotten to Бе, and if 
wo are going to survive in this age, we are going to have to take off our. 
“thingy-a-usual hat” and think about some of these things. 


Work on the space plane proceeded for several years bot was discon- 
tinued in 1994 due to budget cuts and because the program could not 
deliver the kind of results Congress was expecting, In 2003, there was a 
strong lobbying effort to resurrect the project, but none of the proposed 
ideas made any mention of the idea of applying electrostatic charge to a 
wing's leading edge to solve the hull-heating problem. 


13.5 THE COLUMBIA DISASTER 


Ов February 1, 2003, the Columbia space shuttle crashed to Earth in 
flames asthe result of damage its wing had suffered earlier in the mis- 
sion. During takeoff, a suitcase-size chunk of insulating foam had bro- 
ken off from its main propellant tank and impacted the leading edge 
of the shuttles left wing, causing damage to onc of the wing's thermal 
protection tiles. The damage went undetected and later caused a major 
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problem when the vehicle attempted to reenter the atmosphere during 
landing. Air friction normally heats the wing surface to incandescent 
temperatures during the high-velocity atmospheric reentry. As а result 
of the earlier damage, superheated gases were able to penetrate а gap 
in the wing's thermal protection tiles and cause damage to the shuttle's 
internal wing structure. Exposed to these hot gases, the wing structure 
ultimately failed, the vehicle became uncontrollable, and it was even- 
tually destroyed by the extreme heat of reentry. Seven crew members 
perished inthe crash. 

Had Brown's aerospace technology been implemented on the space 
shuttle, the Columbia disaster would never have happened. Thirteen 
years earlier, two SEOP submissions had pointed out the advantages of 
clectrogravitics, but the SEOP review panel discarded the ideas and did 
not include them in its final report to NASA. Аз mentioned earlier, in 
1992 1 had also contacted space plane project director Charles Morris 
‘of NASA to suggest a solution to the hull-heating problem forescen to 
plague the project. 1 had pointed out to him how air-riction heating of 
the leading edge of a shuttlecraft’s wing could be prevented simply by 
applying a high-voltage charge to the wing. Again, in my 1993 letter to 
him (reproduced in appendix J), 1 wrote *.. electrostatic charging of 
the plane's leading edge would also have the added benefit of reducing 
air friction heating of the hull surface." However, NASA personnel did 
mot employ the idea. 

Somewhat later I spoke with Jonathan Campbell, an engineer who 
works on electrical propulsion systems at NASA's Marshall Space Flight 
‘Center. I earned that he had been trying for years to convince NASA to 
look into electrokinetics as a means for spacecraft propulsion, but his 
requests for money were routinely turned down by management. He took 
‘out two patents ona thrust producing apparatus (see figure 13.2) that is 
very similar to one of Brown's clectrohydrodynamic devices. Although 
he has acknowledged that Brown's work inspired him to develop his 
cylindrical thruster, curiously, Campbell's patent did not cite or discuss 
Brown's prior work "* Campbell has a more conventional view on the 


а amans cylindrical rtr experiment (ce chapter 12) bears a bue 
насе Campbells asymmetrical capacitor, compare igure 13.2 t figure 12.1. 
Тотал research predates Campbells patens application by at least twenty ix pear 
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‘operation of asymmetrical capacitors than Brown and others, denying 
that any exotic principle such as electrogravtics operates. His patent did 
not discuss the idea of charging the leading edge of a spacecraft’ wing, 
so even if NASA had funded Campbells research, there is no guarantee 
that Brown's airframe-charging idea would have been employed 

In March 2003, I submited a suggestion to the Columbia Accident. 
Investigation Board (reproduced in appendix J). 1 pointed out again 
the benefits of charging the wing leading edge, stating, "One technol- 
‘ogy that could prevent a Columbia-type hazard from happening in the 
future would be to apply а high voltage charge tothe Space Shuttle hull 
during reentry, in particular to the leading edge of its wing. The ion 
sheath so formed would create a buffer zone around the craft, ionizing, 
repelling and deflecting oncoming air molecules and thereby preventing 
them from directly impacting and heating the hull.” 1 also noted that 
Northrop had researched this technique thirty-five years earlier and 
named some references they could consult. I also summarized Brown's 
work and the use of electrogravitcs on the B-2 bomber. | noted how 
1 had earlier attempted to make NASA aware of the technology, both 
through my submission to SEOP and through my contacts with Morris. 
1 named Campbell as someone at NASA whom they could contact and 
also offered my own assistance to point them in the right direction, but 
nothing ever came of my suggestions. All they sent me was a form letter 
‘thanking me for my input. Efforts made to resurrect the space plane as 
а future space shuttle replacement made no mention of my suggestion 
for wing electrification. 

“The aerospace industry has not shown the same bureaucratic dinoc- 
тасу. In 1994, one year after NASA turned down the idea for its space 
plane, BAE Corporation (formerly British Aerospace) became seriously 
interested in Russian research into plasma air-drag reduction. Together 
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with the Defence Evaluation and Research Agency (DERA), Britain's 
military research organization, it began researching the idea of generat 
ing plasmas upwind of an aircraft as a means of reducing air drag.* 

In 1996, Terry Cain, a research engineer with DERA, traveled to 
Russia to meet Anatoly Klimov and his colleagues and to repeat the 
plasma drag reduction experiments they had performed. At the Central 
Aerohydrodynamics Institute, near Moscow, they carried out super- 
sonic wind tunnel tests on 10-centimeter, conical-shaped bodies that 
used plasma generators to create upstream plasmas. One method they 
used to generate the plasmas was to energize the cones with a Tesla coil 
that created voltages high enough to cause air to ionize over large dis- 
tances, The high-voltage fields generated "ile streamers of lightning" 
that propagated into the airflow ahead of the test model.” They mea 
sured drag reductions of 10 percent. 

In the United States, the Arnold Engineering Development Center, 
at Arnold Air Force Base in Tennessee, has modified its wind tunnels 
to conduct airflow tests of plasma-asssted models. The long list of 
aerospace planes that have undergone aerodynamic testing at Arnold 
includes the B-2 Stealth Bomber and the X-30 National Acro-Space 
Plane. In 2000, the head of its applied technology directorate was quoted 
as saying that a number of organizations have shown interest in plasma 
air-drag reduction, although he would not give their names. Might we 
expect NASA to be among those showing interest? 


13.6 NASA: A MILITARY FRONT. 
ORGANIZATION? 


Donna Hare, a former employee of a NASA contractor, has disclosed 
evidence that implicates NASA in covering up evidence of the presence 
of advanced-technology spacecraft. During the 1970s, Hare worked 
for NASA contractor Philco Ford in its photo lab atthe Johnson Space 
Center. Since she had a secret clearance, she was able, one day, to walk 
into the NASA photo lab where a friend of hers worked. The lab was 
involved in developing satellite pictures and pictures taken during 
NASA's various missions. Her friend directed her attention to an area 
ofa photo mosaic he had been working on. Then, smiling, he suggested 
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she look at a particular area of one of these photo panels. There she saw 
а round white dot with a very crisp outline. She asked if it was a dot 
оп the emulsion. Grinning, he said, “Dots on the emulsion don't leave 
shadows on the ground." Sure enough, there was a round shadow on 
the trees at the correct angle from where the sun would have been shin- 
ing. She asked, “Is this a UFO?" He answered, “I can't tell you that,” 
meaning it was а UFO, bot he wasn't allowed to tell her it was. He said, 
“We always have to airbrush them out before we sll them to the pub- 
lic.” Hare's astounding testimony can be found in Stephen Greer's book 
Disclosure.” 

Hare also disclosed stories she had heard from NASA employees. 
about some astronauts having seen extraterrestrial craft. One gentle- 
man whom she knew very well said just about every one of the astro- 
nuts who had gone to the moon had seen things. One said there were 
three craft on the moon at the time the Apollo 11 mission had landed. 
He said that as a precaution, the astronauts were put in quarantine for 
a while after they had returned and that some of the astronauts who 
‘wanted to talk were threatened. 

Hare also related а story told to her by someone who used to work 
at Johnson Space Center asa security guard." He said one day soldiers 
came in fatigues and ordered him to burn photographs. At one point, he 
stole a glance at one of the pictures and could sce that it was a UFO on 
the ground. One of the guards apparently caught him doing this and hit 
him in the head with a gun butt. She said she could sce that as he told 
his story he was very frightened. 

So we sce that NASA and its employees are being threatened and 
manipulated into silence to maintain the status quo of a cover-up about 
the presence of alien craft and the existence of advanced aerospace 
propulsion technologies. Seeing that the NASA administration seem 
determined to steer clear of clectrogravitics technology despite repeated 
attempts by several people to interest them, one is led to sympathize 
with Tom, my Project Skyvault contact, who said in the note he passed 
me at the 1994 Tesla conference that NASA is essentially a public rela- 
tions organization or a front that obscures Air Force space research. 

‘Over the phone, Tom later told me an astounding story ofthe scope 
of the Air Force's involvement in space. He said he had been in the 
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Civil Air Patrol and had been given a Mitchelson Award, the highest 
award that one could get. As a result, in 1963 he was chosen to rep- 
resent the state of Idaho and go to Chanute Air Force Base along with 
Civil Air Patrol representatives from the other forty-nine states. One 
day they were all gathered in an auditorium, and onstage there were 
about eight generals who were available for a “no bars” question-and- 
answer period. One person popped up and asked them about Air Force 
Major Donald E. Keyhoe, who at the time was writing about UFOs 
and had been severely censored. One of the generals responded that 
they had a way of taking care of people who gave out a itle too much 
information. He said they would use physical injury or whatever was 
necessary to make them shut up, indicating they would kill a person 
(extreme prejudice, if you will). Someone else started to ask more about 
UFOs and one of the generals said the United States had a defense 
tem in place at the time that consisted of a number of satellites in orbit 
not only around the Earth, but also around Mercury, Venus, Mars, 
and a few other, more distant planets they couldn't talk about. He said 
the satellites together functioned as an early warning system, that they 
were afraid of the “people out there" because they didn't know very 
much about them. This satellite defense system was built to observe 
three possible sources: missiles that might come from the Soviet Union, 
missiles that might come from China, and intrusions of aliens coming 
in toward Earth. Someone asked why the generals were being so candid 
with them. According to Tom, one responded by saying, “If you want, 
you can go ahead and tell people what we told you, but they're not going 
to believe you. Besides, if you did get anyone to believe you and they 
same back to ask us, we would just deny it. So we have nothing to lose 
by telling you this." 

Russia had put the Sputnik satellite in orbit around the Earth in 
1957, and the United States followed by putting the Explorer in orbit 
the next year. In 1959, the Soviets photographed the far side of the 
тооп with Luna 3. In 1962, the Mariner 2 probe of Venus sent back 
close-range information about Venus, and that same year, the Russians 
launched the frst probe to Mars, but contact was lost. So in 1963, Tom 
‘was told that the United States at that time had a network of sophisti- 
cated warning satellites scattered throughout the solar system, orbiting 
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planets farther out than Mars! The well-funded military space pro- 
gram was apparently several decades ahead of what was being publicly 
acknowledged! Tom said he had heard rumors that the first satellite ever 
was launched by the United States in 1948 using a modified V.2 rocket 
He said che Soviets never really were ahead of the United States in the 
space race. The military used the publicity of the Soviet effort to their 
‘own advantage to get more money from Congres. 

North American Rockwell delivered its first space shuttle to NASA 
in March 1979, This was the Columbia shuttle, which made its maiden 
voyage two years later, in 1981, but Tom said that Rockwell had been 
delivering space shuttles to the U.S. Air Force as сапу аз 1976. He also 
said the Air Force has its own shuttle system and that its shuttles were 
being launched from a highly secured island in the Pacific known as 
Johnston Island. He sad he had been working forthe Air Force between 
1976 and 1978 and that during this time he met a captain who was an 
engineer with the Air Force and who had returned from Johnston Island 
after being there for a year or two. He said this captain told him he 
had heard rumors thatthe United States had a base on the moon. The 
captain said that from looking at the cargo manifest for one of these 
shuttle launchings, one could conclude that provisions were routinely 
being shipped out. This was several years after the Apollo program had 
been terminated, the last Apollo mission to the moon having been сот 
pleted in December 1972. 

"Thus, itis apparent that there has been an effort to keep secret the 
military's capabilities in space. While NASA was mesmerizing the pub- 
lic with its rocket flights, aerospace companies were carrying out secret 
research on electrogravitics and microwave beam propulsion technolo- 
gies. A good guess is that the U.S. military currently has large fleets 
of craft capable of hypersonic flight in space that use nonconventional 
means of propulsion. 

“This educated guess may be fact. In 2002, a forty-year-old British 
computer buff named Gary McKinnon succeeded in using his home 
computer to hack into the computer network of several U.S. military 
‘organizations, Although not part of any terrorist organization and only 
snooping to satisfy his own curiosity, he now faces up to seventy years’ 
imprisonment in a U.S. jail, but what he found on one of his Internet 
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forays was quite astounding. In a US. Space Command database, 
McKinnon found a list of officers names under the heading "Non- 
"Terrestrial Officers.” He also found a list of “fleet-to-flect transfers” 
and а list of ship names. He tried to look them up, but found they were 
not Navy ships. He came to conclude that these were off-planet vessels. 

The U.S. Space Command is headquartered at Peterson Air Force 
Base in Colorado Springs. Из website states that its “mission isto conduct 
joint space operations in accordance with the Unified Command Plan 
assigned missions.” These include “Space Force Support, Space Force 
Enhancement, Space Force Application, and Space Force Control 
With records of nonterrestrial officers carrying out fleet-o-fleet trans 
fers, its missions appear to be far bolder than the average U.S. citizen 
might have guessed. It seems the United States has ongoing, manned 
space operations that go beyond anyone's wildest dreams, all taking. 
place under a cloak of secrecy and all made possible by advanced field- 
effect propulsion technologies that were under intense development in 
the middle of the twentieth century. 

The Russians may also have a substantial presence in space. In his 
book The Awakening of the Red Bear, Dimosthenes Liakopoulos wrote 
that the Russians have large lectrogravitic-propulsion craft called cos- 
mospheres that are equipped with particle beam weapons." He main- 
tains that these are used to ferry supplies to ten bases on the moon. 

As foc the application of ield-propulsion technology to civil 
space flight, itis apparent that NASA, with its rocket-oriented approach, 
will not be the one to take the initiative. That, instead, will likely be 
undertaken by farsighted aerospace corporations such as the Spaceship 
‘Company and Virgin Galactic. The ability of nonmilitary private ener 
prise to compete in the space arena became evident on October 4,2004, 
‘when Brian Binnie piloted SpaceShipOne to an altitude of 114 kilome- 
ters to win the $10-million X-Prize This prize, which was offered by the 
X-Prize Foundation, was available to anyone who succeeded in reaching 
an altitude of at least 100 kilometers twice within a two-week period. 
That was SpaceShipOne's second voyage, its maiden voyage having been 
made just five days earlier. The winning team, led by aerospace engineer 
Burt Rutan, showed the world that, with а litle ingenuity, space flight 
is possible even on a shoestring budget. 
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Figure 13.3. Spaceship One landing in the Mohave Desert on October 
4, 2004. It was the first privately ouwed plane to achieve suborbital 
flight (Photo courtesy of Mike Манев) 


In July 2005, Rotan's company, Scaled Composites, signed an agree 
ment with Virgin Galactic, a spin-off of the Virgin Group of Compani 
founded by Sir Richard Branson, to form a new aerospace production 
company that both companies will jointly own. This new company, 
called the Spaceship Company, has plans to build a fleet of commercial 
suborbital spaceships and launch aircraft and to market them to space- 
line operators, one of which will be Virgin Galactic. Rutan, who will 
head up the company's technical development team, said, “[This will 
truly herald an era of personal space flight first described by the vision- 
ary science fiction writers of the 1940s and 1950s, Richard Branson 
and I share a vision that commercially viable and safe space tourism 
vill provide the foundation for the human colonization of space; It 
is more likely that entreprencurs such as these, who are accustomed to 
thinking out of the box, will ultimately be the ones who will develop 
field-effect propulsion for aerospace flight. 


14 


A TECHNOLOGY 
THAT COULD 
CHANGE THE 
WORLD 


Clearly, gravity control would be a boon to society. So why is work on 
this important technology being kept so highly classified? One obvious 
reason is that the military sector wants to make sure that its defense 
technologies аге always one step ahead of everyone else's. According to 
one estimate, Black program technologies аге at present at least fifty to 
опе hundred years ahead of those used in the commercial world. A scc- 
‘ond motivation for secrecy is the concern over whether society is able to 
monitor and control the public use of this new science effectively. A case 
in point is the advent of nuclear technology toward the middle of the 
‘twentieth century. While ways were later found to harness atomic energy 
for peaceful uses, its initial development was for use as a weapon, the 
atomic bomb. This brought with i the accompanying threat of nuclear 
holocaust, and today, even though the cold war has ended, the threat 
still lingers that terrorists might detonate a dirty bomb. Similarly, the 
same physics that gives us a proper understanding of gravity control and 
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that could be put to many peaceful uses could also be used to build very 
destructive weapons. 

According to Ray, the black-project scientist 1 had spoken to, the 
curators of this technology do not feel that society as a whole has 
matured emotionally to an extent that this knowledge could safely be 
made available to the public. Apparently the behind-the-scenes indi- 
viduals who monitor black-woeld research and decide whether or not 
it stays classified are following а program of "controlled evolution." If 
these “powers that be” determine that the world has advanced to a point 
where it can handle а new technology, they will allow ir to be introduced, 
‘This leaves us with the question of whether this self-chosen group is itself 
sufficiently qualified to be making these kinds of decisions. With prob- 
lems like global warming, global deforestation, acid rain, widespread 
pollution of the oceans, radioactive waste, overpopulation, hunger, 
and the AIDS epidemic looming ever larger, shouldn't at least some of 
this knowledge be declassified to help the world? Some members of the 
back programs community fel that it should, and as а result, they are 
making efforts to push things in a more liberal direction 

When the internal combustion engine was developed at the turn 
of the twentieth century, should it have been classified because of 
military potential to create tanks and war vehicles? If it had, we may 
still be driving a horse and buggy and would undoubtedly be living in a 
word that had a much lower standard of living. Today, it seems that our 
government is intent on keeping our current technology status quo. On 
January 15, 2008, four group directors that head the U.S. Patent and 
“Trademark Office (USPTO) sent out a memo to all USPTO technology 
center patent examiners that is just as reactionary as if they had outlawed 
the automobile. The memo reminded the examiners about the USPTO 
Sensitive Application Warning System (SAWS) program and required 
that they “flag” any patent application that contains subject matter of 
“special interest,” specifically those containing the following topics: 
71) perpetual motion machines [ie., over unity energy generators], 
2) antigravity devices, 3) room temperature superconductivity, 4) free 
energy—tachyons, et, 5) gain assisted superluminal light propaga- 
Чоп (faster than the speed of gh, 6) other matters that violate the 
general laws of physics . . 
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Further, the directive required the examiners to, among other 
things, flag: “applications with pioneering scope" and “applications 
dealing with inventions that, if issued, would potentially generate 
extensive publicity.” Ie stated that the SAWS program “is intended to 
ensure that the [USPTO] examination standards and guidelines are 
applied properly to such applications." Such guidelines instruct examin- 
ers to reject any applications that violate ће "known laws of physics.” 
Obviously, ће laws the Patent Office are referring to is the catechism 
taught in university physics courses around the country. Ву those laws, 
patent applications for any invention using over-unity energy genera- 
tors, elctrokinetics technology, or superluminal beam generators (such 
аз that developed by Podkletnov) should be promptly rejected. 

But let us imagine fora moment that the prevailing bureaucratic sup- 
pression has faded, ushering in a host of possibilities. Once field-effect 
propulsion technologies and energy generators are commercialized, they 
could dramatically improve people's lives. For example, Earth-based 
transportation would be revolutionized, commuters would be able to 
travel vertically as well as horizontally, roads and bridges would no 
longer be needed, and ground-level rush-hour traffic jams would be a 
thing of the two-dimensional past. However, in populated areas, spe- 
cial navigation computers would be required in order to prevent midair 
collisions. Transport speeds would he vastly increased, and there would 
be few limits as to where such vehicles could go. Antgeavity vehicles 
would revolutionize farming, mining, building construction, and ship- 
ping, stimulating the world economy beyond our wildest dreams 

Space flight would be made practical. Travel from one's Earth- 
based home to an orbital space station would become as easy as making. 
flights from one town or city to another. Flight from the Earth to bases 
оп the moon or Mars, ос even journeys to the more-remote planets of 
the solar system, would be accomplished as easily as present-day inter- 
continental flights. Such journeys could be completed with a minimal 
expenditure of fuel. Just think of all the billions of dollars that would 
be saved if nations used antigravity propulsion instead of rocket pro- 
pulsion to accomplish their space missions. Electrogravitic spaceships 
could theoretically attain velocities exceeding the speed of ight, making 
it practical also to travel to nearby star systems. 
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World peace would be aided. Antigravity transportation would erase 
the distance barriers separating the nations of the word. Imagine, trav- 
cling anywhere in the world in one hour! International айг traffic would 
skyrocket. Geographical space would shrink, bringing people from dif- 
ferent parts of the world closer together. People would become more 
internationally oriented and would see one another as close neighbors. 
As people grew more tolerant of other cultures and as poverty declined, 
а new planetary world order would arise. With luck, war might even 
become a thing of the past. 

Ecologically safe methods of energy production would become 
available. Electrogravitics could be usefully applied as a means for 
generating pollution-free electric power. One method would use per- 
manent magnet generators such as the Searl effect generator or the 
MEC, discussed in chapter 10. Another method might be to use 
phase-conjugating parametric amplifiers that had overunity outputs. 
Yet another technique might be to develop rotary generators such 
the electrostatic motors suggested by Lafforgue (see chapter 12) 
Brown (see figure 1.10). 

Electrogravitc free-energy machines, as well as other types of scen- 
tifically advanced energy generators, would provide society with clean 
energy. Besides producing affordable power, such technology would be 
environmentally and socially safe because it would not produce danger- 
‘ous waste products that could pose health hazards. Nor would it release 
carbon dioxide or waste heat into the atmosphere that could threaten 
global warming. The energy output would be almost entirely in the 
form of mechanical motion. In the case of the бсан effet generator, it 
could actually have the side benefit of refrigerating the environment as 
it generates power. Although clectrogravitic devices usc high voltage, 
they may be rendered safe by being properly enclosed. Moreover, power 
production would become decentralized. Each home, factory, or vehicle 
‘would have its own power unit. The miles of unsightly power lines that 
presently clutter our landscape would become a thing of the past as each 
person became his own energy czar. 

Declassifying the black-world ether physics would substantially ben- 
efit society from an intellectual standpoint. t would galvanize a whole 
new era of expansion in fundamental physical theory, which today has 
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largely stagnated as а result of dogged perpetuation of outmoded ideas. 
Ie would also benefit society from a humanistic standpoint. One could 
argue that the spiritual vacuum and overemphasis on materialism that 
characterize modern society stem in part from the teaching of posi 
istic science that recognizes only experimentally observable quantities 
as having a real existence. The new ether physics, on the other hand, 
acknowledges that ће physical world is only a manifestation of a much 
more fundamental, subtle realm that is not directly accessible to our 
physical senses, but whose operation to some extent may be elucidated 
with the aid of reaction kinetic models. l leads to a worldview in which 
science becomes united with mystical teachings, rather than separated 
from them. Widespread knowledge of this new conceptual paradigm 
could bring humanity back toward a more ethical track, to a global 
mind-set better prepared to receive the advanced technologies that are 
now kept from us. 
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LETTERS WRITTEN BY T. TOWNSEND BROWN 
TO THOMAS TURMAN 


"The following letters (on pages 405 to 410) from T. Townsend Brown to 
Thomas Turman were written in 1968 and 1971. 
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йөре doubler but {would like тө know in greater dae the copocto end 
Teetlfen you ore ving, This И ө/ some concern, particularly en he ripple. 
көнөт o We de outa 


You дед shows в point and ring configuation of electrodes with on 
intermediate dilecte мее. 1 eke it the ardt ef this be re open ond the 
low is in tha erection o the diverge eld. This would make бе ube 
ly move inthe opposite direction, het la, toward ће small positive 
lecmede. i ths rot ie 


Lom obo ivecested inthe way you mecsure басы. You mentioned o 
capacitor type pick up, which would Feed, ia on amplifier t Ie recordar 
Hove you carved ary tr thet withthe peitive nd ofthe tube closed? 


Going to the die airfoils, you ей about Ња spacers леб to moun! the 
electrodes om the die Бобу. Twos not interested than In lif, only thrust 
"rd the top speed around a SO urate. Tha tached diogren wil give you 
tome ide ofthe vp. 


ао pends 


Themes М, Turnen. 


Nove i, 1971 


The lrgeelacrode wos mode of o bali unérello-Iice rome with 
aluminum foil covering. A thin gl о insulator mounted the cathode 
"how inthe drawing The iff this ont t 170 kv wos bout 125 уот. 
‘ha electrode rvcture Inalf weighed only chovt 100 gram, зә wos actvlly 
po 


Je my rexî latter Iwill serd you some preso profiles cen the balli 
‘electrode where we отете fo алауда this ЇН, but hall mae И the wbject 
f nother latter. 


bell try o get his other letter off o you within e few days. 


йөз, 


lees Wetten by Toman Brown to Thomas Tuman Ano 


P.O. Box 1921 
Avelea, Сыйына 90708 
November 12, 1971 

Me. Tomes M. Потоп 

КИ) 

Lubbock, Төш 7401 

Deor Ne. Temant 


Lom sorry Ihave been so long In getting tis letter off to you but, 
during my recuperation, 1 salam gt o the office. 


I my letter of November Ist | promised ıo send you some pressure 
коө, uch ot | remember then, which coved the movement ofthe 
reos Боите alecrede, A пане ef the electrode ond the operox= 
nete rece profile hı os flown 


IF wos found that, by canting the center electrode, the pases 
could be unbalonced ю that one ide or tha er eovl be fed. Ti 
Sd eee Nel ety Wc tt, An it wo 
doing this ito provide Mese E s калаг lan 
istesd of оге cour electrode. Tota electrode can be differently choged. 
in order бә change the electric led сөлгене under the ballistic corepy 
and this did away withthe mecemity for o mechanical moving port. Horizontal 
ЖАЛУ could be mld eni стају, The rate tly 
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Thome M. Tomo -- Nev. 12, 1971 


If you are able to paccm any of thane periments, 1 would 
соату like ю hear about them. 


Kindest personal roger, 


тыь 
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APPENDIX C 


ELECTROGRAVITICS SYSTEMS 
Ап Examination of Electrostatic Motion, Dynamic. 
Counterbary, and Barycentric Control 


The following excerpt is а reproduction of the Aviation Studies 
International) Ltd's 1956 Gravity Research Group report entitled 
“Electrogravitcs Systems: An examination of electrostatic motion, 
dynamic counterbary and barycentric control,” also known as "Report 
GRG-013/56—Electrogravities Systems.” 
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Irropuctory Nores 
Discussiox 
Conctustons 
 AppzNDUMS 
1. Aviation REPORT EXTRACTS 
П. ELECTROSTATIC PATENTS 


It has been accepted as axiomatic that the way to offset the effects of 
gravity is to use а lifting surface and considerable molecular energy to 
produce a continuously applied force that, for a limited period of time, 
san remain greater than the effects of gravitational attraction. The or 
nal invention of the glider, and evolution of the briefly self-sustaining 
slider, at the turn of the century led о progressive advances in power 
and knowledge. This has been directed to refining the classic Wright 
Brothers approach. Aircraft design is sill fundamentally as the Wrights 
adumbrated it, with wings, body, tails, moving or flapping control 
ing gear and so forth. The Wright biplane was a powered glider, 
subsequent aircraft, including the supersonic jets of the nineteen-fifties 
are also powered gliders. Only one fundamentally differen flying prin- 
ciple has so far been adopted with varying degrees of success. I is the 
rotating wing aircraft that has led to the jet lifters and vertical pushers, 
coleopters, ducted fans and life induction turbine propulsion systems. 

But during these decades there was always the possibility of making 
efforts to discover the nature of gravity from cosmic or quantum theory, 
investigation and observation, with a view to discerning the physical 
properties of aviation's enemy. 

It has seemed to Aviation Studies that for some time insufficient 
attention has been directed to this kind of research. Iit were successful 
such developments would change the concept of sustentation, and con- 
fer upon a vehicle qualities that would now be regarded as the ultimate 

"This report summarizes in simple form the work that has been done 
ands being done inthe new field of electrogravitics. I also outlines the 
various possible lines of research into the nature and constituent mat- 
ter of gravity, and how it has changed from Newton to Einstein to the 
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modern Hlavaty concept of gravity аз an electromagnetic force that may 
be controlled like a light wave. 

The report also contains an outline of opinions on the feasibility of 
different clectrogravitis systems, and here is reference to some of the 
barycentri control and electrostatic rigs in operation. 

Also included is a list of references to electrogravitics in succes- 
sive Aviation Reports since a drive was started by Aviation Studies 
International Limited to suggest to aviation business eighteen months 
ago that the rewards of success are too far-reaching to be overlooked, 
especially in view of the hopeful judgment of the most authoritative 
voices in microphysics. Also listed are some relevant patents on clectro- 
statics and electrostatic generators in the United States, United Kingdom 
and France, 

Gravity Research Group 
25 February 1956 


DISCUSSION 
Electrogravitics might be described as a synthesis of electrostatic energy 
used for propulsion either vertical propulsion or horizontal or both 
and gravitics, or dynamic counterbary, in which energy is also used to 
setup a local gravitational force independent of the earth's. 
Electrostatic energy for propulsion has been predicted as a possible 
means of propulsion in space when the thrust from a neutron motor 
or ion motor would be sufficient in a dragless environment to produce 
astronomical velocities. But the ion motor is not strictly а part of the ci 
ence of clectrogeavitics, since barycentric control in an electroge 
system is envisaged for a vehicle operating within the earth's environ- 
ment and it is not seen initially for space application. Probably large 
scale space operations would have to await the full development of elec- 
trogravitics to enable large pieces of equipment to be moved out of the 
region of the earth’ s strongest gravity effects. So, though clectrostaic 
motors were thought of in 1925, clectrogravitics had its birth after the 
War, when Townsend Brown sought to improve on the various proposals 
that then existe for electrostatic motors sufficiently to produce some vis- 
ible manifestation of sustained motion. Whereas carie electrostatic tests 
were essentially pure research, Brown's rigs were aimed from the outset 
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at producing а flying vehicle. As a private venture he produced evidence 
of motion using condensers in a couple of saucers suspended by arms 
rotating round a central tower with input running down the arms. The 
massive-k situation was summarized subsequently in a report, Project 
Winterhaven, in 1952. Using the data some conclusions were arrived 
at that might be expected from ten or more years of intensive develop- 
ment—similar to that, for instance, applied to the turbine engine. Using 
а number of assumptions as to the nature of gravity, the report postu- 
lated a saucer as the bass of a possible interceptor with Mach 3 capa- 
ity. Creation of а local gravitational system would confer upon the 
fighter the sbarp-edged changes of direction typical of motion in space. 

The essence ofelectrogravitics thrust is the use of a very strong posi- 
tive charge on one side ofthe vehicle and a negative on the other, The 
core of the motor is a condenser and the ability of the condenser to hold 
its charge (the спота isthe yardstick of performance. With air as 1, 
current dielectrical materials can yield 6 and use of barium aluminate 
can raise this considerably, barium titanium oxide (a baked ceramic) 
сап offer 6,000 and there is promise of 30,000, which would be suf- 
ficient for supersonic speed. 

‘The original Brown rig produced 30 fps on a voltage of around 
50,000 and a small amount of current in the milliamp range. There 
was no detailed explanation of gravity in Project Winterhaven, but it 
‘was assumed that particle dualism in the subatomic structure of gravity 
would coincide in its effect with the issuing stream of electrons from 
the electrostatic energy source to produce counterbary. The Brown 
‘work probably remains a realistic approach to the practical realization 
of electrostatic propulsion and sustentation. Whatever may be discov- 
cred by the Gravity Research Foundation of New Boston, a complete 
understanding and synthetic reproduction of gravity is not essential for 
limited success. The electrogravitics saucer can perform the function 
of a classic lifting surface—it produces a pushing effect on the under 
surface and a suction effect on the upper, but, unlike the airfoil, it does 
mot require а flow of air to produce the effect. 

First attempts at electrogravitis are unlikely to produce counterbary, 
but may lead to development of an electrostatic VTOL vehicle. Even in its 
developed form this might be an advance on the molecular heat engine in 
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its capabilities. But hopes in the new science depend on an understand- 
ing ofthe close identity of electrostatic motivating forces with the source 
and matter of gravity. It is fortuitous that lift can be produced in the 
traditional fashion and if an understanding of gravity remains beyond 
full practical control, electrostatic lift might be an adjunct of some sig- 
nificance to modern thrust producers. Research into electrostatics could 
prove beneficial to turbine development, and heat engines in general, in 
view of the usable electron potential round the periphery of any flame, 
Materials for electrograitcs and especially the development of com- 
mercial quantities of high-k material is another dividend to be obtained 
from electrostatic research even if it produces no counterbary. This is 
а line of development that Aviation Studies’ Gravity Research Group is 
following. 

‘One of the interesting aspects of electrogravitics is that a break- 
through in almost any part of the broad front of general research on 
the intranuclear processes may be translated into а meaningful advance 
towards the feasibility of electrogravitics systems. This demands con- 
stant monitoring in the most likely areas of the physics of high-energy 
sub-nuclear particles. I is difficult to be overoptimistic about the pros- 
pects of gaining so complete a grasp of gravity while the world's physi 
cists are still engaged in a study of fundamental particles—that is to 

those that cannot be broken down any more. Fundamental particles 
are still being discovered-—the most recent was the Segre-Chamber 
Wiegand attachment to the bevatron, which was used to isolate the 
missing anti-proton, which must—or should be presumed to—exist 
according to Dirac's theory of the electron. Much of the accepted math- 
‘matics of particles would be wrong if the ati-proton was proved to be 
non-existent. Earlier Eddington has listed the fundamental particles 


а The charge of an electron. 
т. The mass of an electron. 
M. The mass of a proton. 
hı Planck’ s constant 
c. The velocity of light. 
б. The constant of gravitation, and 
A. The cosmical constant. 
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Iris generally held that no one ofthese can be inferred from the oth- 
ers. But electrons may well disappear from among the fundamental par- 
ticles, though, as Russell says, itis likely that e and m will survive. The 
constants are much more established than the interpretation of them 
and are among the most solid of achievements in modern physics. 


Gravity may be defined as а small scale departure from Euclidean space 
in the general theory of relativity. The gravitational constant is one of 
four dimensionless constants: first, the mass relation of the nucleon and 
electron. Second is езе third, the Compton wavelength of the proton; 
and fourth is the gravitational constant, which is the ratio of the elec- 
trostatic to the gravitational attraction between the electron and the 
proton. 

‘One of the stumbling blocks in electrogravitics is the absence of 
any satisfactory theory linking these four dimensionless quantities. Of 
the four, moreover, gravity is decidedly the most complex, since any 
explanation would have to satisfy both cosmic and quantum relations 
more acceptably and intelliibly even than in the unified field theory. 
А gravitational constant of around 10° has emerged from quantum 
research and this has been used asa tool for finding theories that could 
link the two relations. This work is now in full progress, and devel- 
‘opments have to be watched for the aviation angle. Hitherto Dirac, 
Eddington, Jordan and others have produced differences in theory 
that are too wide to be accepted as consistent. It means therefore that 
(i) without a cosmical basis, and (i) with an imprecise quantum b 
and (i) a vague hypothesis on the interaction, much remains still to 
be discovered. Indeed some say that a single interacting theory to link 
up the dimensionless constants is one of three major unresolved basic 
problems of physics. The other two main problems are the extension 
of quantum theory and a more detailed knowledge of the fundamental 
particle 

All this is some distance from Newton, who saw gravity as a force 
acting on a body from a distance, leading to the tendency of bodies to 
accelerate towards each other. He allied this assumption with Euclidean 
geometry, and time was assumed as uniform and acted independently 
of space. Bodies and particles in space normally moved uniformly in 
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straight lines according to Newton, and to account for the way they 
sometimes do not do so, he used the idea of a force of gravity acting at 
а distance, in which particles of matter cause in others an acceleration 
proportional to their mass, and inversely proportional to the square of 
the distance between them. 

But Einstein showed how the principle of least action, or the so- 
called cosmic laziness means that particles, on the contrary, follow 
the easiest path among geodesic lines and as a result they get readily 
absorbed into space-time. So was born non-linear physics. The classic 
example of non-linear physics is the experiment in bombarding a screen 
жий two slits. When both slits are open particle going through are not 
the sum of the two individually but follows a non-linear equation. This 
leads on to wave-particle dualism and that, in turn, to the Heisenberg 
uncertainty principle in which an increase in accuracy in measurement 
‘of one physical quantity means decreasing accuracy in measuring the 
other. If time is measured accurately energy calculations will be in error 
the more accurate the postion of a particle is established the less certain 
the velocity will be, and so on. This basic principle of the acausality 
of microphysics affects the study of gravity in the special and general 
theories of relativity. Lack of pictorial image in the quantum physics of 
this interrelationship is a difficulty at the outset for those whose minds 
remain obstinatly Euclidean. 

Inthe special theory of relativity, space-time is seen only as an unde- 
fined interval which can be defined in any way that is convenient and 
the Newtonian idea of persistent particles in motion to explain gravity 
cannot be accepted. И must be seen rather as a synthesis of forces in a 
four dimensional continuum, three to establish the position and one the 
time. The general theory of relativity that followed а decade later was a 
‘geometrical explanation of gravitation in which bodies take the geode- 
sic path through space-time. In turn this means that instead of the idea 
of force acting at a distance it is assumed that space, time, radiation and 
particles are linked and variations in them from gravity are due rather 
to the nature of space. 

“Thus gravity of a body such asthe earth, instead of pulling objects 
toward it as Newton postulated, is adjusting the characteristics of space 
and, it may be inferred, the quantum mechanics of space in the vicinity 
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ofthe gravitational force. Electrogravitics aims at correcting this adjust- 
ment to put matter, so to speak, "at rest.” 


One of the difficulties in 1954 and 1955 was to get aviation to take 
clectrogravitics seriously. The name alone was enough to put people 
off. However, in the trade much progress has been made and now most 
major companies in the United States are interested in counterbary. 
Groups are being organised to study electrostatic and electromagnetic 
phenomena. Most of industry's leaders have made some reference to й. 
Douglas has now stated that it has counterbary on its work agenda but 
does not expect results yet awhile. Hiller has referred to new forms of 
flying platform, Glenn Martin say gravity control could be achieved in 
six years, but they add that it would entail a Manhattan District type 
of effort to bring it about. Sikorsky, one of the pioncers, more or less 
agrees with the Douglas verdict and says that gravity is tangible and 
formidable, but there must be a physical carrier for this immense. 
spatial force. This implies that where a physical manifestation exists, а 
physical device can be developed for creating a similar force moving in 
the opposite direction to cancel it. Clarke Electronics state they have a 
rig, and add that in their view the source of gravity s force will be under 
stood sooner than some people think. General Electric is working on 
the use of electronic rigs designed to make adjustments to gravity—this 
line of attack has the advantage of using rigs already in existence for 
other defence work. Bell also has an experimental rig intended, as the 
company puts й, to cancel out gravity, and Lawrence Bell has said he is 
convinced that practical hardware will emerge from current programs. 
Grover Leoning is certain that what he referred to as an electro-magnetic 
contea-gravity mechanism will be developed for practical use. Convair 
is extensively committed to the work with several rigs. Lear Inc., auto- 
pilot and electronic engincers have a division of the company working 
‘on gravity research and so also has the Sperry division of Sperry-Rand. 
"This list embraces most of the U.S. aircraft industry. The remainder, 
Curtiss-Wright, Lockheed, Boeing, and North American, have not yet 
declared themselves, bt all these four are known to be in various stages 
of study with and without rigs. 

In addition, Ње Massachusetts Institut of Technology is working on 
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gravity, the Gravity Research Foundation of New Boston, the Institute 
for Advanced Study at Princeton, the CalTech Radiation Laboratory, 
Princeton University and the University of North Carolina 

active in gravity. Glenn L. Martin is setting up a research Institute for 
Advanced Study which has а small staff working on gravity research 
with the unified field theory and this group is committed to extensive 
programs of applied research. Many others are also known to be study- 
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ing gravity, some are known also to be planning a general expansion 
in this field, such as in the proposed Institute for Pure Physics at the 
University of North Carolina. 

A certain amount of work is also going on in Europe. One of the 
French nationalized constructors and one company outside the nation- 
alized elements have been making preliminary studies, and a litle com- 
pany money has in one case actually been committed. Some work is 
also going on in Britain where rigs are now in existence, Most of it is 
private venture work, such as that being done by Ed Hull, a colleague of 
‘Townsend Brown who, as much as anybody, introduced Europe to elec- 
trogravitics. Aviation Studies’ Gravity Research Group is doing some 
‘work, mainly on К studies, and is sponsoring dielectric investigations. 

‘One Swedish company and two Canadian companies have been 
making studies, and quite recently the Germans have woken up to the 
possibilities. Several of the companies have started digging out some 
of the early German papers on wave physics. They are almost certain 
to plan a gravitics program. Curiously enough the Germans during the 
war paid no attention to electrogravitcs. This is one line of advance that 
they did not pioneer in апу way and it was basically a U.S. creation. 
“Townsend Brown in electrogravtics is the equivalent of Frank Whittle 
in gas turbines. This German overlooking of electrostatics 
surprising when it is remembered how astonishingly advanced and pre- 
scien the Germans were in nuclear research. The modern theory of mak- 
ing thermonuclear weapons without plutonium fission initiators returns 
to the original German idea that was dismissed, even ridiculed. The 
Germans never went very far with fission, indeed they doubted that this 
chain would ever be made to work. The German air industry, still in the 
embryo stage, has included clectrogravitics among the subjects it intends 
to examine when establishing the policy that the individual companies 
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will adopt after the present early stage of foreign licence has enabled 
industry to get abreast of the other countries in aircraft development. 


It is impossible to read thorough this summary of the widening efforts 
being made to understand the nature of matter of gravity without shar- 
ing the hope that many groups now have, of major theoretical break- 
throughs occurring before very long. Experience in nucleonics has 
shown that, when attempts to win knowledge on this scale are made, 
advances are soon seen. There are а number of elements in industry, and 
some managements, who sce gravity аз а problem for later generations. 
Many see nothing in it all and they may be right. But as said earlier, if 
Dr. Vaclav Hlavaty thinks gravity is potentially controllable that surely 
should be justification enough, and indeed inspiration, for physicists 
to apply their minds and for management to take a risk, Hlavaty is 
the only man who thinks he can sce а way of doing the mathematics 
to demonstrate Einstein's unified field theory—something that Einstein 
himself said was beyond him. Relativity and the unified field theory go 
to the root of electrogravitics and the shifts in thinking, the hopes and 
fears, and a measure of progress is to be obtained only in the last resort 
from men ofthis stature. 

Major theoretical breakthroughs to discover the sources of gravity 
will be made by the most advanced intellects using the most advanced 
research tools. Aviation’s role is therefore to impress upon physicists of 
this calibre with the urgency of the matter and to aid them with statisti- 
cal and peripheral investigations that will help to clarify the background 
to the central mathematical and physical puzzles. Aviation could also 
assist by recruiting some of these men as advisers. Convair has taken the 
initiative with is recently established panel of advisers on nuclear proj- 
ects, which include Dr. Edward Teller of the University of Califor 
At the same time much can be done in development of laboratory rigs, 
condenser research and dielectric development, which do not require 
anything like the same cerebral capacity to get results and make a prac- 
tical contribution. 

As gravity is likely to be linked with the new particles, only the 
highest powered particle accelerators are likely to be of use in further 
fundamental knowledge. The country with the biggest tools of this kind 
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is in the best position to examine the characteristics of the particles and 
from those countries the greatest advances seem most likely. 

Though the United States has the biggest of the bevatrons—the 
Berkeley bevatron is 6.2 bev—the Russians have a 10 bev accelerator 
in construction which, when it is completed, will be the world's largest. 
At Brookhaven а 25 bev instrument is in development which, in turn, 
will be the biggest. Other countries without comparable facilities are of 
course at a great disadvantage from the outset in the contest to discover 
the explanation of gravity. Electrogravitics, moreover, unfortunately, 
competes with nuclear studies for its facilities. The clearest thinking 
brains are bound to be attracted to localities where the most extensive 
laboratory equipment exists. So, one way and another, results are most 
likely ко come from the major countries with the biggest undertakings 
"Thus the nuclear facilities have a direct bearing on the scope for clec- 
trogravities work. 

The OEEC report in January made the following points: 


"The U.S. has six to eight entirely different types of reactor in opera 
tion and many more under construction. Europe has now two 
different types in service. 

‘The U.S. has about 30 research reactors plus four in Britain, two in 
France. 

"The U.S. has two nuclear-powered marine engines. Europe has 
none, but the U.K. is building one. Isotope separation plants for 
the enrichment of uranium in the U.S. are roughly 11 times larger. 
than the European plant in Britain. 

Europe's only heavy water plant (in Norway) produces somewhat 
Jess than one-twentieth of American output. 


In 1955 the number of technicians employed in nuclear energy 
work in the U.S. was about 15,000; there are about 5,000 in Britain, 
1,800 in France, and about 1,000 in the rest of Europe. But the work- 
ing party says that pessimistic conclusions should not be drawn from 
these comparisons. European nuclear energy effort is unevenly divided 
at the moment, but some countries have notable achievements to their 
credit and important developments in prospect. The main reason for 
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optimism is that, taken as a whole, “Europe's present nuclear effort 
falls very far short of ies industrial potential.” 

Though gravity research, such as there has been oft has been unclas- 
sified, new principles and information gained from the nuclear research 
facilities that have а vehicle application is expected to be withheld. 

The heart of the problem to understanding gravity is likely to prove 
to be the way in which the very high energy sub-nuclear particles con- 
vert something, whatever it is, continuously and automatically into 
the tremendous nuclear and electromagnetic forces. Once this key is 
understood, attention can later be directed to finding laboratory means 
of duplicating the process and reversing its force lines in some local 
environment and returning the energy to itself to produce counterbary. 
Looking beyond it seems possible that gravitation will be shown to be 
а part of the universal electro-magnetic processes and controlled in 
the same way as a light wave or radio wave. This is a synthesis of the 
Einstein and Hlavaty concepts. Hence it follows that though in its initial 
form the mechanical processes for countering gravity may initially be 
massive to deal with the massive forces involved, eventually this could 
be expected to form some central power generation unit. Barycentric 
control in some required quantity could be passed over a distance by 
а form of radio wave. The prime energy source to energise the waves 
would of course be nuclear in its origins. 

It is difficult to say which lines of detailed development being pro 
cessed in the immediate future is more likely to yield significant results. 
Perhaps the three most promising are: first, the new attempt by the team 
of men led by Chamberlain working with the Berkeley bevatron to find, 
the anti-neutron, and to identify more of the characteristics of the anti 
proton* and cach of the string of high energy particles that have been 
discovered during recent operation at 6.2 bev. 

A second line of approach is the United States National Bureau of 
Standards program to pin down with greater accuracy the accelera 
tion values of gravity. The presently accepted figure of 32.174 feet per 


Te rection a follows protons are accelerated to 6.2 be, and directed a a target 
of copper. When the proton projectile is а neutron none ofthe copper atoms the fol 
Towing emerge: the to original partis the projectile and the track neuron) and a 
new pair of parce, а proton and ais roto The ani proton continues briefly unti 
‘thie another prota, then both физррезг and decay ito meson. 
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second per second is known to be not comprehensive, though it has 
been sufficiently accurate for the limited needs of industry hitherto. The 
[NBS program aims at re-determining the strength of gravity to within 
опе part of a million. The present method has been to hold a ball 16 
feet up and chart the elapsed time of descent with electronic measuring 
equipment. The new program is based on the old, but with this excep- 
tional degree of accuracy it is naturally immensely more difficult and is 
expected to take 3 years. 

A third promising line is the new technique of measuring high-energy 
particles in motion that was started by the University of California last 
year, This involves passing cosmic rays through a chamber contain- 
ing a mixture of gas, alcohol and water vapour. This creates charged 
atoms, or positive ions, by knocking electrons off the gas molecules 
А sudden expansion of the chamber results in a condensation of water 
droplets along the track that can be plotted on a photographic plate. 
‘This method makes it easier to assess the energy of particles and to dis 
tinguish one from the other. It also helps to establish the characteristics 
of the different types of particle. The relationship between these high- 
energy particles, and their origin, and characteristics, ave а bearing on 
electrograviicsin general. 

‘So much of what has to be discovered as a necessary preliminary to 
gravity is of no practical use by itself. There is no conceivable use, for 
instance, for the anti-proton, yet йз discovery even at a cost of $9-million 
is essential to check the mathematics of the fundamental components of 
matter, Similarly it is necessary to check that all the nuclear ghosts that 
have been postulated theoretically do in fact exist. It is not, moreover, 
sufficient, as in the past only to observe the particles by radiation coun- 
ters. In cach instance a mechanical maze has to be devised and attached 
to а particle accelerator to trap only the particle concerned. Each discov- 
ату becomes a wedge for a deeper probe of the nucleus. Many of the par- 
ticles of very high energy have only а fleeting existence and collisions that 
{ive rise to them from bexatron bombardment is a necessary prerequisite 
to an understanding of gravity. There are no shortcuts to this process. 

Most of the major programs for extending human knowledge on 
gravity are being conducted with instruments already in use for nuclear 
research and to this extent the cost of work exclusively on gravitational 
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examinations is sill not of major proportions. This has made it diffi- 
cult for aviation to gauge the extent of the work in progress on gravity 
research. 


CONCLUSIONS 

1. No attempts to control the magnitude or direction of the earths 
gravitational force have yet been successful. But if the expla- 
nation of gravity is to be found in the as yet undetermined 
characteristics of the very high energy particles it is becoming 
increasingly possible with the bevatron to work with the con- 
stituent matter of gravity. It is therefore reasonable to expect 
that the new bevatron may, before long, be used to demonstrate 
limited gravitational control. 

2. An understanding and identification of these particles is on the 
frontiers of human knowledge, and a fll assessment of them is 
‘one of the major unresolved puzzles of the nucleus. An associated 
problem is to discover a theory to account for the cosmic and 
quantum relations of gravity, and a theory to link the grav 
tional constant with the other three dimensionless constants. 

3. Though the obstacles to an adequate grasp of microphysics will 
seem. formidable, the transportation rewards that could fol- 
low from electrograviics are as high as can be envisaged. In a 
“weightless environment, movement with sharp-edged changes of 
direction could offer unique maneuverability. 

4. Determination of the environment of the anti-proton, discovery. 
of the anti-ncutron and closer examination of the other high 
energy particles are preliminaries tothe hypothesis that gravity 
is one aspect of electromagnetism that may eventually be con- 
trolled like a wave. When the structure of the nucleus becomes 
clearer, the influence of the gravitational force upon the nucleus 
and the nature of its behaviour in space will be more readily 
understood. This is a great advance on the Newtonian concept 
of gravity acting at a distance. 

5. Aviation’ role appears to be to establish facilities to handle many 
of the peripheral and statistical investigations to help fill in the 
background on electrostatics. 
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6. A distinction has to be made between electrostatic energy for 
propulsion and counterbary. Counterbary is the manipulator, of 
gravitational force lines; barycentric control is the adjustment to 
such manipulative capability to produce a stable type of motion 
suitable for transportation 

7. Electrostatic energy sufficient to produce low speeds (a few 
thousand dynes) has already been demonstrated. Generation of. 
а region of positive electrostatic energy on one side of a plate 
and negative on the other sets up the same lift or propulsion 
effect as the pressure and suction below and above а wing, 
‘except that in the case of electrostatic application no airflow is 
necessary. 

8, Electrostatic energy sufficient to produce а Mach 3 fighter is 
possible with megavolt energies and a К of over 10,000. 

9. k figures of 6,000 have been obtained from some ceramic mate- 
rials and there are prospects of 30,000. 

10. Apart from electrograviics there are other rewards from invest 
ment in electrostatic equipment. Automation, autonctics and 
even turbine development use similar laboratory facilities. 

ogress in electrogravitics probably awaits а new genius in 
physics who can find a single equation to tie up all the con- 
flicting observations and theory on the structure and arrange- 
ment of forces and the part the high energy particles play in the 
nucleus. This can occur any time, and the chances аге improved 
now that bev. energies are being obtained in controlled labora 
tory conditions. 


ADDENDUM I 
Extracts from Aviation Report 
Ахп-Салипапон Restancit 
“The basic esearch and technology behind electro-anti-gravitation is 
чо much in its infancy that this is perhaps one field of development 
where not only the methods but the ideas ae secret. Nothing therefore 
can be discussed freely at the moment. Very few papers оп the subject 
have been prepared зо far, and the only schemes that have seen the 
light of day are for pure research into rigs designed to make objects 
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float around freely in а box. There are various radio applications, 
and aviation medicine departments have been looking for something. 
‘that will enable them to study the physiological effects on the diges- 
tion and organs of an environment without gravity. There are however 
longterm aims of а more revolutionary nature that envisage equip- 
ment that can defeat gravity. 

Aviation Report, 20 August 1954 


MaxacrsAt Poticy ғов Awri-Gravirics 
‘The prospect of engineers devising gravty-defeating equipment—or 
perhaps it should be described as the creation of pockets of weight- 
less environments—does suggest that as а long term policy aircraft 
constructors willbe required to place even more emphasis on electo- 
‘mechanical industrial plant, than is now required for the transition 
from manned to unmanned weapons. Anti-gravitcs work s therefore 
likely to go to companies with the biggest electrical laboratories and 
facilities. It is also apparent that anti-geavitcs, like other advanced 
sciences, will be initially sponsored forts weapon capabilities, There. 
are perhaps two broad ways of using the science one i to postulate 
the design of advanced type projectiles on thelr best inherent capa 
bilities. And the more critical parameters (that now constitutes design 
limitation) сап be eliminated by anti-gravitics. The other, which is a 
longer term plan, s to create an entirely new environment with devices 
‘operating entirely under an ant-graitic envelope. 

Aviation Report, 24 August 1954 


Tur Gnearen ти Ease 
Propulsion and atomic energy trends are similar in one respect the 
more incredible the long term capabilities are, the easier it is to attain 
them. Iis strange that the greatest of nature's secrets can be har. 
‘essed with decreasing industrial effort, but greatly increasing mental 
effort. The Americans went through the industrial torture to produce. 
tritum for the first thermonuclear experiment, but later both they and 
the Russians were able to achieve much greater results with the help 
of lithium 6 hydride. The same thing is happening in aviation propul- 
sion the nuclear fuels are promising to be tremendously powerful in 
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their effect, bur excessively complicated in their application, unless 
there can be some means of direct conversion as їп the strontium 90 
cel, But lying behind and beyond the nuclear fuels is the linking of 
electricity to gravity which is an incomparably more powerful way of 
harnessing energy than the only method known to human intellect 
at present—electricity and magnetism, Perhaps the magic of barium 
aluminum oxide will perform the miracle in propulsion that lithium 6 
hydride has done in the fusion weapon. Certainly it is а well-known 
material in dielectrics, but when one talks of massive-k, one means of 
coute five figures. At this early stage it is difficult to relate k to Mach 
numbers with any certainty but realizable k can, with some kinds of 
arithmetic, produce astounding velocities. They ate achievable, more: 
ore, with decreasing complexity, indeed the ultimate becomes the eas- 
lest in terms of engineering, but the most hideous in terms of theory. 
Einstein's general theory of relativity is, naturally, ап important factor, 
but some of the postulates appear to depend on the unified field theory, 
‘which cannot yet be physically checked because nobody knows how to 
do i, Einstein hopes to find a way of doing so before he dies. 
Aviation Report, 31 August 1954 


Силите Fonuuratons 
All indications эге that there has still been itle cognizance of the 
potentialities of electrostatic propulsion and it will be a major under- 
taking to rearrange aircraft plants to conduct large-scale research 
and development into novel forms of dielectric and to improve соп. 
denser efficiencies and to develop the novel type of materials used for 
fabrication of the primary structure. Some extremely ambitious theo- 
retical programs have been submitted and work towards realization 
of a manned vehicle has begun. On the evidence, there аге far more 
definite indications that the incredible claims are realizable than there 
was for instance, in supposing that uranium fission would result in a 
bomb. At least it is known, proof positive, that motion, using sufpris- 
ingly low k, is possible. The fantastic control that again is feasible, 
has not yet been demonstrated, but there is по reason to suppose 
the arithmetic is faulty, especially as it has already led to a quite 
brisk example of actual propulsion. That first movement was indeed 
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an historic occasion, reminiscent of the momentous day at Chicago 
‘when the first pile went critical, and the phenomenon was scarcely less 
weird. It is difficult to imagine just where a well-organized examina- 
tion into long-term graitics prospects would end. Though а circular 
planform is electrostatically convenient, it does not necessarily fol- 
low that the requirements of control by differential changes would 
ве the same. Perhaps the strangest part of this whole chapter is how 
the public managed to foresee this concept, though not of course 
the theoretical principles that gave rise to it, before physical tests 
confirmed that the mathematics was right. I is interesting also that 
there is по point of contac between the conventional science of avia- 
tion and the New: и is a radical offshoot with no common principles 
Aerodynamics, structures heat engines, flapping controls and ай the 
rest of aviation is part of what might be called the Wright Brothers 
cera—even the Mach 2.5 thermal barrier piercers are still Wright 
Brothers concepts, in the sense that they fly, and they stall, and they 
run out of fuel after a short while, and they defy the earth's pull for a 
short while. Thus this century will be divided in two parts—almost 
to the day. The fist half belonged to the Wright Brothers who fore- 
saw nearly all the basic isses in which gravity was the bitter foo. In. 
part of the second half, gravity will be the great provider. Electrical 
energy, rather irrelevant for propulsion in the first half becomes a 
kind of catalyst to motion in the second half of the century 
Aviation Report, 7 September 1954 


Etecro-Gravirics Pinanox 
Realization of electro-static propulsion seems to depend on two theo: 
retical twists and two practical ones. The two theoretical puzzles are 

st, Bow to make a condenser Ње centre of a propulsion system, and 
second is how to link the condenser system with the gravitational field. 
"There is a third problem, but it is some way off yet, which is how to 
manipulate kva for control in all thre axes as well аз for propulsion and 
lift. The two practical tricks are first bow, with say a Mach 3 weapon 
im mind, to handle 50,000 kva within the envelope of а thin pancake 
of 35 feet їп diameter and second how to generate such power from. 
‘within so smal a space. The electrical power in a small aircraft is more. 
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‘than in a fair sized community the analogy being that single rocketjet 
can provide as much power as can be obtained from the Hoover Dam, 
"It will naturally take as long to develop elecro-gravtic propulsion 
‘it has taken to coax the enormous power outputs from heat engines 
“True there might be aflame in the electro-gravitic propulsion system, 
but it would not be а heat engine—the temperature of the flame would 
ве incidental to the function of the chemical burning proces. 

‘The curious thing is that though electrostatic propulsion is the 
antithesis of magnetism,” Einstein's unified field theory is an attempt 
to link gravitation with eactro-magnetism. This all-embracing the 
огу goes on logically from the general theory of relativity, that gives 
an ingenious geometrical interpretation of the concept of force that 
is mathematically consistent with gravitation but fails in the case of 
lectro-magnatim, while the special theory of relativity is concerned 
with the relationship between mass and energy. The general theory 
‘of relativity fails to account for electro: magnetism because the forces 
are proportional to the charge and not to the mass, The unified field 
theory is опе of a number of attempts that have been made to bridge. 
this gap, but itis baffling to imagine how it could ever be observed 
Einstein himself thinks tt is virtually impossible, However Hlavaty 
claims now to have solved the equations by assuming that gravitation 
isa manifestation of electromagnetism. 

‘This being so it is ай the тосе incredible that elactro-static pro- 
pulsion (with kva for convenience fed into the system and not self 
generated) has actually been demonstrated. I may be that to apply all 
this very abstruse physics о aviation it will be necessary to accept 
that the theory is more important than this or that interpretation 
of it. This is how the physical constants, which are now regarded 

among the most solid of achievements in modern physics, have 
become workable, and accepted. Certainly all normal instincts would 
support the Einstein series of postulations, and if this is so it is a 
matter of conjecture where it will lead in the long term future of the 
lectro-graviic science. 


Aviation Report, 10 September 1954 


ТЬ в а ете а is tran iie better expressed in his report than ie was here in 
1354, 
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Eurcrao-Gaavrric Paorcisson Serusrion 
Under the terms of Project Winterhaven the proposals to develop бас. 
trogravitcs to the point of realizing a mach 3 combat type dic were 
not far shor of the extensive effort that was planned for the Manhattan 
District." Indeed the drive to develop the new prime mover is in some 
respects rather similar to the experiments that led to the release of 
nuclear energy in the sense that both involve fantastic mathematical 
capacity and both are sciences so new that other allied sciences can- 
mot be of very much guide. In the past two years since the principle of 
‘motion by means of massive was first demonstrated оп a test ri, 
progress has been slow. But the indications are now that the Pentagon 
is ready to sponsor а range of devices to help further knowledge, In 
ect the new family of TVs would be on the same tremendous scope 
that was envisaged by the X-1, 2, 3, 4 and S and D-SSBs that were all 
created for the purpose of destroying the sound barre which they 
effectively did, but i ls a process that is taking ten solid years of hard 
work to complete. (Now aftr 7 years the ХО has yet to start is tests 
and the X-3 is stil in performance testing stage). Tentative targets now 
being set anticipate that the first disc should be complete before 1960 
and и woud take the whole of the sixties to develop й properly, even 
though some combat ings might be valable tn years from now. 
‘One thing seems certain at this stage, that the companies likely to 
dominate the science will be those with the gest computo to work 
out the ramifications of the basic theory. Douglas is easily the worlds 
der in computor capacity, followed by Lockheed and Convair. 
“The frame incidentally is indivisible from the engine. If there is to 
be any division of responsibility # would be that the engine industry 
might become responsible for providing the electrostatic energy (by 
it is thought, а kind of flame) and the frame maker for the condenser 
assembly which is the core of the main structure. 
Aviation Report, 12 October 1954 


Салати Sropy отаке 
"The French are now understood to be pondering the most effective. 
way of entering the field of elctro-gravitic propulsion systems. But 


‘The proponlst shoal headed, were not accepted 
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mot least of the difficulties is to know just where to begin. There are 
practically no patents so far that throw very much light on the math- 
‘matics of the relation between electricity and gravity, There is, of 
course, a large number of patents оп the general subject of motion and 
force, and some ofthese may prove to have some application. There 
is, however a series of working postulations embodied in the original 
Project Winterhaven, but no real attempt has been made in the work: 
ing papers to go into the detailed engineering, All that had actually 
been achieved up to just under a year ago was a seres of fairly acc 
rate extrapolations from the sketchy data that has so far been actu 
ally observed. The extrapolation of 50 mph to 1,800 mph, however, 
which is what the present hopes and aspirations amount to) is bound 
to be а rather vague exercise. This explains American private views 
‘that nothing can be reasonably expected from the science yet awhile. 
Meanwhile, the NACA is active, and nearly all the Universities are 
doing work that borders close to what i involved here, and something 
fruitful is Шу to turn up before very long. 

Aviation Report, 19 October 1954 


Guanes Srers 
Specification writers seem to be still rather stumped to know what 
to ask for in the very hazy science of electro-gravtic propelled vei 
cles, They are at present faced with having to plan the first family 
‘of things nt of these isthe most realistic type of operational test 
rig, and second the first type of test vehicle, 1n turn this would lead 
to sponsoring of a combat disk. The preliminary tet rigs which gave 
‘only feeble propulsion have been somewhat improved, but of course 
the speeds reached зо far are only those more associated with what 
is attained on the roads rather than in the air. But propulsion is now 
known to be posible, soit a matter of feeding enough KVA into 
condensers with better figures. 50,000 is a magic figure for the com- 
bat saucer—it is this amount of KVA and this amount of that can be 
translated into Mach 3 speeds. 

‘Meanwhile Glenn. Martin now feels ready to say in public that 
‘they are examining the unified field theory to see what can be done. 
Tt would probably be truer to say that Martin and other companies 
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are now looking for men who can make some kind of sense out of 
Einstein's equations. There's nobody in the air industry at present 
with the faintest idea of what itis all about. Also, just as necessary, 
companies have somehow to find administrators who know enough of 
the mathematics to be able to guess what kind of industrial investment 
is likely to be necessary for the company to secure the most reward: 
ing prime contracts in the new science. This again is not so easy since 
much of the mathematics just cannot be translated into words. You 
ther understand the figures, or you cannot ever have it explained 
ө you. This is rather new because even things like indeterminacy in 
quantum mechanics can be more or less put into words. 
Perhaps the main thing for management to bear in mind in recruit 
ing men is that essentially electro-gravitic is a branch of wave tech- 
nology and much of it starts with Planck's dimensions of action, 
‘nergy and time, and some of this is among the most firm and least 
controversial sections of modern atomic physics. 
Aviation Report, 19 November 1954 


Exscruo-uavimes Pozzi 
Back in 48 and 49, the public in the U.S. had a surprisingly clear idea 
of what а flying saucer should, or could, do. There has never been 
any realistic explanation of what propulsion agency could make it do 
those things, but its ability to move within its own gravitation field 
was presupposed from из maneuverability. Yet all this was at least two 
years before electrostatic energy was shown to produce propulsion. 
Tes curious that the public were so ahead of the empiricists on thi 
‘occasion, and there аге two possible explanations. One is that optical 
illusions or atmospheric phenomena offered a preconceived idea of 
how the ultimate aviation device ought to work. The other explana- 
tion might be that this was а recrudescence of Jungs theory of the. 
Universal Mind which moves up and down in relation to the capabili- 
‘tes of the highest intellects and this may be a case of reaching а very 
high peak of perception. 

But for the air industries to realize an elactro-gravitic aircraft 
means а return to basic principles in nuclear physics, and а re-exami- 
nation of much in wage technology that has hitherto been taken for 
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granted. Anything that goes any way towards proving the unified 
field theory will have as great a bearing on electro-gravitics efforts on 
the furtherance of nuclear power generally. But the aircraft industry 
might as well face up to the fact that priorities will in the end be com- 
peting with the existing nuclear science commitments. The fact that 
clectro-gravtis has important applications other than for a weapon 
will however strengthen the case for governments to get in on the 
work going on. 

Aviation Report, 28 January 1955 


Manet Nort son Escrio-Cuavimcr 
The gas turbine engine produced two new companies in the US. 
engine field and they have, between them, at various times offered 
the traditional primes rather formidable competition. Indeed Ceneral 
lacri at this moment has, in the view of some, taken the Number 
two poston. n Britain no new firms managed to ри a footing, but 
Jone, Metro Vick, might have done it had ptit whole energies то 
the business. Iis оп the whole unfortunate for Bram that no bright 
newcomer has been able to screw up competition а the engine бе at 
English cric have done a the airframe busine. 

Unlike the turbine engine, atro-gravkic i not just a new popu 
son sptem, Kia new mode of though ia aviation and commnia- 
tion, ади и something that may become all-embracing, Theoretical 
studi of би science unfortunately have to extend right down tothe 
‘mathematics of tha meson and rhv й па ecap fm th Bu he 
relevant facts тир from the sanae cf the nuclear amicam wil 
ose thelr impact oa the propulsion system, the airframe and aho its 
guidance. The airframe, as soch, would во exis, and what in now а 
complicated rend rect becomes corne convenient frm of bard 
тл. New conpesiathasíors who woud ike ose bata 
э major denn prine cnni а ма ог fien yen? me an 
the ane net ШЫ} toin торе. Seal typical compe 
mies in Britain and the U.S. come to mind cutis Ше AiResearch, 
Raytheon, Pese in England, Rotax and others. But the companies 
м шаа dace پاس کے‎ ma no бошка pic indi 
sn rtd find. Conn ri tly teal sendy 
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and they cannot afford to, but when they зи down and think about the 
matter they can scarcely avoid the conclusion that they cannot afford 


not to be in at the beginning. 
Aviation Report, 8 February 1955 


Euecrao-Gaaverics Basaxrnovcts 
Lawrence Bell said last week he though thatthe tempo of development 
leading to the ase of nuclear fuels and antigavttional vehicles (he 
meant presumably ones that create their own gravitational field inde- 
pendently of the earth's) would accelerate. He added that the break: 
‘throughs now feasible will advance their introduction ahead of the 
time ke has taken to develop the turbojet o its present pitch. Beyond 
the thermal barrier was а radiation barrier, and he might have added 
‘none poisoning and meteorite hazards, nd beyond that again a time 
barrier. Time however is not а single calculable entity and Einstein 
has taught that an absolute barrier to aviation s the environmental 
barrier in which there are physical limits to any kind of movement 
from one point in space time continuum to another. Bel (the company 
‘not the man) have а reputation as experimentalists and are not o 

thy as some of the other U.S. companies so while thls firs judg- 
ment on progres with elactograntc ts interesting, further word 
awaited fom the other major elements of the air business. Most of the 
companies are now studying several forms of propulsion without heat 
engines though t i early days yet to determine which method will 
ме the light of day first. Procurement will open out because the сара: 
les of such aircraft are immeasurably greater than those envisaged 
with any known fom of engine. 


Aviation Report, 15 July 1955 


D——M—A-—V—A—X 
"The point has been made that the most likely way of achieving the. 
comparatively low fusion heat needed 1,000,000 degrees provided 
i сап be sustained (which it cannot be in fission for more than a 
microsecond or two of time)—is by use ofa linear accelerator. The 
concentration of energy that may be obtained when accelerators are 
rigged in certain ways make the production of very high temperatures 
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feasible but whether they could be concentrated enough to avoid a 
‘thermal heat problem remains to be seen. It has also been suggested 
that linear accelerators would be the way to develop the high electrical 
energies needed for creation of local gravitational systems И is pos- 
sible therefore to imagine thatthe central core of a future air vehicle 
might be a linear accelerator which would create а local weightless 
state by use of electrostatic processes and turn heat into energy with 
‘out chemical processes for propulsion. Eventually —zowards the end 
of this century—the linear accelerator itself would not be required 
and a ground generating plant would transmit the necessary energy 
for both purposes by wave propagation. 

Aviation Report, 30 August 1955 


Pow nour THERMONUCLEAR REACTION REACTO! 
The 20-year estimate by the AEC last week that lies between present 
research frontiers and the fusion reactor probably refers to the time 
ie will take to tap fasion heat. Bot it may be thought that rather than 
‘ue the molecular and chemical processes of twisting hest into thrust 
it would be more appropriate to use the new heat source in conjunc: 
‘tion with some form of nuclear thrust producer which would be in the. 
form of electrostatic energy. The frst two Boeing nucleare proto: 
types now under way эге being designed to take either molecular jt 
‘or nucleat jets їп case the latter are held up for one reason, ог another. 
But the change from molecular to direct nuclear thrust production 
in conjunction with the thermonuclear reactor is likely to make the 
aircraft designed around the latter a totally different breed of cat. 1t is 
also expected to take longer than two decades, though younger execu 
tives in trade might expect to live to see а prototype. 

Aviation Report, 14 October 1955 


Etscraocsavimics Frasinum 
‘Opinion on the prospects of using electrostatic energy for propulsion, 
and eventually for creation of a local gravitational field isolated from. 
the earth's has naturally polarized into the two opposite extremes. 
"There are those who say И is nonsense from start to finish, and those 
‘who are satisfied from performance already physically manifest that it 
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is possible and will produce air vehicles with absolute capabilities and 
no moving parts. The feasibility of a mach 3 fighter (rhe present aim. 
in studies is dependent on а rather large k extrapolation, considering 
the pair of saucers that have physically demonstrated the principle 
‘only achieved a speed of some 30 fps. But, and this is very important, 
they have attained a working velocity using a very inefficient (even by 
to-day s knowledge) form of condenser complex. These humble begin- 
‘ings are surely as hopeful as Whitle's early postultions, 

It was, by the way, largely due to the early references in Aviation 
Report that work is gathering momentum in the U.S. Similar studies 
are beginning in France, and in England, some men are on the job full 
time. 

Aviation Report, 15 November 1955 


Evsctao-Gravirics Ervonr Wiorwine 
‘Companies studying the implications of gravitics are said, in a new 
statement, to include Glenn Martin, Convair, Sperry Rand, Sikorsky, 
Bell, Lear Inc. and Clark Electronics. Other companies who have 
ously evinced interes include Lockheed Douglas and Hiller. The 
remainder are not disinterested, but have not given public support to 
the new science which is widening all the time. The approach inthe 
U.S. is in a sense more ambitious than might have been expected The 
logical approach, which has heen suggested by Aviation Studies, is to 
concentrate on improving the output of electrostatic figs їп existence 
‘that are known to beable to produce thrust. The aim would be to con 
entrate on electrostatics for propulsion first and widen the practical 
engineering to include establishment of local gravity forcelines, inde 
pendent of those of the earth's to provide unfettered vertical move 
‘ment as and when the mathematics develops. 

However, the U.S. approach is rather to put money into funda- 
mental theoretical physics of gravitation in an effort first to create the 
local gravitational field. Working rigs would follow in the wake of 
the basic discoveries. Probably the correct course would be to sponsor 
both approaches, and it is now time that the military stepped in with 
big funds, The trouble about the idealistic approach to gravity is that 
‘the aircraft companies do not have the men to conduct such work. 
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Thereis every expectation in any case that the companies likely to find 
the answers lie outside the aviation field. These would emerge as the 
masters of aviation ints broadest sense. 

The feeling is therefore that a company like АЛ. & T is most likely 
to be first in this field. This giant company (unknown in the air and 
weapons field) has already revolutionized modern warfare with the 
development of the junction transistor and в expected to find the final 
answers to absolute vehicle levitation. This therefore is where the bulk 
‘of the sponsoring money should go. 

‘Aviation Report, 9 December 1955 


ADDENDUM II 
Electrostatic Patents 


Exxcrnostante Motos 
(a) American patents still in force: 
2,413,391 Radio Corp of America 20-6-42/31-12-46 Power 


Supply System 

2,417,452 Raytheon Mfg, Co. 17-1-44/18-3-47 Electrical 
System 

2,506,472. W.B. Smits 3-7-46Holl/ 2-5-50 Electrical Ignition 
Apparatus 

2,545,354 СЕС. 16-3-50/13 3-51 Generator (-Engl. 
676,953) 

2,567,373 Radio Corp of America 10-6-49/11-9-51 Estatic 
Generator 

2,577446 Chatham Electronics 5-8-50/4-12-51 El static Voltage 
Generator 

2,578,908 US-Atomic Energy C. 26-5-47/18-12-51 Efstatic 
Voltage Generator 

2,588,513 Radio Corp of America 10-6-49/11-3-52 Efstatic 
High-Voltage Generator. 

2,610,994 Chatham Electronics 1-9-50/16-9-52 El'static Voltage 
Generator 


2,662,191 P. Okey 31-7-52/8-12-53 майс Machine 
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2,667,615 К. С. Brown 30-1.52/26-1.54 El'static Generator 

2,671,177 Consolidated Eng Corp 4-9-51/2-3-54 Ef'static Charg- 
ing Apps. 

2,701,844 Н. R. Wasson 8-1250/8-2-55 Efstatic Generator of 
Electricity 

2,702,353 US-Navy 17-7-52/15-2-55 Miniature Printed Circuit 
Electrostatic Generator 


(b) Већ patents still in force: 
651,153 Mets. Vickers Electr. Co 20-5-48/14-3-51 Voltage Trans- 
formation of Electrical Energy 
651,295 Ch.F. Warthen Sr (U.S.A.) 6-8-48/14-3-51 Electrostatic 
AC Generator 
731,774 "Licenia" 19-9-52 & 21-11-S3Gy/15-6-SS Elstatic 
High-Voltage Generator. 


(c) French patents still in force: 
753,363 Н. Chaumat 197-32/13-10-33 Moteur clectrosatique. 
utilisant energie cinetique d'ions gazeux 
749,832. Н. Chaumat 24-1-33/29-7-33 Machine clectrostatique. 
a excitation independante 


The patents on page 441 derive from P. Jolivet (Algiers), marked 
“A,” and fromm N. J Felici, E. Gartner (Centre National des Recherches 
Scientifique [CRNS)), and later by К. Morel and M. Point (S.A. des 
Machines Electroststiques [SAMES] and of Societe d' Appareils de 
Controle et Equipment des Moteurs [SACEM]), marked “С” (because. 
the development was centered at the University Grenoble). 
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А BRIEF DESCRIPTION OF EXPERIMENTS MADE IN 
PARIS BY T. TOWNSEND BROWN 


APPENDIX D 


APPENDIX E 


NOTES ON THE SKYVAULT 
ANTIGRAVITY PROJECT 


Below are reproductions of my informant "Tomis" notes from inter- 
views with his supervisor on two occasions (see chapter 7). 


August 2, 1974, Interview Notes 
Project was initiated by the government through Rocketdyne in the 
middle to late 50s. Extremely high frequency in 1000 gigaHertz on up 
were employed with a voltage waveform being triangular (i. sawtooth 
shaped] (other forms were tied, but this was the best to use) at 100 
ky with infinitesimal amperage—milliamps. Lowest frequency ranged 
from 7.2 to 8.7 gigaHeriz. 

With use of waveguides, a beam of conical shape was projected 
upward from ground to a vehicle which rode upon it. The vehicle had 
а concave bottom and the cone of the beam was wide in respect to the 
vehiclethe concave surface received the beam and was buoyed by it. 
[Tom later acknowledged that he had misinterpreted the above propul- 
sion scheme; sce the notes from his October 2, 1974 interview with his 
supervisor reproduced below.| 

Mathematical analysis, & other related studies, of the conical 
shape region proved that Einstein was correct on gravitational waves 
and particular and that the high frequency nullified gravitation effects. 
For nullification of gravity, the frequencies do extend upward into the 
lower spectrum of light. The vehicle that did carry a man was powered 
(controled) by a transmitter located upon a mountain (no info on this 
transmitter). The highest observed flight remembered (though it prob- 
ably had a higher capability) was -50,000 feet and a range of near 300 
miles—over desert and attained extreme speeds. 

Microwaves do exert а pressure and aluminum foil will move and 
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disintegrate upon exposure. Other materials may or may not be affected 
inthe same manner paper will not work, some kinds of wood and silks 
will not. Best movement occurs if the material has a particular magnetic 
property (not mention as to meaning, however, he inferred paramag- 
netic?). The concave portion of the vehicle had something similar to 
ceramic like Corning ware. Extensive tests involving materials and wave 
shapes were made and data was accumulated on destruction, burning, 
and shock waves on those materials that responded. The microwaves 
employed were able to pass through brick walls & concrete without 
affecting either and with non diminishing effect on the microwaves 
The estimated efficiency of the propulsion system was 60% with a much 
higher efficiency at this time as high probability. Diode material for 
the rectifiers (and maybe Gunn diodes) were furnished by International 
Rectifier. Reactions with the beam with some materials were violent 
and unpredictable. Used different shapes of waveguides throughout 
research, 


October 2, 1974, Interview Notes 
[asked if the mechanical pulser had very small electrode for arcing & 
if it operated somewhere from 60 to 100 thousand rpm—both were 
answered with a “yes.” 1 asked if they had temperature problems with 
electrodes burning—No, he said, but using platinum it was elimi 
and there was very itle arcing due to the ultrahigh vacuum. 
"They did try at first a mechanical pulser at atmospheric pressure but 
discarded it promptly due to bouncing and noise in its pulses 
Ihave had a misinterpretation. The propulsion device was built into 
the spacecraft and a transmitter on the ground was used to provide 
directional control only to the spacecraft. So it is not a beam rider. The 
propulsion beam from the spacecraft was focused by an iris type convex 
lens towards the Earth and was a greenish boc light. 
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APPENDIX F 


SECRET GOVERNMENT MEMOS CONCERNING 
OPERATION MAJESTIC TWELVE 


Below isa reproduction of Dr. Robert Sarbacher's Canadian Department 
of Transportation memo describing the U.S. effort to reverse-engineet 
UFO technology. 
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Below is a reproduction of the memorandum written by President Harry 
‘Truman to establish the creation of the MJ-12 group. 
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APPENDIX G 


ELECTROGRAVITICS: AN ENERGY-EFFICIENT 
MEANS OF SPACE PROPULSION 


NASA SEOP Submission no. 100159 


"Electrogravitis: An Energy-Efficient Means of Space Propulsion” is 
the abstract I submitted to NASA under the auspice of The Starburst 
Foundation—a nonprofit research institute I founded in 1984 to advance 
‘our understanding of the natural world, 


ELECTROGRAVITICS: AN ENERGY-EFFICIENT 
MEANS OF SPACE PROPULSION 
by Paul LaViolette, Ph.D. 
The Starburst Foundation 


Description. The proposed propulsion technology would replace 
the energy-intensive rocket technology presently used for propel: 
ling spacecraft. The technology, called lectrogrvitics, has already 
been developed in "black" defense research programs, programs s0 
highly classified that their existence i not publicly acknowledged. 
Electrogravitis may appear to violate certain assumptions about 
gravity commonly held by physicists and aeronautical engineers, so 
the reader is requested to keep an open mind. The technology does 
exist, Баз been under development fr the past 40 years, and it hı 
heen shown to be feasible both in carefully controlled laboratory 
experiments and in actual test flights. 

Basically electrogravitics is a technology that allows а spacecraft 
о artificially alter its own gravity field їп such a manner that it is 
able to levitate itself This is accomplished by applying a megavolt 
pulsed DC electric potential across the outer hull and wing of the 
spacecraft. The craft would be designed to have а relatively large body 
surface area, similar to the flying wing concept employed in the B-2 
bomber. Alternatively it could be discoidal in shape with a lenticular 


аве Аренс. 


cross-section. Thrust would always be in the direction of the стай 
positively charged surface. To quote February 1956 Air Force intel- 
ligence report (now declassified, such a craft “can perform the бис. 
tion of a classic lifting surface—it produces a pushing fict on the 
under surface and a suction effect on the upper, but unlike the airfoil, 
i does not require a flow of air to prodoce the ееп 

Payot. The value of this technology is that the craft may achieve 
Earth orbit flight at a much lower velocity than conventional rocket 
propulsion and without the huge fuel expenditure. И would eliminate 
the hazard of polluting the Earths stratosphere and space environ 
ment with aluminum oxide spherules, which has become an increas- 
ing problem with the solid fuel boosters currently in use. The ful 
requirements for eletrogravtic propulsion аге less than one percent 
of those presently used to lift the space shuttle ишо orbit. Problems 
typically encountered with the Space Shui rocket propulsion tch- 
nology (e liquid hydrogen leaks, exhaust leaks around O-rings in 
the solid fuel booster) would not be presen in this technology. Due 
to ts much lower power demands, electrgravitis is much er and 
more economical. 

erformance Characteristic. As esty as 1956, an Air Force study 
entmatad that а manned electrgravt craft could achieve Mach 3 
flight capability with а 50,000 kilowatt power requirement. Such ait 
Borne electric power generation within the reach of present technol: 
ogy It would require two Ceneral Electric superconducting generators 
powered by two $0,000 hornepower rocket turbine engines. The 
superconducting generators mentioned here were developed for the Air 
Force in the ше 1970's for use in high-aktirade aircraft. Incidentally 
higher efficiencies are acheived in space due to reduced ion leakage 
from the bull's charged surface. 

Other enabling technologies. All enabling technologies have been 
developed. As early за 1958, а small scale model of an elctogeay- 
iti powered aircraft was able to life 110% of is weight. Since then 


Еторе унета An examination of electrostatic motion, dynamic cote 
куат harycentrnc control Report no. GRC 013-56. Aviation Sade ternational) 
Led, Special Weapons Stady Una, London, February 1956, pp. 3-4. (Library of 
Congresso. 5 HDLO0034,5879, allan TLSES AS] 
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manned vehicles have been secretly developed and are presently being 
test flown. 

Relation to major mission objectives. Electrogravitics would allow 
NASA to make frequent flights into space without the numerous 
delays presently plaguing the Space Shuttle launchings. (The present 
three year wai for repairing the Hubble Telescope could be cut to 3 
weeks.) It would allow flights directly from Earth to Mars without 
he necessity of laboriously constructing a Mars spaceship in Earth 
orbit. Such a flight would no longer be contingent on the preexistence. 
of a space sation. Moreover the high speeds potentially achievable 
with electrogravtics would allow travel to Mars to be made in under 
a month. 
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BEYOND ROCKET PROPULSION 
NASA SEOP Submission no. 100153 


"The following is an abstract submitted to NASA by Joe Hughes. 
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CORRESPONDENCE WITH CHARLES MORRIS 
Assistant Director for the National Aero-Space Plane Project 


Below is a reproduction of my correspondence with Charles Morris, 
assistant director for the National Aero-Space Plane program. 
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APPENDIX J 


PREVENTING ANOTHER COLUMBIA DISASTER 


Below isa suggestion I submitted to the Columbia Accident Investigation. 
Board. As of yet, I have received no further communication from the 
board. 
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